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Foreword 



THE tremendous research and development effort that went into the 
development of radar and related techniques during World W ar II 
resulted not only in hundreds of radar sets for military (and some for 
possible peacetime) use but also in a great body of information and new 
techniques in the electronics and high-frequency fields. Because this 
basic material may be of great value to science and engineering, it seemed 
most important to publish it as soon as security permitted. 

The Radiation Laboratory of MIT, which operutcd iindpr thn super- 
vision of the National Defense Research Committee, undertook the great 
task of preparing these volumes. The work described herein, however, is 
the collective result of work done at many laboratories, Army, Navy, 
university, and industrial, both in this country and in England, Canada, 
and other Dominions. 

The Radiation Laboratory, once its proposals were approved and 
finances provided by the Office of Scientific Research and Development, 
chose Louis N. Ridenour as Editor-in-Chief to lead and direct the entire 
project. An editorial staff was then selected of those best qualified for 
this type of task. Finally the authors for the various volumes or chapters 
or sections were chosen from among those experts who were intimately 
familiar with the various fields, and who were able and willing to write 
the summaries of them. This entire staff agreed to remain at work at 
MIT for six months or more after the work of the Radiation I.al:ioratory 
was complete. These volumes stand as a monument to this group. 

These volumes serve as a memorial to the unnamed hundreds and 
thousands of other scientists, engineers, and others who actually carried 
on the research, development, and engineering work the results of which 
are herein described. There were so many involved in this work and they 
worked so closely together even though often in widely separated labora- 
tories that it is impossible to name or even to know those who contriViuted 
to a particular idea or development. Only certain ones who wrote reports 
or articles have even been mentioned. But to all those who contributed 
CD in any way to this great cooperati\'e development enterprise, both in this 
^ country and in England, these volumes are dedicated. 

w 

L. A. DuBeidge. 



Preface 



THE need that arose during the war for utilizing the microwave region 
of the radio frequency spectrum for communications and radar stimu- 
lated the development of new types of antennas. The problems and 
design techniques, lying as they do in the domain of both applied electro- 
magnetic theory and optics, are quite distinct from those of long-w-ave 
antennas. It is the aim of the present volume to make available to the 
antenna engineer a systematic treatment of the basic principles and the 
fundamental microwave antenna types and techniques. The elements 
of electromagnetic theory and physical optics that are needed as a basis 
for design techniques are developed quite fully. Critical attention is 
paid to the assumptions and approximations that are commonly made 
in the theoretical developments to emphasize the domain of applicability 
of the results. The subject of geometrical optics has been treated only 
to the extent necessary to formulate its basic principles and to show its 
relation as a short wavelength approximation to the more exact methods 
of field theory. The brevity of treatment should not be taken as an 
index of the relative importance of geometrical optics to that of electro- 
magnetic theory and physical optics. It is in fact true that the former 
is generally the starting point in the design of the optical elements 
(reflectors and lenses) of an antenna. However, the use of ray theory 
for microwave systems presents no new problems over those encountered 
in optics — on which there are a number of excellent treatises — except 
that perhaps the law of the optical path appears more prominently in 
microwave applications. 

In the original planning of the book it was the intention of the editors 
to integrate all of the major wqrk done in this country and in Great 
Britain and Canada. This proved, however, to be too ambitious an 
undertaking. Many subjects have regrettably been omitted completely, 
and others have had to be treated in a purely cursory manner. It was 
unfortunately necessary to omit two chapters on rapid scanning antennas 
prepared by Dr. C. V. Robinson. The time required to revise the 
material to conform with the requirements of military security and yet 
to represent an adequate exposition of the subject would have unduly 
delayed the publication of the book. Certain sections of Dr. Robinson's 
material have been incorporated into Chaps. 6 and 12. 
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I take pleasure in expressing here my appreciation to Prof. Hubert 
M. James who, as Technical Editor, shared with me much of the 
editorial work and the attendant responsibihties. The scope of the book, 
the order of presentation of the material, and the sectional division within 
chapters were arrived at by us jointly in consultation with the authors. 
I am personally indebted to Professor James for his editorial work on 
my own chapters. 

The responsibility for the final form of the book, the errors of omission 
and commission, is mine. A word of explanation to the authors of the 
various chapters is in order. After the close of the Office of Publications 
and the disper.sal of the group, I have on occasions made use of my 
editorial prerogative to revise their presentations. I hope that the results 
meet with their approval. The policy of assignment of credit also needs 
explanation. The interpretation of both Professor James and myself of 
the policy on credit assignment formulated by the Editorial Board for 
the Technical Series has been to the effect that no piece of work discussed 
in the text would be associated with an individual or individuals. Radi- 
ation Laboratory reports are referred to in the sense that they represent 
source material for the chapter rather than individual acknowledgements. 
References to unpublished material of the Radiation Laboratory note- 
books have been assiduously avoided, although such material has been 
drawn upon extensively by all of us. In defense of this policy it may be 
stated that the work at the Radiation Laboratory was truly a cooperative 
effort, and in only a few instances would it have been possible to assign 
individual credit unequivocally. 

The completion of the book was made possible through the efforts of 
a number of people; in behalf of the editorial stuff and the authors I wish 
to acknowledge their assistance and contributions. Mrs. Barbara Vogel 
and Mrs. Ellen Fine of the Radiation Laboratory served as technical 
assistunts; the production of figures and photographs was expedited by 
Mrs. Frances Bourget and Mrs. Mary Sheats. It proved impossible' to 
finish the work by the closing date of the Office of Publications; the Naval 
Research Laboratory accepted the work as one of the projects of the 
newly formed Antenna Research Section and contributed generously in 
personnel and facilities. Special thanks are due to A. S. Dunbar, 
I. Katz, and Dr. I. Maddaus for their editorial assistance; to Queenie 
Parigian and Louise Beltramini for preparation of the manuscript; 
and to Betty Hodgkins who prepared almost all of the figures. 
The editors are indebted to Dr. G. G. Macfarlane of the Tele- 
communications Research Establishment, Great Britain, for his 
critical review of several of the theoretical chapters and his contribution 
on the theory of slot radiators in Chap. 9. John Powell of the 
Radiation Laboratory prepared material on lenses that was used in 
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Chap. 11. The National Rpscaich Council of Canada and the Biili.sli 
Central Radio l^iircaii have trracioiisly granted us permission to take 
material from Canadian and British reports in accordance with ciurent 
security regulations. The Rell Telephone I^aboratory supplied the 
photographs of metal lens antennas. 
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SURVEY OF MICROWAVE ANTENNA DESIGN PROBLEMS 

By S. SiLVKK 

I'l. The Wavelength Region. — The designation of the boundaries of 

;lie microwave region of the oloctroniagnctic sijoctrum is purely arbitrary. 
The long-wavelcngtli limit has been set variously at 2o or 40 cm, even 
at 100 cm. From the point of view of antenna theory and design tech- 
nitiues, the 25-cm value is the most appropriate choice. The short- 
wavelength limit to w hich it is possible to extend the present techniques 
lias not yet boon reached; it is in the neighborhood of 1 mm. Accordingly 
we shall consider the microwave region to extetid in wavelength from 0.1 
to 25 cm, in frequency from 3 X 10* to 1200 Mc/sec. 

This is the transition region between the ordinary radio region, in 
which the wavelength is very large compared with the dimensions of all 
the components of the system (except perhaps for the large and cumber- 
some antennas), and the optical region, in which the wavelengths are 
excessively small. Long-wave concepts and techniques continue to be 
useful in the microwave region, and at the same time certain devices 
used in the optical region such as lenses and mirrors are employed. From 
the point of view of tlie antenna designer the most important character- 
istic of this fre(iuency region is that the wavelengths are of the order of 
magnitude of the dimensions of conventional and easily handled mechan- 
ical devices. This leads to radical modification of earlier antenna 
techniques and to the appearance of new and striking pos.sibilities, 
especially in the construction and use of complex antenna structures. 

It follows from elementary diffraction theory that if D is the maximum 
dimension of an antenna in a given plane and X the wavelength of the 
radiation, then the minimum angle within which the radiation can be 
concentrated in that plane is 



With mimrowaves one can thus produce highly directive antennas such 
as have no parallel in long-wave practice; if a given directivity is desired, 
it can be obtained with a microwave antenna which is smaller than the 
equivalent long-wave antenna. The ease with which these small antennas 
can be installed and manipulated in a restricted space contributes greatly 
to the potential uses of microwaves. In addition, the convenient size of 

1 
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microwave antenna elements and of the complete antenna structure makes 
it feasible to construct and use antennas of elaborate structure for special 
purposes; in particular, it is possible to introduce mechanical motions of 
parts of the antenna with respect to other parts, with consequent rapid 
motion of the antenna beam. 

The microwave region is a transition region also as regards theoretical 
methods. The techniques required range from lumped-constant circuit 
theory, on the low-frequency side, through transmission-line theory, field 
theory, and diffraction theory to geometrical optics, on the high-fre- 
quency side. There is frequent need for using several of these theories 
in parallel — combining field theory and transmission-line theory, sup- 
plementing geometrical optics by diffraction theory, and so on. Optical 
problems in the microwave antenna field are relatively complex, and 
some are of quite novel character: For instance, the optics of a curved 
two-dimensional domain finds practical application in the design of 
rapid-scanning antennas. 

1-2. Antenna Patterns. — Before undertaking a survey of the more 
important types of microwave antenna, it will be necessary to state 
precisely the terms in which the performance of an antenna will be 
described. 

The Antenna as a Radiating Device: The Gain Function. — The field 
set up by any radiating .sy.sli'iti can Ix; di\-i(l('d intr) twf) comixments: 
the induction field and the radiation field. Tiie induction field is impor- 
tant only in the immediate vicinity of the radiating sj'stem; the energy 
associated with it pulsates back and forth between the radiator and 
near-by space. At large distances the radiation field is dominant; it 
represents a continual flow of energy directly out\vard from the radiator, 
with a density that varies inversely with the square of the distance and, 
in general, depends on the direction from the source. 

In evaluating the performance of an antenna as a radiating system 
one considers only the field at a large distance, where the induction field 
can be neglected. The antenna is then treated as an effective point 
source, radiating power that, per unit solid angle, is a function of direc- 
tion only. The directive properties of an antenna are most conveniently 
expressed in terms of the "gain function" G{6,<t>). Let 0 and (/> be respec- 
tively the colatitude and azimuth angles in a set of polar coordinates 
centered at the antenna. Let P(B,4i) be the power radiated per unit 
sohd angle in direction 8, 0 and Ft the total power radiated. The gain 
function is defined as the ratio of the power radiated in a given direction 
per unit solid angle to the average power radiated per unit solid angle: 

G{e,4>) = (2) 

5r 
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Thus G(d,<j)) expresses the increase in power radiated in a given direction 
by the antenna over that from an isotropic radiator emitting the same 
total power; it is independent of the actual power level. The gain 
function is conveniently visualized as the surface 

r = (3) 

distant from origin in each direction by an amount equal to the gain 

function for that direction. Typical gain-function surfaces for micro- 
wave antennas are illustrated in Fig. 1-1. 

The maximum value of the gain function is called the "gain"; it 
will be denoted by Gm- The gain of an antenna is the greatest factor 
by which the power transmitted in a given direction can be increased 
by using that antenna instead of an isotropic radiator. 

The "transmitting pattern" of an antenna is the surface 

r = 9m: 

it is thus the gain-function surface normalized to unit maximum radius. 
A cross section of this surface in any jilaiie that includes the origin is 
called the "polar diagram" of the antcima in this plane. The polar 
diagram is sometimes renormalized to unit maximum radius. 

When the pattern of an antenna has a single principal lobe, this is 
usually referred to as the "antenna beam." This beam may have a 
wide variety of forms, as is shown in Fig. 1-1. 

The Antenna as a Receiving Device: The Receiving Cross Section. — The 
performance of an antenna as a receiving device can be described in 
terms of a receiving cross section or receiving pattern. 

A receiving antenna will pick up energy from an incident plane wave 
and will feed it into a transmission line which terminates in an absorbing 
load, the detector. The amount of energy absorbed in the load will 
depend on the orientation of the antenna, the polarization of the wave, 
and the impedance match in the receiving system. In specifying the 
performance of the antenna, we shall suppose that the polarization of 
the wave and the impedance characteristics of the detector are such that 
maximum power is absorbed. The absorbed power can then be expressed 
as the power incident on an effective absorbing area, called the "receiving 
cross section," or "absorption cross section" A, of the antenna. If iS is 
the power flux density in the incident wave, the absorbed power is 

Pr = SAr (5) 

The receiving cross section will depend on the direction in which the 
plane wave is incident on the antenna. We shall write it as Ar = Ari6,<t>), 
Avhere 8 and <t> are the spherical angles, already defined, of the direction 
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of incidence of the wave. This function, like the gain function, is repre- 
sented conveniently as the surface 

r = A,{e,ct>). (6- 

The "receiving pattern" of an antenna is defined, analogously tc 
the transmitting pattern, as the above surface normalized to unit maxi- 
mum radius; 

It is a consequence of the reciprocity theorem to be discussed in 
Chap. 2 that the receiving and transmitting patterns of an antenna are 
identical; 

G{e,4>) _ Ar{d,4,) 
~g7' - ".477" ■ 

It will also be shown that the ratio .-Uu/Cw is a constant for all matched 
antennas: 

Thus for any matched receiving system 

A.(e,4>) = ^ f;(9,</.). (10) 

Coverage Pattern, One Way. — The characteristics of an antenna may 
also be described in terms of the performance of a radio or radar system 
of which it is a part. It is necessary to distinguish between the case of 
one-way transmission, in which a given antenna serves for transmission 
or for reception only, and the case of radar or two-way transmission, in 
which a single antenna performs both functions. 

We consider first a transmitting antenna and a receiving antenna 
separated by a large distance R. Let Gt and 6V be the respective gain 
functions of the two antennas for the direction of transmission. If the 
total power transmitted is P, the power radiated in the direction of the 
receiver, per unit solid angle, will be (l/47r)PG,. The receiving antenna 
will present a receiving cross section (l/'47r)GrX^ to the incident wave; it 
will, in effect, subtend a solid angle G^XV^^rii^ at the transmitter. The 
power absorbed at the receiver will thus be 

The maximum operating range is determined by the signal-to-noise 
ratio of the detector system. If Prm is the minimum detectable signal 
for the receiver, the maximum operating range is 



K™„ = U- .-(GAP (12> 
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Thus, if it is possible to ignore the effect of the earth on the propagation 
of the wave and if Gr is constant, it will be possible to operate the receiving 
system satisfactorily everywhere within the surface 

where the transmitter is taken to be at the origin. This surface will be 
called the "free-space coverage pattern for one-way transmission." 

Coverage Pattern, Two Ways.- -In most radar applications the same 
antenna is used for transmission and reception. One is here interested 
in detecting a target, which may be characterized by its "scattering 
cross section" a-. This is the actual cross section of a sphere that in the 
same position as the target would scatter back to the receiver the same 
amount of energy as is returned by the target. For this fictitious iso- 
tropic scatterer, the effective angle subtended at the transmitter is (r/R^ 
and the total power intercepted is 

P. = 1PG,|-, (14) 

Scattered isotropically, this power would appear back at the transmitter 
as a power flux, per unit area, 

o_ Pi _ PG^ . ,,,, 

Actually, the scattering of most targets is not uniform. The scattering 
cross section of the target will in any case'be defined by Eq. (15), but it 
will usually be a function of the orientation of the target. 

The power absorbed b,' the receiver from the scattered wave will be 

since here Gt = Gr- If the effect of the earth on transmission of the 
waves can be neglected, it will be possible to detect the target only when 
it lies within the surface 

JL 

iPrm (47r)' 



[GiiBM^ (17) 



about the transmitter as an origin. This surface will be called the "free- 
space coverage pattern for two-way transmission." 

The extent of the coverage patterns is determined by characteristics 
of the system and target — output power, receiver sensitivity, target size 
— that are not under the control of the antenna designer. The form of 
the coverage patterns is determined by but is not the same as the form 
of the antenna transmitting and receiving patterns; in the coverage 
patterns, r is proportional to [Gt{e, <{>)]'''' rather than to Gi{e,<t>). The 
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desired form of the coverage pattern is largely determined by the use to 
be made of the system. From it, one can derive the required form of the 
transmitting or receiving pattern of the antenna; it is usually in terms of 
this type of pattern that antenna performance is measured and specified. 
It is to be emphasized that the discussion of coverage patterns given 




(c) (d) 

Fig. 1-1. — Typical gain-function surfaces for microwave antennas, (a) Toroidal (omni- 
directional) pattern; (6) pencil-beam pattern; (c) flat-top flared beam; (d) asymmetrically 
flared beam. 

here assumes free-space conditions. In many important applications, 
coverage is affected by interference and diffraction phenomena due to 
the earth, by meteorological conditions, and by other factors. A detailed 
account of these factors, which may be of considerable importance in 
determining the antenna transmitting pattern required for a given appU- 
cation, -will be found in Vol. 13 of the Radiation Laboratory Series. 

1-3. Types of Microwave Beams. — The most important types of 
microwave beams are illustrated in Fig. 11. 

The least directive beam is the "toroidal beam,"' which is uniform in 

'Such a beam is also referred to as "omnidirectional." (IRE Standards and 
Definitions, 1946.) 
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azimuth but directive in elevation. Such a beam is desirable as a marker 
for an airfield because it can be detected from all directions. 

The most directive type of antenna gives a "pencil beam," in which 
the major portion of the energy is confined to a small cone of nearly 
circular cross section. With the high directivity of this beam goes a 
very high gain, often as great as 1000. In radar applications such a 
beam may be used like a searchlight beam in determining the angular 
position of a target. 

Although the pencil beam is useful for precise determination of radar 
target positions, it is difficult to use in locating random targets. For 
the latter purpose it is better to use a "fanned beam," which extends 
through a greater angle in one plane than it does in a plane perpendicular 
to that plane. The greater part of the energy is then directed into a cone 
of roughly eUiptical cross section, with the long axis, for example, ver- 
tical. By sweeping this beam in azimuth, one can scan the sky more 
rapidly than with a pencil beam, decreasing the time during which a 
target may go undetected. Such a fanned beam still permits precise 
location of targets in azimuth, at the expense of loss of information 
concerning target elevation. 

Other applications of microwave beams require the use of beams with 
carefuUy shaped polar diagrams. These include one-sided flares, such 
as is illustrated in Fig. in which the polar diagram in the flare 

plane is roughly an obtuse triangle, whereas in transverse planes the beam 
remains narrow. In radar use, such a beam at the same time permits 
precise location of targets in azimuth and assures most effective distribu- 
tion of radiation within the vertical plane of the beam. Toroidal beams 
with a one-sided flare in elevation have also been developed. 

No theoretical factors limit any of the above beam types to the micro- 
wave region, but many practical limitations are imposed on long-wave 
antennas by the necessary relationship between the dimensions of the 
antenna elements and the wavelengths. 

1-4. Microwave Transmission Lines. — The form of microwave 
antennas depends upon the nature of the available radiating elements, 
and this in turn depends upon the nature of the transmission lines that 
feed energy to these elements. We therefore preface a survey of the 
main types of microwave antennas wth a brief description of microwave 
transmission lines; a detailed discussion of these lines wiU be found in 
Chap. 7. 

Unshielded parallel-wire transmission lines are not suitable for micro- 
wave use; if they are not to radiate excessively, the spacing of the wires 
must be so small that the power-carrying capacity of the line is severely 
limited. 

Use of the self-shielding coa.xial line is possible in the niicrowa\n 



8 SUKVEV or ^^/c^l(0^i^A\^E aatunaa dksiu.\ j'ruhlems iskc. l o 



(a) 





11 



region but is generally restricted Ui wavelengths of approximately 10 cm 
or more. For proper action as a transmission line, a coaxial line should 

transmit electromagnetic waves in only 
a single mode; otherwise the generator 
looks into an indeterminate impedance 
and tends to be erratic in operation. 
On this account it is necessary to keep 
the average circumference of inner and 
outer conductors less than the free- 
space wavelength of the transmitted 
waves. At wavelengths shorter than 
10 cm this limitation on the dimensions 
of coaxial lines begins to limit their 
power-carrying capacity to a degree 
that makes them imsatisfactory for 
most purposes. 

The most useful transmission line 
in the microwave region is the hollow 
pipe. Such pipes will s\ipport the 
propagation of an electromagnetic wave 
only when they are sufficiently large 
compared with its free-space Avave- 
Icngth. As guides for long-wave 
radiation, intolerably hirge pipes are 
required, but in the microwave region 
it becomes possible to use pipes of con- 
venient size. Like the coaxial guide, 
there is also an upper limit imposed cm 
the cross-sectional dimension of the pipe 
if it is to transmit the wave in only a 
single mode. However, in tlie absence 
of an inner comluctor, this size liniita- 
tion does not alfect the power capacity 
so seriously as it does in tlie coaxial line. 

1-5. Radiating Elements. — The 
nature of the radiating elements 
terminating a transmission line is to 
a considerable extent ileterniined by 
the nature of the line itself, Typical 
long-wave radiating elements ar(> the 
"(lil)()le" antennas, such as tlie center- 
(li-i\('n half-\\a\e dijiole, and loop 
.antennas, such as the rhombic anietuia, illustrations of which are 
given in Fig. l-2(i and h. It is evitleni that the i)a.rallei-wire and 
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coaxial lines lend themselves to such terminations. Many long-wave 
antenna ideas have been carried over into the microwave region, par- 
ticularly those connected with the half-A\ave dipole; the transition, how- 
e\'er, is not mereiy a matter of wavelcnf^th scaling. In a microwave 
antenna tlie cross-sectional dimensions of the transmission line are com- 
parable to the dimensions of the half-wave dipole, and consequently, the 
coupling between the radiator and the line becomes a more significant 
problem than in a corresponding long-wave system. The cross-sectional 
dimensions of the dipole element are also comparable to its length. A 
typical niicrowave dipole is shown in Fig. l-2c; the analysis and under- 
standing of such microwave dipoles is at best still in a qualitative stage. 

The use of hollow waveguide lines leads to the employment of entirely 
different radiating systems. The simplest radiating termination for such 
a line is just the open end of the guide, through which the energy passes 
into space. The dimensions of the mouth aperture are then comparable 
to the wavelength; as a result of diffraction, the energy does not continue 
in a beam corresponding to the cross section of the pipe but spreads out 
considerably about the direction of propagation defined by the guide. 
The degree of spreailii>g dei)ends on the ratio of aperture dimensions to 
wavelength. On flaring or constricting the terminal region of the guide 
in order to control the directivity of the radiated energy, one arrives at 
electromagnetic hf)rns based on the same fundamental principles as 
acoustic lioru.s (Fig. \-2d). 

Another type of element that appears in microwave antennas is the 
radiating slot (Fig. l-2c). There is a distribution of current over the 
inside wall of a waveguide associated with the wave that is propagated 
in the interior. If a slot is milled in the wall of the guide so as to cut 
across the lines of current flow, the interior of the guide is coupled to 
space and energy is radiated through the slot. (If the slot is milled along 
the line of current flow, the space coupling and radiation are negligible.) 
A slot will radiate most effectively if it is resonant at the frequency in 
question. The long dimension of a resonant slot is nearly a half wave- 
lengtli, and the transverse dimension a small fraction of this; the perim- 
eter of the slot is thus closely a wavelength. 

1'6. A Survey of Microwave Antenna Types. — We are now in a posi- 
tion to mention briefly the principal types of antennas to be considered 
in this book. 

Antennas for Toroidal Beams. — A toroidal beam may be produced 
by an isolated half-wave antenna. This is a usef\il antenna over a large 
frequency range, the limit being set by the mechanical problems of sup- 
porting the antenna and achieving the required isolation. The beam 
thus produced, however, is too broad in elevation for many purposes. 

A simple system that maintains azimuthal symmetry but permits 
control of directivity in elevation is the biconical horn, illustrated in 
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Fig. 1-3. The primary driving element between the apexes of the cones 
is a stub fed from a coaxial line. Tiie spread of the energy is determined 
by the flare angle and the ratio of mouth dimension to ^^•avelength. 

Although this antenna is useful over a 
large frequency range, maximum di- 
rectivity for given antenna 'w eight and 
size is obtainable in the microwave 
region, where the largest ratio of 
aperture to wavelength can be 
realized. 

Increased directivity in a toroidal 
beam can also be obtained with an 
array of radiating elements such as 
dipoles, slots, or hiconical horns built 
up along the symmetry axis of the 
beam. The directivity of the array is 
determined by its length measured in 
wavelengths; high directivities are 
conveniently obtained by this metliod only in the microwave region. A 
typical microwave array of this type is shown in Fig. 1-4. 

Pencil-beam Antennas. — Beams that have directivity both in eleva- 
tion and azimuth may be produced by a pair of dipole elements or by a 
dipole with a reflecting plate. The major portion of the energy is con- 
tained in a cone with apex angle somewhat less than 180°. 




Fig. 1-3. — The biconical horn. 




Fig. 1 '4. — A microwavo l)oaron array. 

Similar beams are produced by horn antennas that permit control 
of the directivity through choice of the flare angle and the mouth dimen- 
sions. Horns are useful at lower frequencies as 'in cII as in the microw ave 
region; indeed, the early work on horns was done for wavelengths ranging 
from 50 to 100 cm. 

More directive beams — true pencil beams — can be produced by 
building up space arrays of the al)ovo systems. Two-dimensional arrays 
(mattress arrays) and multiiuiit horn systems are used at lower frequen- 
cies. Their directivity is se\erely limited, however, by the mechanical 
problems occasioned by the reciuired ratio of chmensions to wai e- 
lengths. Such arrays have not been employed in the microwave region. 
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At these wavelengths it becomes feasible, and indeed very convenient, 
to replace the two-dimensional array technique by the use of reflectors 
and lenses. 




Fig. 1-5. — Pencil-beam antennas, (o) Paraboloidal mirror; (ft) metal-plate lens. (Metal- 

plate lens photoffraph courtesy of the Bell Telephone Laboraiories.) 

Highly directive pencil beams are produced by placing a partially 
directive system such as the double-dipole unit, dipole-reflector unit, or 
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liorn at the focus of a paraboloidal reflector or a ccntrosymmetric lens. 
The use of these devices is based on the (•onecpts of ray optics, acTordinp; 
to whif'li the reflector or lens takes the (}i\'er}>;eiit ra>'s from the point 
source at (he focus and converts tliem into a beam of parallel rays. 
Despite the diifraction effects which hmit the application of ray optics 
and are very important in the microwave region, it is practical)le to 
make the apertures so larf^o that cxtremch' sharp beams can i)e produced. 
Conversely, it is possible to o})tain good directivity with an antenna so 
small that aircraft installations are practical. Paraboloidal and jjara- 
bolic reflectors are u.se.d at lower frequencies in some special cases, but 
in the retpiirod large sizes they tend to be less satisfactory than mattress 
arrays. 

Plastic lenses are iiscd in the micrinvavc rcigion in precisely the same 
way as glass lenses in the optical region. In addititm, a new device, 
the metal lens, has been developed for microwaves. The wavelengtli 
of an electromagnetic wave in an air-filled waveguide is greater than that 
in free space; from the optical point of view the >\aveKuide is a region 
of index of refraction less tlian unity. A stack of waveguides thu.s con- 
stitutes a refractive medium analogous to dielectric material, from which 
a metal lens can be fashioned. Figure 15 shows microwave pencil- 
beam antcmnas emy)loying, respectively, a paraboloidal mirror and a 
metal lens as directive devices. 

Antennas for Flared Beams. — vSimple flared beams and one-sided 
flares are likewise produced by means of reflectors and lenses and by 
arrays of dipole-refleetor units or radiating slots. Such arrays by them- 
selves give beams that are highly directive in planes containing the array 
axis but are fairly broad in thc^ t ransvorso plane. In order to gain greater 
directivity in the transverse plane the array may be used as a line source 
along the focal line of a parabolic cylindrical reflector; this focuses radia- 
tion from a line source in the same way that a reflector in the form of a 
paraboloid of revolution focuses radiation from a point source. By 
suitable shaping of the cross section of the cylinder, one can produce 
beams with carefully controlled one-sided flares and other useful special 
characteristics. Typical microwave antennas of this type are shown in 
Fig. 1-6. 

Except for a few types of linear array, all microwave antennas u.se 
primary sources of radiation together with reflectors and lenses. The 
radiating element, which extracts power directly from the transmission 
line, is spoken of as the "primary feed," the "antenna feed," or simply 
the "feed"; its radiation pattern as an isolated unit is known as the 
"primary pattern" of the antenna, fn combination with the optical 
elements of the antenna, the feed produces the over-all pattern i * the 
antenna, often referred to as the "secondary pattern" of the antenna. 
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One of our major problems will be to establish the relationships among the 
primary pattern of the antenna feed, the properties of the optical ele- 
ments, and the secondary pattern. 




FiQ. 1-6. — Antennas for proaueing Uared beams, (a) Simple flared-beam antenna; (6) 
one-sided flared-beam system. 



1-7. Impedance Specifications. — The achievement of a satisfactory- 
antenna pattern is by no means the only problem to be considered by the 
antenna designer. It is important that the antenna pick up maximum 
power from an incident wave and that it radiate the power delivered to 
it by a transmission line without reflecting an appreciable portion of it 
back into the transmitter. In other words, it is important that the 
antenna have satisfactory impedance characteristics. 
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The impedance problem in micro\vave antenna design takes on a 
somewhat special character because of the characteristics of other ele- 
ments of the system, particularly the transmitting tubes. Conventional 
triode-tube oscillators are not generally useful in the microwave region. 
This is due to inherent limitations in the tube itself and to the fact that 
elements in the tank circuit no longer behave like lumped impedances. 
The self-resonant frequency of the ordinary tube is considerably below 
the microwave range, and it is therefore impossible to design a practical 
circuit that will oscillate at the required high frecjuencj'. A modified 
triode has been designed for use down to 10 cm. It has limited power 
capacity and is used where low power is acceptable. ]\Iore generally, 
magnetrons and klystrons are used, the former for very high power levels. 
The operating characteristics of these tube.s are very sensitive to the 
impedance into which they are required to operate, the frequency ^'arying 
rapidly with changes in this impedance. .More serious than this "fre- 
quency pulling" is the fact that the magnetron will cease to oscillate 
without too much provocation, ("loser tolerances are, therefore, imposed 
on the impedance of a microwave antenna tlian those which would be 
dictated by power considerations. Many tui)es can be tuned over a fre- 
quency hand, but at any frequency setting they must opcnite into the 
proper impn(ian('e. Thus it is customary to specify that a microwave 
antenna be satisfactorily matched to the transmis.si()n line within close 
tolerances, not simply at an intended operating frequency, btit over a 
band of frequencies. 

In rapid-scanning antennas the impedance problem is even more 
complex. The arrangement of the mechanical parts varies during a 
scan; it is necessary to make suie that the impedanr'e properties of the 
antenna remain satisfactory in all parts of the scan, as well as for a gi\-en 
range of wavelengths. This element of the problem has an important 
bearing on the choice of schemes for rapid-scanning antennas. 

Throughout this volume the impedance characteristics of antennas 
will be considered in parallel with their radiation patterns. 

1-8. Program of the Present Volume. — This book falls into four main 
divisions: basic theory, theory and design of feeds, theory and design of 
complete antenna systems, and antenna-measuring teclinicpies and 
equipment. 

The following chapter summarizes certain parts of conventional cir- 
cuit theory that are pertinent to antenna problems. Tn particular, it is 

shown that the antenna designer need make no distinction betw een tran.s- 
mitting and receiving antennas. Chapter 3 states the basic principles 
of field theory and applies them to the discussion of current distributions 
as sources of radiation fields. Cliapteis 4 to 0 then discuss electromag- 
netic waves without regard to tlioir sources. Chapter 4 gives a brief 
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treatment of wavefronts and rays. Chapter 5 deals with the interaction 
between electromagnetic Avaves and obstacles; the general theory of 
reflectors is here developed as a boundary-condition problem, and a 
discussion is given of the relation between this theory and conventional 
diffraction theory, which also finds application to microwave antenna 
problems. Finally, Chap. 6 applies this theory in treating one of the 
fundamental problems of antenna design — the relation between the field 
distribution over the aperture of an antenna (such as a lens or reflector) 
and its secondary pattern. 

Chapter 7, on microwave transmission lines, serves as introduction 
to the chapters on antenna feeds: dipole feeds, linear arrays, and horns. 
Of these types all but the first have found applications also as complete 
antennas; these applications will be indicated in these chapters. 

A chapter on lenses precedes the treatment of more complex antenna 
systems which is organized according to the type of beam to be produced : 
pencil beams, simple fanned beams, and more complexly shaped beams. 
When an antenna is installed on ground or a ship or airplane — generally, 
enclosed in a housing — its performance is modified from that in free 
space by its enclosure and neip;lil)()i-iiig objects. The subject of antenna- 
installation problems is discussed briefly to acquaint the engineer with 
the phenomena that may be expected to occur and some of the currently 
known solutions of the problems. 

The concluding chapters provide a statement of the basic techniques 
of antenna measurements and a description of certain types of measur- 
ing equipment that have given satisfactory service in the Radiation 
Laboratory. 
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CIRCUIT RELATIONS, RECIPROCITY THEOREMS 

By S. SiLVEn 

2-1. Introduction. — The circuit theory considerations and techniques 

characteristic of low-frequency radio worlc do not carry over in a simple 
manner to the microwave region. Thus, for example, in treating a cir- 
cuit element as a lumped impedance, it is assumed that the current 
(and voltage) at any given instant has the same value at every point in 
the element. This assumption is valid if the dimensions of the circuit 
element are small compared with the wavelength, with the result that 
the phase differences between separated points in the element are negligi- 
ble. If, however, the wavelength becomes comparable to the dimensions 
of the element, these phase differences become significant; at a given 
instant the current at one point in the element may be passing through 
its niaxituum value, while at another point it is zero. In such cases the 
circuit element must be regarded as a system of distributed impedances. 

The extension of conventional circuit theory to microwave systems 
is further complicated by the us(^ of ciicuit elements such as waveguides, 
in which voltages and currents are nut uniquely defined. The analysis 
of these elements must be approached from the point of view that they 
serve to guide electromagnetic waves; attention is centered on electric 
and magnetic fields rather than on voltage and current. The final result 
of the field theory analysis is that under suita))le conditions — Avhich are 
generally encountered in practice — a waveguide can be set into equiva- 
lence with a two-wire transmission line in which the fundamental qvian- 
tities are voltage and current. The latter are directly related to the 
waveguide's electric and magnetic fields, respectively.' By means of 
this equivalence the concepts of impedance, impedance matching, and 
loaded lines are carried over to waveguides. 

A waveguide can itself be treated as a system of distributed imped- 
ances. Distributed impedances are treated in the same way as lumped 
impedances, by use of Kirchhoff's current and voltage laws for networks. 
A system of distributed impedance can, in fact, be replaced by a network 
of lumped-impedance elements. The latter differ from the conventional 
radio-circuit elements in that their impedance is a transcendental fimc- 

' The suhjpct is troatrd in Chap. 7. A full troiitmpnt of the pxti-n.ficn of l in iiit 
theory to Wiivoguidi'.s will bo foiiiul in Vol S of this .siM-ios. 
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tion of frequency rather than an algel)iaic function. By means of tliese 
equivalent lumped-element networks, the network theorems that are 
applicable to low-frecjuency lumped-eleniont networks are carried over 
to systems with distributed impedance, 'f'iie fn'st part of this chapter 
will review several network theorems and the two-wire transmission-line 
theory that are used in microwave circuit theory. Tlie subjects will be 
treated briefly, the reader being referred to standaid texts' for more 
complete discussions and proofs of the results cpioted here. 

The relation ))ctween a transmitting and a rcceivinp; antenna also 
can be expressed in terms of an e(inivalent network. In this way one 
can arrive at a reciprocity theorem wliich relates the transmission char- 
acteristics of an antenna to its recei\ ing characteristics. Of particular 
importance to antenna design is the fact, proved i)y use ef the reciprocity 
theorem, that the transmitting pattern of an antenna is the .same as its 
receiving pattern.- The reciprocity theorem will be discussed in the 
latter part of this chapter. 

2-2. The Four -terminal Network. — Let us consider an arbitrary net- 
work, free from generators, made up of linear bilateral elements. A 
linear bilateral element is one for 
which the relation between voltage 
and current is linear: 




Fig. 2'1. — Four-tcririinal network. 



V = IZ, (1) 

where the value of the impedance Z 
is independent of the direction of the 
voltage drop across the element.^ For convenience the network will be 
pictured as enclosed in a box and presenting to the outside only a pair 
of input and a pair of output terminals. This is illustrated schematically 
in Fig. 21. A boxed netw ork of this type is referred to as a four-terminal 
or two-terminal-pair network. 

The network as a imit involves four quantities: the current i\, the 
voltage drop Vi from A to B, the current ii, and the voltage drop Fj 
from C to D. In consetiuence of the linear property [Kq. (1)] of each 
component element of the network, the relations betw'een the, voltages 
Vi, Vi and the currents ii, are linear : 



Vi = Z^^i^ — Z-iiii, 
Fa = Zail'i — Zttii. 



(2) 



' W. L. Everitt, Communicaiion Engineering, McGraw-Hill, New York, 1937; 
E. A. Guillcmin, Communication Netvmrks, Vols. I, 11, Wiley, Xew York, 1931; T. E. 
Shea, Transmission Networks and Wave Filtern, Van Xo.'jtr.ind, Xew York, 1929. 

'See Chap. 1 for the definitions of those patterns 

' It is assumed that we are dealing with a single frequency, that both the voltage 
and current depend on time through the same factor e'"'. 
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The impedance coefficient Zu is the input impedance at AB when CD 
is open-circuited {it = 0) ; similarly Z22 is the input impedance at CD 
when AB is open-circuited. The quantities Zii and Zn arc known as 
the transfer impedance coefficients of the network. As a result of the 
bilateral property of the component elements of the network, the transfer 
impedance coefficients satisfy the reciprocity relation^ 

Zii = Z21. (3) 

As an alcernative to the relations expressed by Eq. (2), the currents 
may be expressed as linear functions of the voltage: 



12 = - y^sFj. 



(4) 



The admittance coefficient Fn is the input admittance at AB when the 
terminals CD are short-circuited; F22 is the admittance at CD when AB 
is short-circuited; and Y 11, F21 are the transfer admittance coefficients. 
The latter coefficients satisfy a reciprocity relation 

F12 = F21 (5) 

in the case of bilateral elements. The impedance and admittance coeffi- 
cients of the network are related: 

V — V —■^11. V — V — tR\ 

J 11 111. X 21 — 1 li -^t [<0j 

where 

A = Z\iZi2 ~ Z12Z21. (7) 

By virtue of the reciprocity relations, [Kqs. (3) and (5)], the network 
has only three independent parameters. Consequently it can be replaced 

by a network of three lumped-im- 
pedance elements arranged in the 
form of either a T- or Il-section as 
shown in F'ig. 2-2. The imped- 
ance elements of the T-section'are 
r- section ^ ^ 3r- section ^ designated by Z,, Z2, Z,,. In the 
Via. 2-2. — ^-and ir-section equivalents of 11 case of the IT-section it is more con- 

four-terminal network. ■ , , ^ ,1 

venient to use admittances; the 
elements are designated by Ya = 1/Za, Yb = \/Zb, Yc = l/Zc The 
relations between the elements of the reduced networks and the coefficients 
of Eqs. (2) and (4) are 
a. T-section: 

Zi = Zii — Z12, I 

Z2 = Z22 - Z,2, I (8) 
Z3 — Z\<t, ) 

' K. A. Guillemiii, op. cil., Vols. I, II, Wiley, New York, 1931, particularly 
Vol. I, Chao. IV. 
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&. Il-section: 



Yb 



Yu 
Y22 



(9) 



The relations between the T- and Il-section elements for one and the 
same four-terminal network are given by 



Za = 



Z, 



7 _ A 

— IT' 
■^3 



7 - ^ 
- Zl 



(10) 



where the quantity A is that defined in Eq. (7). 

The network can also be characterized by any three of the following 
measurable quantities; the input impedance at AB when CI) is short- 
circuited, the input impedance at when CD is open-circuited, the 
input impedances at CT) when j\B 
is open-circuited or short-circuited. 
The relations between these quan- 
tities and the impedance coeffi- 
cients or the T- and n-section 
elements can easily be derived from 
Eqs. (2) and (8) or (9); they are 
given explicitly by Everitt.' 

2-3. The Rayleigh Reciprocity 
Theorem. — The reciprocity relation 
between the transfer impedance co- 
efficients given in Eq. (3) is funda- 
mental to the various reciprocity 
theorems pertaining to networks. 
All of these theorems are variants 
of the general theorem derived by 
Rayleigh.' The particular form of 
the theorem as it applies to a four-terminal network will be discussed here. 

In Fig. 2-3, ii and tj are the currents in the network terminals when a 
generator of emf Ya is applied to the terminals AB through an impedance 
7jt to feed a load Zl across the terminals CD; i' and ^ are the correspond- 
ing currents at the terminals when a generator of emf V'^ is applied to the 
terminals CD through an impedance Zi, to feed a load Zt across AB. 
The generator in each case is assumed to have zero internal impedance. 
The reciprocity theorem states that 




- Keciprocit.v theorem for the four- 
terrniiial network. 



(11) 



' W. L. Everitt, op. cit., Chap. II. 

' UayleiKh, Theory of Souml, Vol. I, Sees. 105-111, Macmillan, New York, reprinted 
by Dover Publications, \ew York, 1945. 
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Using Eqs. (2), we find for Case a of Fig. 2-3 

^ Z,,Vo 

For Case 6, remembering that the role of input and output terminals 
must be interchanged in Eqs. (2), we have 

Multiplying the first of these by V'„ and the second by T'c, one finds that 
the reciprocity theorem in Kq. (11) holds provided that Z12 = Z^^. 
Conversely, if a four-terminal network is linear in the sense of 7^q. (2) 




Fig. 2-4.— Th6venin's theoreiri and the maximum-power transfer condition. 



and if the reciprocity theorem [Eq. (11)] holds for the network, then the 
transfer impedance coefficients satisfy the reciprocity relation of Eq. (3). 

2-4. Thevenin's Theorem and the Maximum-power Theorem. — Con- 
sider a network made up of linear bilateral elements and containing a 
system of generators. Thevenin's theorem states that the current 
through any impedance Zl across a pair of terminals C, D of the network 
is the same as the current in an impedance Zl connected across a generator 
whose emf is the open-circuit voltage across CD (the voltage with Zl 
removed) and whose internal impedance is the input impedance meas- 
ured at CD looking into the passive network (the network with generators 
replaced by their respective internal impedances).' The theorem is illus- 
trated diagrammatically in Fig. 2-4. 

Thevenin's theorem is useful in discussing the conditions for maxi- 
mum-power transfer from a generator through a network to a load 
impedance Zl. As is well known, when a load impedance is connected 
directly to a generator of internal impedance Zg, maximum-power trans- 
fer is effected with a load impedance that is the complex conjugate of the 
generator impedance: 

Zl = Z*. 

' W. L. Everitt, op. cit., p. 47. 
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Consider then the case in which the load Zl is fed by the generator through 
a four-terminal networli, the generator emf being Fc and ts internal 
impedance Za (Fig. 2-4). The four -terminal network may be replaced 
by its T-section equivalent as shown. By Thevenin's theorem the sys- 
tem is equivalent to a generator of emf VoZu/iZn + Za) and internal 
impedance Zjj - Z?2/(Zu + Zg) v{z-t-dz) 
feeding the load impedance Zl di- ^j.^ Hz-nh) 

reetly. It follows then that ma.xi- ■ ■ T T | 

mum-powei' transfer will be achieved \^ 1 | 

with a load that is the complex con- I 1 ,(^) | — *~ 

jugate of the internal impedance of [-/(i+rfz) 

the effective generator: 1 

(Z*,)^ 

Zl = Z*2 — 2i^~Z^ C-^) 

2-6. The Two-wire Transmission 
Line. — One of the most important 
distributed-impedance systems from 
the point of view of antenna theory 
is the two-wire transmission line.' 
For the present the line will be con- 
sidered in its conventional form, as a 
pair of linear conductors in a plane, 
which support the propagation of a wave of wavelength small compared 
with the length of the lines The problem of interest is the distribution 
of voltage and current along the line for a wave of single frequency, in 
which the voltage and current vary with e>"'. 

The line is shown schematically in Fig. 2-5 as a pair of parallel wires. 
In general, however, the spacing bet^veen the wires may vary along the 
line; the only restriction imposed is that the line have an a.\is of sym- 
metry. Position along the line is specified by the coordinate z along 
the symmetry axis. It is further assumed that the line isolated from 
perturbing objects, so that at any position along the line the currents 
at every instant may be equal and opposite in the two component lines. 
The properties of the line are specified by its distributed parameters: 
(1) the series impedance per unit length, 

S(z) = R{z) +jo>L(z), (13a) 

where Ii{z) is the series resistance and L{z) the series inductance per 
unit length, taking both component lines together, and (2) the shunt 

' W. L. Everitt, op. cit. For a very complete treatment the reader is referred 
to U. W. King, H. 11. Mimno, .\. H. Wing, Transmission Lines, Antennas, and M'ave 
Guides, McGraw-Hill, New York, 1945, Chap. 1. 



I'lo. 2-5. — Two-wire line. 
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admittance per unit length, 

= G{z) +jo,C{z), (136) 

where G{z) is the transverse conductance and C(z) the capacitance per 
unit length between the component memljers of the line. These param- 
eters may be functions of position because of variations in the conductors, 
in the spacing between the latter, or in the structure of the surrounding 
dielectric medium. 

Taking either conductor for reference, let i{z) be the current at the 
point 2 and F(z) the voltage drop from the reference condvictor to the 
other member at the same point. To obtain the space dependence of 
i{z) and V{z), consider a section of line of length dz about the point z. 
Applying Ohm's law, we have 

V{z + dz) - V{z) = -i{z)t>>{z) dz 

and 

i{z + dz) - i{,z) = - V{z)'i\{z) dz 

for, respectively, the series and shimt relations across the element of 
Hne. The terms on the left-hand side, by use of Taylor's theorem, 
become {dV /dz) dz and (di/dz) dz respectively. Thus the differential 
equations of the line are found to be 



dV 
dz 
di 
dz 



-?>(z)i{<^), (14a) 
-'il{z)V{z). (146) 



Second-order differential equations for voltage and current alone are 
obtained by eliminating voltage or current from one or the other of 
these equations: 

-J- - mw = 0, (isfl) 



\jr, (111 3>) 



dz^ Y_az 

d 



dS _\ 
dz' [ 



dz ^) 



g - (Sm = 0. (156) 



From a generalized point of view, Eqs. (14) can be regarded as the 
definition of a "two-wire" transmission line. That is, given a physical 
system supporting a wave with time dependence e'"', the propagation 
of which is expressible in terms of a single coordinate z and two quan- 
tities {i,V) related by equations of the form of Eqs. (14), it is possible to 
set up a two-wire line representation for the system. The voltage and 
current of the equivalent line are directly proportional to the wave quan- 
tities entering the differential equations, and the series impedance and 
shunt admittance per vmit length of the equivalent line are proportional 
to the coefficients of the wave quantities in the differential equations. 
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The generalized concept of a transmission line will be made use of in the 
discussion of waveguides in Chap. 7, where it will be seen that the elec- 
tric and magnetic field vectors satisfy transmission-line o(iuations. 

2-6. The Homogeneous Transmission Line. — Ecjuations (15) are the 
general equations for a line; whose parameters ,3 and 9t are functiims of 
position. We shall be concerned mainly with lines for which the pai'am- 
eters are independent of position, and the subsequent discussion will be 
confined to the so-called homogeneous line. For such a line the coeffi- 
cients of dV/dz and di/dz in Kqs. (15) vanish; consequently, voltage and 
current satisfy the same differential equation. The voltage ecjuation 
becomes 

g - iS^W = 0. (10) 

Defining the complex number y by 

y = a+jl3 = iSW (17) 

with the square root taken to be such that both a and jS are positive 
quantities, we find the solution of Eq. (10) to be 

V{z) = Aie-^' + A^c-" (18) 

or 

V{z) = Aie-^e-'^' + A^e^e'^'. (18n) 

The current {(z) has the same form but is not independent of the voltage. 
The relation between them is established by Eq. (14o). On inserting 
Eq. (18) into this equation, it is found that 

i{z) = ~ {A,e-y^ - A^e^). (19) 

The constant Zo is known as the characteristic impedance of the line; it 
is given by 

Zo = (I)"'- (20) 

If Eq. (18o) is multiplied through by the time factor e'"', it will be seen 
that the right-hand side is the sum of two waves : The term e"'*' represents 
a wave traveling in the positive 2-direction, whereas e'^' represents a 
wave traveling in the negative z-direction. The wavelength of propaga- 
tion is related to the pha^e constant /3 by 

X = I' (21) 

The amplitude of each component wave undergoes attenuation along the 

direction of propagation as represented by the factors and e" respec- 
tively; a is known as the voltage attenuation constant. It is seen from 
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Eq. (17) that a may be different from zero, that is, the line may be lossy 
if one or both of the distributed parameters 3 ^nd are complex, and 
that the line is nonlossy, a = 0, if the distributed parameters are both 
pure imaginary quantities of the same sign. ■ lii the case of the two-wire 
line for which the distributed parameters are given by Eqs. (13) this 
means that the line is nonlossy if the series resistance and shunt conduc- 
tance are zero, that is, if the distributed impedance along the line is 
purely reactive. 

The amplitudes A i and A i of the component Waves are determined by 
the excitation conditions at the input end of the line and the nature of 
the termination of the line. Consider a line of total length L, fed by a 
generator of emf Vo and internal impedance Ze, and terminated in a load 
impedance Zl as shown in Fig. 2-5. In this case the component waves 
are interpreted simply as a wave of amplitude Ai incident on the load 
Zl and a wave of amplitude ^4 2 reflected by it. Let the origin « = 0 be 
taken at the termination; the generator is thus located at 2 = —L. 
The impedance at any point z along the line looking toward the termina- 
tion is the ratio Z{z) = V{z)/i{z), which is, by Eqs. (18) and (19), 

At the terminal point, z = Q, this must be equal to the terminating 
impedance Zl, we have then 

^1 + A2 _ Zl 

'AT'- A~, - Z„ ^^'^> 

Thus the ratio of the amplitudes is determined solely by the 

termination. This shows also the significance of the characteristic 
impedance: If Zl — Za, then A^ = Q; there is no reflected wave. A line 
terminated in an impedance oijual to its characteristic impedance thus 
behaves as though it extended to infinity. 

A second relation betu een the amplitudes is obtained from the con- 
ditions at the input end of the line. The input impedance Z,„ to the 
line is obtained from Eq. (22) by setting z = —L, and the current at 
the point is obtained from Ik}. (19) by the same substitution. We have 
then 

Va = l(z__7,)(Z(; + Zi„), 

whence we obtain 

(l+|).l>.-+(l-|«)^.e- = F. (24) 

From Eqs. (23) and (24) we finally get 

. ^ V<:Z^iZL_+_^„) . 

' (Z« + Z„)(Z, + "Z^)e-"- - (Z,.. - Z„){Z,. - Z„)e-^'- ^ ' 
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and 

, VgZo{Z,, — Z g) ('>l^h^ 

(Za + Z„) (Zi + Zo)ey'' - (Za - "ZoKZ,: - Zo)e-y''' 

It should be noted that these expressions give the amplitudes of the inci- 
dent and reflected waves at the termination, or more specifically at 
Z = 0. The respective amplitudes A[(z) and A'^iz) at an arbitrary point 
2 are given in terms of the above by 

A\i2) = A,e'-"; A'^{z) = A.,e-<'. (26) 

The ratio of the amplitudes of the waves at any given point is known as 
the voltage reflection coefficient V{z) at that point. We have 

or 

l\z) = Y{0)e'y', (27a) 

whore r(0) is the reflection coefficient at the point 2=0. On making 
use of Eqs. (26) and (27) together with (22), we find that the relation 
between r(a) and the impedance Z{z) is 

It is convenient for many purposes to introduce the normalized impedance 
f(«): 

f(^) = ^^f- (29) 

The relations between the reflection coeflicient and the normalized 
impedance are then 

rW-f5)qri' ^ = i-T ^^^^ 

Equation (27a) expresses the transformation property of a transmis- 
sion line. It is readily seen that Eq. (27a) can be generalized to the 
form 

T{z ± I) = r(2)f±2T' = r(z)c±2»v±'-'«'. (31) 

The phase of the reflection coefficient has a space periodicity of X/2. 
The amplitude of the reflection coefficient is independent of position 
in a nonlossy line. In a lossy line it decreases as we move along the line 
toward the generator from the load, corresponding to the increase in the 
amplitude of the incident wave and the attenuation of the reflected 
wave. The transformation property of the line applies to the impedance 
likewise. From Eqs. (28) and (31) it follows that the impedance at a 
point 3 — Z is related to the impedance at the point z by 
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or, in terms ol the normalized impedance, 

i\ - f(^) + tanh (7;) _ 
- ^) - 1 + f tanh (70 ^^^"^ 

A section of Une of length I thus serves as an impedance-transformation 
device, converting an impedance Z{z) at the output end into an imped- 
ance Z{z — I) at the input end. The impedance transformation is asso- 
ciated with the reflected wave; if the terminal impedance is equal to the 
characteristic impedance, the reflection coefficient vanishes and the input 
impedance at any point on the line (looking toward the termination) 
is equal to Zo. If the reflection coefficient is zero, the termination is said 
to be matched to the line; otherwise, it is said to be mismatched. 

The properties of the line can be discussed in terms of admittance as 
well as impedance. The corresponding relations are obtained by replac- 
ing Z by 1/Y. The admittance transformation effected by a section of 
line is 

>-<-') = '•• [-J^^g^^!} 

where the characteristic admittance is defined to be 

Yo = -I- (34) 

A normalized admittance 7)(z) is defined in a similar manner as the 
normalized impedance 

viz) = (35) 
and the relations between it and the reflection coefficient are 

r^^; n = \^^- (36) 

2'7. The Lossless Line. — The further discussion of the transmission 

line will be particularized to the case of a lossless line. The microwave 
lines to be treated in Chap. 7 can be considered to be lossless over the 
length of line that enters into the problem of the design of an antenna. 
If the line is lossless, a = 0 and the propagation constant 7 is a pure 
imaginary, 

7 = J/3. 

The voltage and current relations in this case are 

Viz) = A,r-'^' + A,e'^% (37a) 
i(z) = 4- (Ayc-i^- - A^c'^'), (37b) 
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and the impedance and admittance transformation formulas become 

I) - 1- + jj- tan ai ' ^^^^ 

17(2 — I) = -r, ^ r-- -J-- (39) 

1 + JV tan /Si 

The transformations have a space periodicity of a half wavelength: 

v(z + ^ = viz); . 

the impedance and admittance take on the same values at intervals of a 
half wavelength. The reflection coefficient is likewise periodic; if in 
Eq. (31) a is set equal to zero, we get 

r(2 + 0 = r(0)e±«/9!. (40) 

Since F passes through a complete cycle of phase over a half-waveleiigth 
section of line, there are two points within every such interval at which 
r is a real number. It follows from Eq. (30) that at these points the 
impedance and admittance are real numbers. The magnitude of r does 
not vary along the hne. Consequently, at every point the reflection 
coefficient is a measure of the power loss arising from the impedance 
mismatch at the termination. The power carried by the incident wave 
is proportional to \Ai\^, and that carried by the reflected wave is propor- 
tional to l-Azp. The magnitude of r, is given by 



Irl = 



hence |r|^ is the fraction of the incident power reflected by the termina- 
tion, and 1 — |r]- is the fraction of the incident power extracted by the 
termination. 

In measurements on a transmission line the significant quantity is 
the square of the magnitude of the voltage averaged over a time cycle, 
given directly by i]V{z)\-. In computing this from Eq. (37a) it must be 
remembered that the amphtudes Ai and A2 are in general complex. 
Writing 

A, = |Ai|e'*s A2 = \A2\e'*'-. (42) 

in Eq. (37a), we obtain 

i\Viz)\' = iVV* = i [\A,\' + 1.4, 1= + 2\A,A,\ cos (2!Sz - <f,i + .f,)]. (43) 
Thus the time average [I'l^ takes the form of a standing-wave pattern 
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along the line. The maxima and minima occur at those points for which 
2^z - 4>i + 4>i = ±2mr 

and 

2/32 - <t>i + <t>i = ±{2n + n = 0, ], 2, ■ ■ ■ , 

respectively, the distance between a maximum and adjacent minimum 
being a quarter wavelength. The maximum and minimum values are 

\V\L. = (1^4,1 + \A,\y, 
|F|L„ = (|.4,| - \A,\y. 

The ratio of the maximum to minimum value is known as the power 
standing-wave ratio, designated here by r-: 



The square root of power standing-wave ratio r is known as the voltage 
standing-wave ratio. It follows from I'kj. (41) that 

with the inverse relation 

|r| = (44fe) 

The magnitude of T may be determined from the measured standing- 
wave ratio by means of Eq. (44?)). The phase of V can he deduced from 
the positions of the maxima and minima. On inserting Eq. (42) into 
Eq. (27a) and replacing 7 by we have 

r(z) = |rie«2«'-*'+*'>. (45) 

Thus r takes on real values at the points where the standing-wave pat- 
tern takes on maximum and minimum values. The phase of r may be 
taken to be zero at a maximum point, with 

r = Ir| = (46a) 

then at a minimum point the phase of T will correspondingly be tt, and 

r = irle'" = (466) 
' ' 1 + r 

The phase of T at any other point, taking a maximum or minimum posi- 
tion as a reference point, is then readily deduced by means of Eq. (40). 

The impedance at any point can likewise be deduced from measured 
values of the standing-wave ratio and the positions of maxima or minima. 
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It was noted previously that the impedance and admittance is real at the 
points where r is a real number; hence the impedance is real at the 
maximum and minimum points of the standing-wave pattern. Making 
use of Eq. (30) together with I']qs. (46), we find in fact that the impedance 
takes on the following values at those points: 



r = 
f = 



1 - |rl 
1 +Tri 



(max); 
(min). 



(47a) 
(476) 



Given the value of f at any one such point, the value at any other point 
is obtained by means of the transformation formula [Eq. (38)]. Similar 
considerations apply to the admittance values. At the points of maxima 
and minima the admittance is a pure conductance with the values 

17 = ^ (max), (48a) 
V = r (min). (486) 

2-8. Transformation Charts.— The impedance and reflection coeffi- 
cient transformations along a line can be presented graphically in forms 
that are very useful in experi- 
mental work. There are many 

types of charts, of which two, the 
so-called circle diagrams, will be 
discussed here. They are especi- 
ally suited to lossless lines. 

The Reflection Coefficient 
(Smith) Charts.^ — Consider first 
the reflection coefficient transfor- 
mation along a lossless line as ex- 
pressed by Eq. (45) : 

r(2) = tr|e'""*^-*i+*=). (2-45) 

Let us set up a complex plane, as 
shown in Fig. 2-(), with the real 
and imaginary axes associated 




Fio, 2-6. — On the loflcctiou coeffirient chart. 



with corresponding components of T, designated by Ti^ and Ti,,,. r i.s 
then represented by a vector from the origin. The magnitude of r can 
never exceed vmity because the amplitude of the reflected wave must be 
less than that of the incident wave; consequently we are confined 
to the portion of the complex plane circumscribed bv the unit circle. 
It is evident that polar coordinates in the complex plane are more 
appropriate than the cartesian cooi'dinates Tu,,, ri„, for discussing 
' P. H. Smith, Electronics, .January, 1!)44. 
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the line transformation of Eq. (45). The family of circles centered about 
the origin correspond to curves \T\ = constant or, by virtue of Eq. (44a), 
to curves of constant voltage standing-wave ratio. The curves of con- 
stant phase of V are the family of radial linos from the origin. The line 
transformation given by Eq. (45) corresponds to a rotation of F about the 
origin without change in length: displacement along the line in the direc- 
tion of increasing z, that is, away from the generator, produces an increase 
in the phase of r, thus rotating V in the positive sense (counterclockwise) , 
whereas a displacement along the line toward the generator rotates T 
in the negative sense. 

The polar coordinate curves are of stich simple form that usually they 
are not drawn in explicitly on the chart. Instead, another pair of families 
of curves are introduced, the circles of constant resistive and reactive 
components of the impedance, R and X respectively. Writing 

and r = Tb. + jTim, in Eq. (30), 

1 4- r 

f = (2-30) 
and separating real and imaginary parts, one finds 

Z, (1 - r„;)2 + YL 
X ^ 2ri^^^^ 

Z', (1 - Tr.)2 + TL 
These can be written as 

R V 

Tk, ^ + VI., = (50a) 

^+1/ 



(49) 



(-1) 

(r.. - l)= + (r... - !•)' - (f )' 



(50b) 



respectively. It is seen from Eq. (50o) that the curve R/Zt, = constant 
is a circle with its center on the positive real axis at (K/Zo)/(l + R/Zo) 
and radius 1/(1 + R/Zo). Every such circle is tangent to the line 
Th, = 1 at its point of intersection with the real axis. The circle cor- 
responding to R/Zo = 1 passes through the origin and encloses all the 
circles for which R/Zo > 1. 

Similarly Elq. (506) shows that the curves X/Zo = constant are a 
family of circles. For a given value of X/Za, the center of the circle is 
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at the point (1, Zo/X) and its radius is \Zo/X\. Every such circre is 
tangent to the real axis at the point Trs = 1. The curves lying in the 
upper half of the plane correspond to positive (inductive) reactance, and 
those in the lower half plane to negative (capacitive) reactance. It 
can be shown that the circles X/ Zo = constant are orthogonal to the 
circles R/Zo = constant. 




FiQ. 2-7. — The Smith chart. 



The Smith chart consists of the circles just described. A typical 
chart is shown in Fig. 2-7, the circles being labeled with the corresponding 
values of the parameters R/Zo, X/Zo- These curves serve as a system 
of coordinate lines. The terminal point of the vector r associated with 
the complex number f = (R/Zo) + j(X/Za) is located at the intersection 
of the circles R/Zo and X/Zo. The distance from the origin to the inter- 
section of the circle R/Zo with the real axis is equal to the magnitude of 
the vector T that corresponds to a standing- wave ratio 

R R 
r = y if 7 > 1, 

Zo R ^ , 
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This follows from the fact that F is real when f is real and from the rela- 
tions of Eq. (47) between the value of f when it is a real number and the 
standing-wave ratio. 

To iUustrate these relationships let us suppose that the standing-wave 
ratio r has been measured on a given line, together with the position of 
a voltage minimum; the reflection coefficient and impedance are desired 
at a point a distance I from the minimum position away from the gen- 
erator. It will be recalled [Eq. (46b)] that at a maximum position the 
phase of T is equal to tt; T is then directed along the negative real axis. 
The impedance at this point is real, being R/Za = The vector F 

thus extends from the origin to the circle corresponding to R/Zo = 1/r. 
Counterclockwise rotation of this vector through an angle 2^1 carries us 
to the desired point on the chart; the components of f at that point are 
read oif from the pair of intersecting circles. It will be noted on Fig. 
2-7 that the periphery of the chart carries a phase angle scale with the 
phase designated by the ratio of line length to wavelength. 

The Smith chart can also be used to study the admittance transforma- 
tion. First it should be noted that there are two conventions for the 
definition of admittance. The convention adopted in this book defines 
the normalized admittance -q = (G/Fo) -|- j(B/Fo) to be the reciprocal 
of the normalized impedance f = {R/Zo) + jX-^/'Zo); positive susceptance 
B thus coiTesponds to negative (capacitive) reactance. The other 
convention defines the admittance to be the conjugate of tho reciprocal 
impedance, in order that positive susoeptance (like positive reactance) 
should be inductive. The use of the latter convention changes the use 
of the chart in ways which the reader can easily develop. 

Equation (36) gives the relation between the admittance and the 
voltage reflection coeilicient: 

_ 1 - r 

Let us define a new coefficient 

T = -r (51) 

and associate with it a complex plane with and Ti„. (Actually 

the same complex plane serves for both V and T, the two vectors making 
an angle of 180° ^nth each other.) The vector T is, in fact, the current 

reflection coefficient, expressing the ratio of the amplitude of the reflected 
current wave to the amplitude of the incident current wave. The law 
of transformation of T along the line is inecisely the same as that given 
for r by Eq. (49). On substituting Eq, (51) into the relation between i; 
and r, we obtain 



This is the same as the relation between f and F; it follows that the curves 
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G/Yo — constant are a familj' of circles that coincide with tlio constant 
R/Zo family in the f-F triinsformalion and that the ciu ves/J/l'o = con- 
stant coincide with the X/Zo circles. V\'ith r(>spect to tlie latter it 
should be noted (in using tlie cliart for admittance) that tlie cur\ es lying 
in the upper half plane represent capaoitive siisceptancc. The dis- 
tinction that need be made lietwcen the use of the chart for impedance 
and admittance can V)e made clear by conaidering the pi'(]blem of finding 
the admittance at a point distant / from a voltage minimum in the direc- 
tion away from the generator, the standing- wave ratio again being r. 
At a voltage minimum V lies along the negati\'e real axis; hence T extends 
along the positive real axis to the circle 

G 

The starting point thus lies on the positive real axis, instead of on the 
negative axis. Moving along the line away from the generator again 

rotates T in the positive sense (coiuiterclockw ise) through nngl(> 2iil. 
The admittance at the new point is determined from tlie i)air of inter- 
secting coordinate cur\-es, just as in the case of the imjieciancc. It 
should be clear that the admit- 
tance and impedance points on the 
Smith chart for one and the same 
point on the line are diametri- 
cally opposite to one anotlier. 

The Smith chart is pai ticularly 
suited to the study of an imped- 
ance mismatch that arises from 
the superposition of reflections. 
For example, there may be a scrips 
of discontinuities on a transmis- 
sion line; the overall reflection co- 
efficient at a gi\ en point is, to a 
good approximatiiiii, the vector 
sum of the reflection coefficients 
that would be produced at the 
point by the individual discontinuiti(\s acting separately in the absence of 
all the others. The vector addition of the component coefficienis yields 
good restdts if the components are small. The subject will ])e consi{lci-e<l 
further in later cliapters in connection with sjiecific i)robloms. 

The Bipolar Cliarls. — A complex plane can be s(>t up of which the 
real and imaginary axes are associated \\ilh coi-resi)on<liug comi)oneiils 
of the normalized impedance f (or noi'ma.lized admit tauce r;) just ;is in 
the case of the reflection coefficients. Since the real parts /' Z„ of the 
impedance and G/Va of the admitt; 




Tlu' 



I'lui lim 1 >ct wccn iini)ccl:nu-t' 

(1 ;iilrtiil cincc. 
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half plane containing the positive real axis comes under consideration. 
The impedance (admittance) is represented in this plane by a vector 
from the origin. With reference to the admittance we note again that it 
is taken here to be the reciprocal of the impedance. One and the same 
plane serves for both impedance and admittance; Fig. 2-8 shows the 
relation between the impedance and admittance points in the plane 
for a given point on a transmission line. 
The impedance transformation 

, _ + j tan fil 

' 1 + jf tan "^"^ 

does not take so simple a form in the f-plane as did the reflection coeffi- 
cient transformation in the F-plane. Displacement along the line pro- 
duces a change in both the magnitude and phase of the impedance. 
The geometrical transformation is simplified by introducing two 
families of circles: the curves |r| = constant and the curves T-phase = 
constant. These curves are obtained from the T-f transformation 
r = (f - l)/(f + 1) of Eq. (30). Writing T = |rle'*, we find that 



and 

tan $ 

These can be rewritten as 



(l-)^(0 



(|-[^i-:)"-(l)* = (r^y' 
{tJ + (I; " *)" " *' ^^^^ 

respectively. It will be seen that the curves |r| = constant and * = con- 
stant are circles. The circle for a given |r| has its center on the real 
axis at a distance (1 + |r|2)/(l — \T\^) from the origin; its radius is 
2|r|/(l — |r|2). Curves of constant |r| are also curves of constant 
standing-wave ratio. By Eq. (43&), we find that the center of the circle 
is at (r^ + l)/2r and that its radius is (r^ — 1) /2r. The circle intersects 
the real axis at the points 1/r and r, corresponding to the values that we 
obtained previously [Eq. (47)] for the impedance at these points on the 
line where it is real. These two points on the chart thus correspond to 
points on the line at which the voltage minima and voltage maxima, 
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respectively, occur. The family of circles |r| = constant is shown in 
Fig. 2'9, '.vhere they ai'e labeled according to power standing-wave ratio 
r\ 

A circle of constant phase, ^ = constant, has its center on the imagi- 
nary axis at the point (0, cot and has a radius |csc <1>|. This second 
family of circles is orthogonal to the first, just as in the T-plane the curves 
of constant |r| and constant phase are orthogonal. In the f-plane all 




0.2 0.4 0.6 0.8 1.0 1.2 1.4 
Real component 
Fig. 2-9. — The bipolfir inii)cdance chart. 



1.6 1.8 2.0 2.2 2.4 2.6 



the constant-phase circles intersect in a point (1, 0), corresponding to 

the intersection of all the constant phase lines at the origin in the F-plane. 
The two families of curves in the f-plane, taken together with their 
image families in the left-hand portion of the plane, constitute a system 
of curvilinear coordinates known as the bipolar coordinates; hence the 
name of the chart. 

The constant-phase curves are labeled in Fig. 2-9 so as to give directly 
the change in the phase of V corresponding to a displacement along the 
line from a voltage-minimum point. All voltage-minimum points must 
be on the segment of the real axis between zero and unity; this is there- 
fore taken as the zero-phase line. The separation between a voltage 
minimum and the adjacent maximum on a line is Z = X/4, which cor- 
responds to a phase shift 2/3Z = 180°. All voltage-maximum points must 
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lie on the real axis between 1 to cc ; hence this segment of the real axiu 
is taken as the phase line "i" = 180°. 

By means of the V)ipolar curves the line transformation can be fol- 
lowed easily. It is clear that displacement along a given transmission 
line causes the impedance point in the f-plane to move around a circle 
of constant standing-wave ratio. Displacement in the counterclockwise 
sen.se corresponds to the same sense of rotation in the T-plane. A half 
wavelength of line produces a pha.se shift of 2fil = 300° and hence a 
complete revolution around the r = constant circle. This periodic 
property of the impedance transformation was noted previously (Sec. 
2-7). To illustrate the use of the chart, consider again a line in which a 
standing-wave ratio r has been measured and a voltage minimum point 
has been located. It is desired to find the impedance at a distance 
I from the minimum point away from the generator. The starting point 
is the intersection between the r^-circle and the real axis on the segment 
(0, 1). We then move counterclockwise on the /■^-circle until it inter- 
sects the constant phase circle * = —2^1; this is the desired impedance 
point. 

The same families of bipolar curves serve for the admittance diagram 
likewise. In using the chart for admittance it must be noted that volt- 
age minimum points are on the segment of the real axis (1, «) while 
voltaKo nuixirnum points lie on the segment (0, I). If the voltage mini- 
mum is retained as a zero-phase reference point, the real axis segment 
(1, 00 ) must be taken as the zero-phase line and the segment (0, 1) as 
the 180° line. The sense of rotation about a circle r = constant remains 
the same. 

It should be kept in mind that the normalized impedance is dis- 
continuous across a junction between lines of different characteristic 
impedances; the impedance itself is continuous. On moving across such 
a junction the point in both the reflection coefficient and the bipolar 
charts in general will move from one circle r = constant to another. If 
we pass from a line of characteristic impedance Zo, to a line of charac- 
teristic impedance Z02, the normalized impedance undergoes a change 
given by 



2-9. The Four-terminal Network Equivalent of a Section of Trans- 
mission Line. — For many purposes, in the analysis of systems involving 

transmission lines it is convenient to replace a section of line by its 
equivalent four-terminal network. The elements of the network will 
be derived here for the case of the lossy homogeneous line. Consider 
a section of line of length I, and take the origin z = 0 at the input end; 
let Vi, ii be the voltage and current at this end, and let Vi, it be the volt- 
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age and current at the output end z = I. From the line equations IKcjs- 
(18) and (19)] we have then 

8 = 0: yi = Ai + A2, 

11 = },- {Ai- Ai); 
z = l: Vi = A,e~y' + A,e-'\ 

12 = 1- {A^e-r' - Aicy'). 

Using the two c\irrent equations to solve for ^.'li and Ai in terms of t'l 
and 12 and substituting into the voltage eciuations, we obtain 

Fi = Zi\ii — Zi2t2, 
— Ziiti — Zziii, 

with 

Zu = Zi2 = Zo coth {yl), 
Z\i = Zii = Zo csch (yl). 

We thus find directly that the network is linear and that the transfer 
impedance coefficients satisfy the reciprocity relations. Since the line 
is homogeneous, the network is symmetrical with respect to its two ends; 
hence Zn = 222. For a nonlossy line y — j^; on substitution into the 
above, the network parameters are found to be 

Zn = Z22 = -jZo cot ^l, (57a) 
Z12 = Z21 = -jZo CSC iSi. (57b) 

TRANSMITTING AND RECEIVING ANTENNAS 

2-10. The Antenna as a Terminating Impedance. — The impedance 
relations between a transmitting or receiving antenna and its transmis- 
sion line are of particular interest. In the following sections several 
general ideas that are associated with the analysis of these relations will 
be discussed. I^et us consider first the case of a line feeding a transmit- 
ting antenna. It will be assumed for the present that the antenna is 
isolated — in particular, that it is removed from all other antennas — so 
that interactions with other systems need not be considered. The 
antenna functions like a dissipative load on the line in that it extracts 
power from it; part of this energy 'is radiated into space, and part is 
dissipated into heat in the antenna structure. In general, the antenna 
does not absorb all of the power incident on it from the line but gives rise 
to a reflected wave in the line; in effect the line is terminated by an 
impedance different from its chai-acteristic impedance. However, the 
definition of the terminal impedance representing the antenna is not free 
from ambiguity and requires .some consideration. 

It is to l>e noted first that the definition of a terminal impedance 



(55) 

(56a) 
(566) 
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implies the identification of a driving point, cr set of input terminals, for 
the antenna. In some cases, such as the half-wave dipole or rhombic 
loop antennas fed from a two-wire hne as illustrated in Fig. 1-2, the 
structural discontinuity between the line and the radiator suggests a 
driving point. This, however, is not enough; it is necessary that the 
current distribution in the line be that characteristic of a transmission 
line up to the assigned driving point. At long wavelengths this condi- 
tion is realized with the antennas cited above: the interaction between 
the antenna and line can be represented by a lumped reactive impedance 
across the driving terminals in parallel with the impedance charac- 
teristic of the antenna itself. At short wavelengths, however, the inter- 
action between the radiating system and the line causes a perturbation 
of the current distribution on the latter that may extend back over an 
appreciable distance; electrically there is no point of transition from trans- 
mission-line currents to antenna currents. This is a particularly cogent 
point in the case of microwave systems that make use of waveguide 
lines, in which the electromagnetic fields exist in the form of a number of 
modes.' A waveguide is equivalent to a two-wire line only when it is 
supporting propagation of a wave in a single mode. Microwave lines 
are, in fact, generally so designed that they can support free propagation 
of only one mode. Nevertheless, though a single mode is incident on the 
antenna, the antenna itself excites other modes, in addition to giving rise 
to a reflected wave in the incident mode. It is only at points so far 
from the antenna that the other modes have been attenuated to negligible 
amplitudes that a waveguide is equivalent to a two-wire line. Attention 
should also be called to the absence of a unique driving point in cases 
where the transition from the line to the radiator is effected by a con- 
tinuous structural transition. An example of this is a waveguide flaring 
gradually into a horn without structural discontinuities in the walls. 
In these cases, again, the transition from transmission-line currents to 
antenna currents cannot be localized to a point. 

The action of an arbitrary antenna as a terminal load on the line can 
be specified in terms of the reflection coefficient r measured in the trans- 
mission line, at a point so far from the antenna that its only effect is the 
production of the reflected transmission-line wave. At any point in the 
transmission-line region an impedance (or admittance) can be determined 
from the measured r, by means of Eq. (30) ; this can be taken as the load 
impedance terminating the line at that point. Furthermore, any such 
point may be regarded as the junction between the line and the input 
terminals to the antenna in so far as the practical analysis of the system 
is concerned. 

This raises the question of the representation of an antenna by an 
equivalent network. There is no unique network associated with a 
1 See Chap. 7. 
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given value of T. The load to be associated with r at a point taken 
arbitrarily as the input to the antenna may be represented by an imped- 
ance in the form of a series combination of a resistance and reactance or 
equally well by an admittance made up of a resistance and reactance in 
parallel. In either case the resistance measures the power dissipated in 
the region beyond the input terminals to the antenna; this, if the line is 
lossless, is the power dissipated by the antenna in radiation and ohmic 
losses. If P is the total power (averaged over a cycle) dissipated by 
the antenna and I and V are respectively the effective current and voltage 
at the input terminals, the resistance of the impedance representation is 
given bv 

P = VR (58o) 
and that of the admittance representation is given by 

P = ^ (586) 

It is tempting to carry over the concept of radiation resistance, used 
so extensively in the long-wavelength region. The total power dissipated 
by the antenna is the sum of the radiated power and the power P„ 
dissipated in ohmic losses in the antenna structure. Correspondingly, 
the resistive component of the impedance rcprcsciitinfi; the antenna would 
be taken as the sum of two elements: an ()hini(' resistance R,, and a radia- 
tion resistance Rr. lOach element would be given in terms of the power 
component by a defining relation such as Eq. (58), for example, the radia- 
tion resistance by 

Pr = l-Rr. (59) 

In the long-wavelength region this resolution is possible because one can 
define imi(iuely a driving point at which the antenna network can be 
dissociated from the line and because it is possilile, on the basis of field 
theory, to set up an unambiguous network that is characteristic of the 
antenna itself. In the case of the dipole and loop antennas referred to 
earlier the network is a series combination of a resistance and reactance. 
However, in the general case, where the driving point is merely an arbi- 
trary reference point on the line, the antenna network cannot be dissociated 
from the line, and either an impedance or an admittance representation 
can be used. In the admittance representation the resolution of R into 
an ohmic component Ro and a radiation component Rr (if it is to be 
made at all) must place the two components in parallel. In view of the 
transformation properties of the line, it is evident that these resistances 
uill be functions of the position of toe reference point. 

The practical significance of the reference point and of the "antenna 
impedance" Za determined from the measured value of V at that point 
may be illustrated by reference to the matching problem. Let I be the 
length of line from the reference point (regarded now as the terminal 
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point of the line) to the generator. It follows from Sees. 24 and 2-9, 
the line will transfer maximum power from the generator to a terminal 
load of impedance 

where Za is the internal impedance of the generator and Zo is the char- 
acteristic impedance of the line. If the "antenna impedance" Za is 
different from Zl, it is possible to introduce a reactive network between 
the input terminals of Za and the line, which (at one frequency at least) 
transforms Za into Zl] this network will effect maximum-power transfer 
to the antenna. 

It is to be noted that in microwave systems another matching prob- 
lem exists: The characteristics of the generator are such that the reflected 
wave in the line must be eliminated. This requires that the antenna 
impedance Za be transformed into Zo — in general a different transforma- 
tion from that required by the maximum-power-transfer condition. In 
these systems the generator must be independently matched to the line ; 
the generator internal impedance Za is transformed into Zo with the 
result [c/. Eq. (60)] that the maximum-power condition then coincides 
with the condition for eliminating the reflected wave in the line. 

2-11. The Receiving Antenna System. — The equivalent circuit repre- 
sentations used in discussing receiving antennas also need examination. 
Consider an arbitrary antenna— it may bo a center7driven dipole, a horn, 
or a combination of such elements with reflectors and lenses — feeding 
into one end of a transmission line that at the other end is terminated 
in a passive load impedance. (That is, the receiving circuit is free from 
generators.) When an external electromagnetic field falls on the receiv- 
ing-antenna system, the interaction between the antenna and the field 
gives rise to a wave in the line. The antenna may be regarded as a 
device that transforms energy carried by a free wave in space into energy 
carried by a guided wave on the transmission line. From the point of 
view of the terminal load, however, the antenna functions as a generator, 
and it is customary to replace it by a generator in discussing the efficiency 
of the receiving system as it depends on the antenna, line, and load 
impedances. It is our purpose to discuss the nature of the equivalent 
generator. In this connection the problem of modes in microwave sys- 
tems again arises. The field excited in the line by the antenna always 
consists of a number of the modes that are possible in the given line. 
It wijl be assumed that the line is designed to support free propagation 
of a single mode and that the length of line between the antenna and 
load is more than sufficient to attenuate the other modes to negligible 
amplitudes; there will then be an appreciable region over which the guide 
is equivalent to a two-wire line. 
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Before discussing the equivalent generator representation, it will be 
well tc consider briefly the physical processes of the interaction between 
the receiving system and the external field. For this purpose it will be 
assumed that an essentially plane wave from a very distant source is 
falling on the receiving antenna. In the neighborhood of the receiving 
antenna the incident wavefront may be regarded as a plane surface, 
over which the electric and magnetic field intensities are sensibly con- 
stant in magnitude; furthermore, the electric and magnetic field vectors 
lie in the plane, normal to the direction of propagation of the wavefront.' 
We shall assume for the moment that the load impedance terminating the 
line is equal to the characteristic impedance of the line. Under the action 
of the incident wave a distribution of currents and charges is excited in 
the antenna structure; the currents are communicated to the transmission 
line and give rise to a wave in this which proceeds toward the load. 
Since the load is matched to the line, this wave is completely absorbed by 
the load. The current and charge distribution existing on the antenna 
under this matched-load condition will be designated as the primary 
induced distribution. 

Consider now an arbitrary load impedance. This will absorb only 
part of the wave excited by the primary induced distribution and will 
give rise to a reflected wave, which will proceed to the antenna and excite 
there a charge and current (lisiribution, as if the system won; a trans- 
mitting system. This new distribution of charges and currents will be 
termed a secondary induced distribution. The reaction of the antenna 
to the reflected wave depends on the impedance of the antenna relative 
to the line, as discussed in the preceding section. If the antenna imped- 
ance is equal to the line characteristic impedance, there will exist in the 
line only the two component waves already mentioned. On the other 
hand, if the antenna is mismatched, there will occur a process of multiple 
reflection between the antenna and the load. The resultant secondary 
induced distribution on the antenna is the sum of the component distribu- 
tions arising from the multijjle reflections between the antenna and load; 
its magnitude and phase relative to the primary distribution are deter- 
mined by the antenna and hjad impedances and the length of line between 
them. It will be recognized that since the component waves are all of 
the same frequency, the net result inside the line is two waves, one — the 
resultant incident wave — traveling toward the load, and the second — 
the resultant reflected wave — traveling away from it. Their relative 
J.mplitudes are given by the reflection coefficient corresponding to the 
impedance mismatch between the load and the line. 

Since the primary and secondary induced distributions on the antenna 
both vary with time (with a fretjuency equal to that of the incident 
wave), they radiate and set up an electromagnetic wave in space. This 

* A general treatmeTit of clectromagnotii' fioids is givoii in Chap. 3. 
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wave is known as the scattered wave. The interaction between the 
receiving system and the incident wave is completely expressed in the 
relation between the scattered wave and the incident wave fields. There 
are two interaction effects: (1) energy is taken from the incident wave and 
dissipated in heat in the antenna, the line and the load, being thus com- 
pletely lost to the field in space, and (2) energy is taken from the incident 
wave and reradiated into all directions about the antenna. The first 
effect is known as absorption; the second as scattering. If the dimensions 
of the antenna are large compared with the wavelength, the interaction 
between the scattered wave field and the incident wave is such as to 
give rise to a rather sharply defined shadow region behind the antenna, 
that is, on the side of the antenna away from the source of the incident 
wave. In this direction the scattered wave set up by the induced dis- 
tribution on the antenna is out of jshase with the incident wave; the 
destructive interference between the two fields results in the removal of 
energy from the incident wave. This energy includes both the absorbed 
and scattered energy.' If the dimensions of the antenna are of the order 
of magnitude of the wavelength or are small compared with it, there is 
no sharply defined shadow region. The fundamental process is the same, 
however, in that destructive interference between the scattered wave and 
the incident wave in various directions removes energy from the latter 
wave; this energy is in part absorbed and in part scattered by the antenna. 

The interaction between the antenna and the incident wave may be 
visualized by thinking of the antenna as presenting a certain interception 
area or cross section to the incident wave and removing from it all the 
energy incident on the cross section. The total interception area is 
resolved into two parts: the absorption cro.s.s stxlion and the scattering 
cross section. Reference was made to cross sections in Sec. 1-2. To 
repeat: Let S be the power intensity, that is, power flow per unit area 
of the incident wave, Pab, and P,cat the absorbed and scattered powers, 
and Ar and A, the corresponding cross sections; then 



The cross sections are functions of the aspect presented by the antenna 
to the incident wave. The reader is referred to Sec. 1-2 for the definition 
of the receiving pattern. 

The definition and measurement of the absorbed power is unambiguous 
in principle. In microwave systems the power dissipation in the antenna 
and line is generally small compared with that in the load; hence the 

' The significance of the shadow has Ijeoii discii-sscd in great detail for tli<:- case of a 
plane wave incident on a sphere by L. Hrillouin, "On Light Scattering by cjpl. -es," 
Applied Math. Panel Reports, XDIU', Columbia University, 87.1, December 1943, and 
87.2, April 1944. 




(61a) 

(61b) 
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absorption cross section — or receiving cross section — can be evaluated 
with small error from the power absorbed by the load. The scattered 
power, however, is not directly measurable, and its theoretical evaluation 
is subject to ambiguities. Although electromagnetic fields are additive, 
their energies are not additive, the resultant energy being modified by 
the interaction between the fields. Consequently the energy flow com- 
puted for the scattered wave field, regarded as isolated from the incident 
wave field, does not necessarily ^ 
represent the energy removed ^^5^1^""^ 
from the latter and reradiated in 
all other directions. This is par- 
ticularly true when the antenna 
dimensions are comparable to the 
wavelength and the interaction 
between the scattered and inci- 
dent waves, which results in re- ^•^".eTe^ir^Lt^nTa^^r^n"'' 
moval of energy from the latter, 
cannot be localized to a well-defined shadow region. 

The equivalent circuit representation of the receiving system is based 
on the fact that the antenna functions like a generator in so far as the 
load is concerned. In replacing the antenna by an equivalent generator 
it is generally assumed (1) that for a given aspect of the antenna toward 
the incident wave, the emf of the generator is proportional to the field 
intensity of the wave and (2) that the generator has an internal impedance 
equal to the input impedance which the antenna presents to the line when 
used as a transmitter. The complete circuit is shown in Fig. 210, whore 
the line, assumed to be nonlossy, is replaced by its equivalent T-section ; 
Zx and Zl are the antenna and the load impedance respectively. It is 
evident that this circuit representation involves the same difficulties as 
the representation of the antenna by a load impedance — the definition of 
Za and of the input terminals to the antenna. When a driving point can 
be localized in the transmission problem, the same point also serves for 
the output terminals of the generator feeding the line in the receiver 
problem. More generally, \\hen the input terminals to the antenna 
can be defined only as an arbitrary reference point on the line, the gen- 
erator voltage must be a function of the position of that point; it is not 
a 'priori evident that the power relations between the antenna and load 
calculated on the basis of the equivalent circuit are independent of the 
choice of antenna terminals. It will bo shown in a later section that the 
results for the absorption cross section are independent of that choice. 

It will be noted that in Fig. 2-10 power is dissipated both in the load 
impedance Zi, and in the internal impedance of the generator. The 
power dissi]);itc(l in Zi. is intei-prctod as the power absorbed from the 
incident wave by the antenna and delivered to the load. The power 
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dissipated in Za is frequently interpreted as the scattered power — the 
power absorbed by the antenna (dissipated in its ohmic resistance) plus 
the power reradiated. Neglecting the ohmic losses, the power dissipated 
in Za would thus measure the scattering cross section. It will, however, 
be seen in Sec. 2-12 that the power dissipated in the interna.1 impedance 
of the equivalent generator has no direct relation to the energy reradiated 
by the antenna and in general cannot be used in discussing the scattering 
cross section. Two important cases in which the above interpretation 
is valid are that of the dipole antenna and the small (compared with 
wavelength) loop antenna. In these antennas, the current distributions 
induced by the incident wave under conditions of matched load termina- 
tions are the same as the currents excited on the antennas when they 
are driven by the line in transmission. 

The equivalent circuit representation can thus in general be used only 
for the treatment of absorption. It is readily found that the power 
delivered to the load by the generator is given by 



•Za tan 



where 



Z)2 = 



Za + jZo tan ^ 



iZo esc {zl + jZo tan 0 
Zl + jZa tan ^ — jZo esc fil 



jZo CSC 131 (^Zl + jZo tan ^ 
Zl + jZo tan ^ — jZo esc ^1 



(62) 



(62o) 



The condition for maximuiu-power transfer from the generator to the 
load in the equivalent circuit gives the impedance relations required for 
maximum absorption cross section: the load impedance Zl must be 

such that its impedance, transformed through the T-network of Fig. 2-10, 
is equal to the complex conjugate of Za- It was noted before that if a con- 
jugate impedance relationship exists across any point in the line, it 
exists at all points on the line; consequently the load impedance deter- 
mined by the conjugate condition is independent of the arbitrary point 
taken to be the input terminals of the antenna. 

It follows from Eq. (62) that the absorption cross section is zero when 
the line is terminated in either a short circuit [Zl = 0) or an open cir- 
cuit (Zt = «>). In each case the reflection coefficient of the termination 
has the magnitude unity, and all power incident on the termination is 
reflected. It is of interest for these cases to compute the power dissipated 
in Za on the basis of the circuit representation. We find 
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P-' = 2|Z.+'S\an^/i^ ^°^-' (^^=0). (63b) 
In both cases there are certain lengths of line 

for Zl = 00 , (^^^ ~ ^'"^ Zl = 0, n being an integer 

for which the power given by those eqnations is equal to zero. For 
cases in which the dissipation in Za rnay be interpreted as scattered 
power, this rn(!ans that the scattering cross section vanishes for the 
stated terminations and associated line lengths. This can be under- 
stood readily from physical considerations. Since the reflection coeffi- 
cient of the load is unity, the voltage impressed across the driving point 
of the antenna by the reflected wave in the line is equal in magnitude 
to that impressed by the external incident wave. The current distribu- 
tions excited on the antenna by the two waves are the same except for 
phase; hence, by suitable adjustment of the line length, the primary 
and secondary induced distributions on the antenna can be put 180° out 
of phase, with the result that they give rise to no resultant scattered 
wave. The absorption and scattering cross sections are then both equal 
to zero. Similar phenomena can be observed with more general tj'pes 
of antennas. The phase between the primary and secondary induced 
antenna distributions is determined by the load impedance and the line 
length. If the load reflection coefficient is unity, the component dis- 
tributions on the antenna will be comparable in magnitude, and by suit- 
able adjustment of the line length their relative phase can be adjusted 
to give a minimum scattering cross section. 

2-12. The Transmitter and Receiver as a Coupled System. — The 
preceding sections treat the transmitting and receiving antennas as iso- 
lated systems and neglect the significant feature of the interaction between 
them. Any discussion of a transmitting pattern implies the presence 
of a receiving antenna to explore the field; conversely, a discussion of a 
receiving antenna assumes the existence of a i-adiatiiis system. The 
interaction between the transmitter and receiver is a result of scattering. 
Consider a transmitting antenna that, when completely isolated, is 
matched to its line. When a receiving antenna is introduced into the 
field of this transmitting antenna, it gives rise to a scattered wave. 
This, when intercepted by the transmitting antenna, in turn gi\-es lise 
to a wave transmitted down the feed line of that antenna. The net effect 
is that the transmitting antenna no longer presents a matched impedance 
to its line. The transmitting antenna also in turn gives rise to a scat- 
tered wave that is partly absorbed by the receiving system and partly 
rescattered. The interaction between the two antennas is thus due to 
multiple scattering and absorption. 
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From the point of view of the transmission lines, the antennas and 
the external space form a network that couples the lines together. In 
Fig. 2-11, A and B represent the transmitter and receiver respectively, 
and 0 and 0' are arbitrary but fixed reference points on the respective 
lines. It will be assumed that there is no activated generator other 
than the one feeding the transmitter A ; the network between 0 and 0' 




2-11. — Four-terminal network representation of the coupled transmitter-receiver. 

is passive. It will also be assumed that the network is a four-terminal 
network in the sense of Sec. 2-2. Thus the voltages and currents Vi, 
ii at 0 and Vj, at O', are linearly related : 

Vi = Zuiv — ZiiU; 

and the transfer impedance coefficients obey the reciprocity condition 
Zi2 = Z21. The transfer impedance expresses the coupling between the 
antennas. The basis for these assumptions concerning the properties 
of the network is discussed in Sees. 2-16 to 2-18. 

The network may be replaced by an equivalent T-section in the 
manner discussed in Sec. 2-2. This has been indicated in Fig. 2'11. 
The impedance coefficients are functions of the antennas, their relative 
configurations, the properties of the external medium and of the trans- 
mission lines, and the distance between the antennas. In the case of 
waveguide lines, the reference points 0 and 0' defining the network 
terminals must be at such distances from the antennas that all modes 
other than that for which the line is designed have negligible amplitudes. 

As the distance Rab between the antennas increases, the importance of 
multiple scattering diminishes. The amplitude of the wave returning 
to a given antenna as a result of a single scattering process is attenuated 
by a distance factor (flAs)~^; that due to stage multiple scattering process 
is attenuated by a factor {Rab)~^. In the limit Rab = 0° the coupling 
between the two antennas vanishes — the terminals 0 and 0' are isolated 
from each other. In this limit the impedance arm Z12 of the T-section 
becomes a short circuit : 

lim = 0. (64) 

Rab—> " 
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Also, in this limiting case, Zi and Z2 reduce to the input impedances 
Z\ and Zl (referred to 0 and O' respectively) of antennas A and B in 
their isolated states. When Rab is large but not infinite and A is trans- 
mitting, the scattered wave from B has a small amplitude when it reaches 
A; the input impedance of A is but slightly different from Z\. If the 
impedance at 0 is sensibly independent of the position and orientation 
of antenna B, we have one of the requisite conditions under which B, 
acting as a receiver, may be considered to be measuring the transmission 
pattern of A. In this situation the antennas are weakly coupled; the 
transfer impedance is negligible in its effect on the transmitting antenna. 
A.S concerns the receiver, however, the transfer impedance is not negligible, 
for it represents the transfer of energy from the transmitting antenna to 
the receiving System. The same considerations apply when B is trans- 
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Fig. 2-12. — On the receiving system circuit. 

mitting and .4 is the rrc(>iv('r. For the woukly coupled case we may then 
set Zi and Z2 equal to the respective values at Rab= « and to a first 
approximation write 

Zn « Z; + Zi2, (65o) 
Z22 « Z° + Zu. (656) 

This coupled network representation provides the correct approach 
to the equivalent circuit of the receiving system discussed in Sec. 2-11. 
That case was actually one of a weakly toupled transmitter-receiver 
system. Without loss of generality we may consider a generator of emf 
Va and internal impedance Za to be applied directly to the terminals at 
0 and a load impedance Zi to be applied directly at 0' (Fig. 2-12). By 
Thevenin's theorem (Sec. 2-4) the system is equivalent to one in which 
the load is connected to a generator producing an emf 



( V(/) equiv 

and having an internal impedance 



F«Z,2 



Zo + Z» + Zn 



(Zo) 



ZI + 



ZniZ[ + Za) 



(66) 



(67) 



Z12 + z; + Za 

In obtaining these results the weak-coupling approximations for Zn and 
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given by Eqs. (65) have been used. The receiving antenna is thus 
represented by an equivalent generator; the emf of the generator is 
proportional to the amplitude of the incident wave (which is propor- 
tional to Va)- The effect of the orientation of the antenna with respect 
to the wave is contained in the functional dependence of the transfer 
coefficient Zn on orientation. The internal impedance differs from Z\ 
by the small quantity Za; neglecting the latter, we have the result 
(assumed previously) that the equivalent generator impedance is equal 
to the input impedance of the antenna when it is transmitting. The 
present analysis shows explicitly that the equivalent circuit applies only 
to absorption, for Thevenin's theorem is applicable only to the treatment 
of the power transferred to Zl- In general the power dissipation com- 
puted for the equivalent generator impedance is not equal to the power 
dissipated in the network between Vg and the load; hence it cannot be 
interpreted as scattered power. 

2-13. Reciprocity between the Transmitting and Receiving Patterns 
of an Antenna. — The four-torminal network analysis leads to the very 
important theorem that the transmitting and receiving patterns of an 
antenna are the same. In this connection the meaning of a pattern must 
be understood from the practical standpoint of the coupled system. 
One condition has already been stated: In the case of the transmission 
pattern, the distance from the transmitter to the receiver must be so 
large that the former is not affected (within the limits of measurements) 
by the wave scattered from the latter. In addition, however, one must 
consider the interactions between the receiving antenna and objects in 
its immediate neighborhood. Multiple reflection and scattering will take 
place between the receiver and such objects; the receiving antenna con- 
sists, in fact, of the antenna proper together with all neighboring objects 
with which its interactions are significant. If the receiving antenna is to 
measure the field at a point, its directive properties must be such that all 
such interactions are negligible. These interactions at the receiving 
antenna are similar to but are to be distinguished from the interactions 
between the transmitter and surrounding objects such as ground. The 
receiver measures the resultant of the field produced by the transmitter 
and any neighboring objects that interact with it; these together form, 
in fact, an extended radiating system. 

In Fig. 2-13, A represents the antenna under consideration. In taking 
a transmitting pattern a receiver B is, in principle, moved over a large 
sphere about A , and the relative amounts of power absorbed hy the load 
terminating the line R in successive positions give the transmitting 
pattern of A. Conversely, the receiving pattern of A is obtained as the 
relative amounts of power absorbed by a load terminating A when it is 
receiving from the antenna B at successive positions on the sphere. In 
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accordance with the usual experimental conditions, no restrictions are 
made as to the generator impedance or load impedance; the only require- 
ment is that they remain constant in the course of taking a given pattern. 
The load in the receiving system will again be taken to be applied directly 
to the reference point 0 or 0'. 

There is an equivalent four-terminal network between 0 and 0' for 
every position of B. Consider the 
transmitting pattern. If Zl is the 
load impedance at 0', the network 
equations give (without approxi- 
mations) 



0' 

\ 



2 (B 




Is 



0 

I 



\ 



Z22 "l~ Zl 



The currents have the usual sig- 
nificance, indicated in Fig. 211. 
The power absorbed in the load is 

1 
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Z\i 



Re Zi 



(69) 



Since the coupling is weak, the dependence of the input current i] on the 
position of antenna B is negligible. In the denominator of Eq. (G9), 
the coefficient Z22 may be replaced by Z\, for it follows from the weak- 
coupling approximation of Eq. (65) that this introduces an error of the 
magnitude (Re Z12)'. For two successive positions of B the ratio of the 
absorbed powers is given by 



(Pahs) I 
{Pahsh 



\Zn\\ 

\zAi 



(70) 



The transmitting pattern is thus determined by the transfer impedance 
coefficient alone. 

If now B is transmitting and the power absorbed by a fixed l(.)ad 
terminating A at the point 0 is measured, the result should be the same 

as in Eq. (69) except that ii is replaced by the input current ii at 0' 
and Z22 is replaced by Zu. The variation in power with the position of 
B (assuming again weak-coupling conditions) is then likewise given by 
the transfer impedance alone — in fact, by Eq. (70). Hence, subject to 
the condition that the transfer impedance coefficients obey the reciprocity 
relation, it is found that the transmitting and receiving patterns of an antenna 
are the same. If then G{d,tj>) is the gain function of the antenna as a 
transmitter in the direction 6, il>, the absorption cross section Ar(0,<t>) 
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presented by the antenna to a plane wave incident from the direction 6, 
<l> is 

AA8,4-) = G{e,4>)Ar, (71) 

where 

Ar = ^ j j Ari9,<p) sin ed0d<t> (72) 

is the average cross section over all aspects. The practical result of the 

reciprocity theorem is that no distinction need be made between the 
transmitting and receiving functions of an antenna in the analysis of 
design problems. 

2- 14. The Average Cross Section for a Matched System. — In conse- 
quence of the reciprocal relation between the transfer impedance coeffi- 
cients Zi2 = Z21, the four-terminal network representation of the 
transmitter-receiver system obeys the Rayleigh theorem of Eq. (11). 
This, taken together with the pattern reciprocity theorem estabUshed in the 
preceding section, leads to a further important result: The average absorp- 
tion cross section of receiving system in which the load is matched to the 
antenna impedance is a universal constant. The demonstration given here 
applies strictly to the case in which the ohmic losses in the antenna and 
line are negligible. 

Consider again a weakly coupled transmitter-receiver system made 
up of antennas A and B, with input terminals at assigned reference 
points 0 and 0' as in Fig. 2-11. Let the input impedances of the respec- 
tive antennas be 

Z5 = Ra + 3Xa, 
Zl = Rb+ JXb. 

For a weakly coupled system these are but negligibly different from the 
input impedances at O and 0' when the respective antennas are trans- 
mitting. Let us apply a generator of emf Vg and internal impedance 
Z"*, equal to the conjugate of the impedance of antenna A, across the 
terminals at 0- The receiving system is assumed to be so matched that 
the load impedance across 0' is Zl*. If is the current at 0', the power 
absorbed by the receiver is 

Pab = VM' Re Zl* = VM-Rb. (73) 

This power can be computed in another way. Let Pa be the total 
power radiated by the antenna A ; the power radiated per unit solid angle 
in the direction of B is {PA/iv)GAB, Gab being the gain function of A 
in the direction AB. The absorption cross section presented by 7? to 
the wave from .4 is by I^q. (71) equal to GaAArB, Gba being the gain func- 
tion of B in the direction of A. The solid angle subtended by the cross 
section at A is GsAArB/R^B) whence the power absorbed by B is 
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r> Pa GabObaAtB tn a\ 

^'"-^—Rl, 

However, Pa is equal to the power supplied to antenna .1 by the generator: 



8Ra 

Collecting these results, we obtain 



(75) 



^AK^BAArB — iV , , ., -■ 

I ''\~ 

If the situation is reversed so that B transmits and A reoeives, with a 
generator of emf Vg and internal impedance ZS* applied across 0' and 
a load impedance ZJ* across 0, we obtain by the same calculation as 
before: 

r ^ A - ^^W^VR 'abPaRb 

'ja^baAta \Y'~\''" ' V') 

\V a\- 

In this case i[ is the current at the terminals at 0. By the Rayleigh 
theorem we have 

i[ = U; (78) 
hence, on comparing Eqs. (76) and (77), we find 

ArA = ArB] (79) 

The average cross sections of the two antennas are equal. Since the 
antennas are purely arbitrary, this means that the average cross section 
of a matched system is a universal constant. 

The evaluation of the constant requires at least one detailed analysis 
of the interaction between an antenna and a plane wave on the basis of 
electromagnetic field theory. The reader is referred to Slater' for such 
a treatment of the electric dipole antenna. It is shown there that the 
value of the constant is 

Ar = ^- (80) 

The cross section x4r(9,0) presented by an antenna to a plane wave inci- 
dent from the direction 6, <i> is therefore 

Ar{e,4>) = G{0,4>) ^- (81) 

2'15. Dependence of the Cross Section on Antenna Mismatch. — The 

matched-impedance condition between the antenna and the load — that 
the load impedance be the conjugate of that of the antenna — is the same 
' J. C: Slater, Microwave Transmission, McGraw-Hill, New York, 1942. Chap. VI. 

E.G. 8.t 0. [J^^RARY ' 
LAS VEGAS y RANCH ' -v-:..^- 
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as the condition for maximum-power transfer from a generator to a load. 
This condition can be reahzcd bj' separately matching the antenna and 
load to the characteristic impedance of the transmission line if the char- 
acteiistic impedance is real, as it is for a nonlossy line. The line-matched 
system is of particular interest in the study of microwave antennas and 
is generally taken as a reference system, since transmitting antennas are 

Consequently, it is of interest to 
determine the effect of a mismatch 
between the antenna and the line 
on the absorption cross section. 

The functional dependence of 
the cross section on line mismatch 
is of considerable importance in 
the measurement of the gain of 
microwave antennas. It may be 
desired, for example, to study the 
dependence of the gain on configu- 
rational parameters, such as the 
relative positions of a radiator and 
a reflector in a scanning antenna. 
It is impractical in such investiga- 
tions to match the antenna to the 
line in each configuration; rather, a line-matched detector is used through- 
out, and the results are corrected for the antenna mismatch of the given 
configurations. 

Consider the receiving system in Fig. 2-14, composed of an antenna 

A feeding a line terminated in a load equal to the cnaracteristic impedance 
Za of line. Let F be the reflection coefficient of the antenna (in trans- 
mission) at a given reference point 0 and Za = Ra+ jXa. the associated 
impedance. We may replace the antenna by an equivalent generator 
of internal impedance Za; the emf of the generator will be designated by 
Vc- Consider now two cases: (1) Fig. 2-14o, in which the antenna is 
mismatched and feeds directly to the line at 0, and (2) Fig. 2-146 — the 
line-matched system — in which a lossless network has been introduced 
between the antenna terminals at 0 and the line to transform the antenna 
impedance into Za at the output terminals O'. It is readily verified that 
such a network which transforms the impedance Za. at 0 into Zo at O' trans- 
forms the impedance Za at 0' into the complex conjugate at O. Case h 
therefore meets the conditions of Sec. 2' 14. The power absorbed in the 
load in the two cases is 
Case a: 



required to be matched to the line. 



I 

I 




I'm. 2-14.- — ^Oii tlie c^epoTidenre of tho 
al)s()ipt.i<tu rrow.s fjcction on nii.-;nial<'li: (aj the 
mismatched system; (Jt)) the liiic-matched 
s^'stem in which a network transforms ZA 
into Z[}, 
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Case b: 

~^'Wa ^^^^ 

The ratio of the power absorbed in the t\\ o cases is the nitio of tlic respec- 
tive absorption cross sections: 

iAr)o \z„ + ZA'r' ' 

Here {Ar)t, designates the cross section of the matched sj'stem. 

The antenna impedance can be evaluated in terms of tlie reflection 
coefficient T. Thus 



and 



H.-l(z. + z:)-?fi-r-iCi->. 



Substituting into Eq. (83), we obtain the desired result: 

(A.U, = (yl,)o(l - ir|-). (85) 

The decrease in cross section — or reception efficiency — is precisely tlie 
same as the reflection loss introduced by the mismatch on transmission. 
Also it will be noted that the mismatch depends only on iFj -; hence the 
result is independent of the choice of the reference point 0 taken as the 
input terminals to the antenna. 

2-16. The Four -terminal Network Representation. — This and the 
following sections summarize the considerations underlying the postulate 
(Sec. 2-12) that the transirxltter-receiver system is equivalent to a four- 
terminal network between the respective transmission lines. Use will 
be made of results proved later in Chaps. 3 and 7. The treatment is 
formulated primarily for microwave systems in which the transmission 
lines are waveguides. The systems are assumed to be ideal, in the sense 
that ohmic losses in the lines and the antennas are negligible. 

Consider a pair of antennas A and B, each of which is fed from a 
waveguide, as shown in Fig. 2-15. It is assumed that the guides are 
designed to support free propagation of a single mode only. The refer- 
ence planes 0 and O' which serve as the input terminals to the antennas 
are perpendicular to the respective guide axes and are taken in the trans- 
mission-line region of the guides, where only the freely propagated mode 
has an amplitude significantly different from zero. We shall consider 
the closed surface S made up of the surface O inside the guide A, the 
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interior surface of the guide, tiie surfaces of the conductors comprising 
the antenna, and finallj' the exterior surface of guide -1 ; tliis encloses the 
A-system completely. A similar surface S' encloses the 7J-system. We 
shall be concerned with the electromagnetic field in the region V boimdod 
by a sphere of infinite radius and by the surfaces S and S'. 




Fig. 2-15. — On the four-terminal network analysis of the Iransmitter-reeeiver system. 

It will be assumed that there are no generators in the region V. As 
regards antennas .4 and B. cillici- \vc may have the one transmit f ing and 
the other receiving or generators may be applied to both antennas simul- 
taneously. However, the particular case involved is of no concern, since 
we are interested in the general nature of the relation between the 
tangential components Ei, Hi of the field over the plane O in guide A 
and the tangential components E2, H2 over the ])laiie 0' in B. 

The magnitudes of the tangential electric and magnetic fields are 
determined by voltage and current parameters V and i, respectively, 
which are analogous to the voltage and current in a balanced two-wire 
line. In order to set up a four-terminal network representation, we must 
show that the relation between the voltage and current parameters V\, 
I'l at the plane 0 and the parameters F2, 12 at 0' is linear: 

V\ = Z\\i\ — Ziiit, 
Vi = Ziiii — Ziiii. ] 

To validate the various reciprocity theorems developed in Sees. 2-13 to 
2-15 we must then show that the transfer impedance coefficients satisfy 
the reciprocity relation 

Zii ~ Zii. (87) 

The remainder of this section will concern itself with the definition 
of the- voltage and current parameters and an exposition of certain of 
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their properties that are needed in developing the proof of the four- 
terminal network representation. The latter subject proper will be 
treated in the following section, and in Sec. 2-18 the reciprocity relation 
between the transfer impedance coefficients will be established. 

The fields in a waveguide are functions of position both over the 
cross section of the guide and along its axis. It will be shown in Chap. 7 
that the tangential components of the field over any cross section of a 
§uide, for a given mode, have the form 

Eta«; = Vg{x,y), 1 

where the coordinates x, y refer to position on the cross-section plane. 
The functions g{x,y) and h.{x,y) are characteristic of the given mode and 
satisfy the relation 



i. • \gi.x,y) X Kx,y)\ dS = 1. (88a) 

cross section 

The quantities V and i — the voltage and current parameters, respectively 
— are functions of position along the guide axis. If position along the 
latter is designated by z, the voltage and current parameters for a general 
field of a given mode take the form 

V = V+e-'f' + V-e+i^', (89a) 
i = t<i{V^e-i»' - F_e+'*); (896) 

that is, the general field is made up of two waves traveling in opposite 

directions along the guide axis, the subscript + in Eqs. (89) referring to 
the direction of propagation of the component wave with respect to the 
positive 3-direction. The quantity To is a constant, characteristic of the 
given mode. Thus the voltage and current parameters obey the same 
equations as do the voltage and current in a two-wire line, of charac- 
teristic admittance To. As in the case of the two-wire line the amplitudes 
V+ and V - are determined by the boundary conditions at the input and 
terminal points in the guide. 

If F„ and are the voltage pn:-ameters of two fields of the same 
mode, for different boundary conditions on the line, and i„ and are 
the respective current parameters, it follows from Eqs. (89) that the 
field with a voltage parameter 

= maVa + rtifiV^ (90a) 

has a current parameter 

iy = rriaia + m^if. (90b) 

This leads at once, by virtue of Eqs. (88) , to the corresponding property 
of the electric and magnetic fields: Let E„, H„ and E^, Hp be two linearly 
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independent fields, of the same mode; then, if we construct the field 

= TO„E„ + m.fi'Eff, (91a) 

where m„ and rtiB are both different from zero, the magnetic field H, 
associated with is correspondingly 

H^, = mjicc + maKg. (916) 

This relation between the fields is of fundamental importance to the 
discussion in the followng section. 

217. Development of the Network Equations. — We may now pass to 
th^ details of the four-terminal network problem. The procedure is to 
consider the relation between the fields within the respective guides 
and the fields in the external space, thereby arriving at a relation between 
the fields in the two guides A and B. For this purpose the interior regions 
of the guides are thought of as connected with external space to form a 
composite region V bounded by the surfaces »S and S', as was outlined 
in the previous section and illustrated schematically in Fig. 2-15. 

Every set of values of electric and magnetic fields Ei, Hi over 0 and 
Ej, Hi over O' (and hence voltage and current parameters Fi, ii, V^, ii) 
is associated wth a field E, H in the region V. Consider three such fields 
that are not simple multiples of one another: 

(Elo,, HlaJ Eza) Hja) E^, Ha), 

(Ei3, Hi^; Eais, H23; E3, H3), 
(Ei^, H],,; En.,, Hjv', E.,, H.y). 

It follows from Eq. (88) that over the planes 0 and 0' the successive 
fields differ from each other only in their voltage parameters. (Only 
a single mode exists in each guide in the regions of the reference planes.) 
Any one of the three fields can be obtained as a linear combination of the 
other two, with coefficients and which satisfy the relations 

By virtue of Eq. (88) the voltage parameters can be replaced by the elec- 
tric fields Ei„ . . . E27. By Eqs. (91), the associated magnetic fields 
follow the same law of resolution: 



(92b) 



H^y = OT„H2„ + TO^Hlff. 

This re.solntion can be effected regardless of the behavior of the fields 
throughout the region V. However, it is meaningful only if the field 
E.,, Hy is the .same linear combination of the fields E„, Ha and Ea, H^ 
throughout F as it is over the reference planes, that is, if 

E., = m„E„ + m^E^. (92c) 
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Proof of Eq. (92c) follows from the uniqueness theorem of the elec- 
tromagnetic field.' The application of the theorem, however, involves 
restrictions on the fields. The medium in the region V is characterized 
by three constitutive parameters: the conductivity a, the electric induc- 
tive capacity «, and the magnetic permeability m-^ These in general vary 
from point to point and are functions of frequencies. In special cases 
(such as ferromagnetic media) they are functions of the field intensities; 
such nonlinear regions are excluded in the formulation of the uniqueness 
theorem. Since the region V includes virtually all space, ferromagnetic 
media cannot be simply excluded; we must instead impose the restric- 
tion that the fields set up by the antennas be such that their amplitudes 
are negligible in the neighborhood of such media. Subject to this 
condition, the uniqueness theorem states that in a region V which is free 
from generators the field is determined completely by the values of 
n X E over the boundary surfaces <S and S'. The reader is referred to 
Stratton for the proof. The same technique that is employed in the 
development of the uniqueness theorem leads to the following superposi- 
tion principle: If is the field in V corresponding to the boundary condi- 
tion n X E = F„ over S and S' and Es the field with the boundary 
condition n x E = Fi, then the field E„ associated with the boundary 
conditions 

n X E = m^Fa + rn^i, 
rria and mi, being constants, is 

Ec = THaEa + mtEi,. 

It will be noted that since the wavegui(l(\s and antennas are all ideal 
conductors, all fields E, H, with which we are concerned in the region V, 
satisfy the same boundary conditions 

n X E = 0 

over the surfaces <S and S' exclusive of the cross sections 0 and 0'. Over 
the regions 0 and 0' the tangential component of E assumes prescribed 
values El and E2 respectively. Hence the resolution of Ei-, antl in 
Eq. (92) becomes, in fact, a resolution of the tangential components of 
the field E,. over S and S' in terms of a pair of linearly independent fields : 

n xEy = m„(n x E„) + »jij(n x E3). 

From the superposition theorem we liave then that everywhere in V 

Ey = ??IqE„ + ???(jE^, 

which was the desired result stated in l'](i. (92c). Thus given an^- pair 

' See for example, J. A. Stratton, Eleciroiiiagnetic Theory, ilcGraw-Hill, Xew York, 
1941, Sec. 9-2. 

2 Cf. Chap. 3, Sec. 3-2. 



58 



CIKCUIT RELATIONS, HKCIPROCITY THEOREMS [Sec. 217 



of linearly independent fields over the reference planes 0 and 0' , all other 
fields may be expressed as a linear combination of the two, the law of 
combination holding for all points in the region V. 

It is convenient to take as the basic set of linearly independent fields 
the two fields corresponding to short-circuit terminations over the plane 
0' and the plane O respectively. Consider first the short-circuit termina- 
tion over 0', and let the fields over 0 be designated by Ei„, Hia, the fields 
over 0' by E2„, HjaJ let Fja . . . i^a be the corresponding voltage and 
current parameters. Since the short-circuit means that 0' is the surface 
of the perfect conductor, we must have Eza = 0, and hence V^a = 0. 
Of the three remaining quantities, one may be regarded as an independent 
variable, being adjustable, for example, by a generator applied over the 
surface 0. Let Via be the independent variable. From Eqs. (89) it 
follows that for fixed conditions in V, that is, a prescribed termination in 
antenna B and hence a fixed terminal condition in guide A, the current 
parameter ii„ varies directly with the voltage parameter Via'. 



where an is a constant independent of the field amplitude. Furthermore 
since 0' is short-circuited, the field in I' must satisfy the condition 
n X E = 0 over all of S', for all values of E,„. From the superposition 
principle it follows then that the field at all points in V is proportional 
to the magnitude of Ei^; in particular, then, the current izo is proportional 
to Fi„: 



with ba also a constant independent of the field amplitude. 

Similar relations are obtained for the case of a short-circuit termina- 
tion over 0. Letting Fy, V20, be the voltages and currents over 
0 and 0' respectively, we have in this case 



The general field can be written as a linear combination of this basic set: 



Fi„ = auiia; 



(93) 



= b«Fi„ = hcOiiii, 



(94) 




(95a) 
(95b) 
(95c) 



Fi = m„Fi„ + m^Vig = ?)j„Fi„ = aii(m„ti„), 



(96) 

(97) 



and 



Solution of Eqs. (97) for ?n„!'i„ and m^i2i and substitution into Kq. (96) 
give the linear relation between the voltages and cm-rents in the two 
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guides: 



where 



Fi = Ziiii — /7i2i2, 

V2 — -^21^1 — -^22^2) 



Z/Il ;-• /J2i — 



(98) 



A 

„ _ aua22hi3 rj a\\aii>oc ( (98o) 

- .4"' 3~ 

^'1 = 1 — hj>ijaiia22- 

It is necessary to observe sign conventions in using ICqs. (98) to relate 
the tiehls over (/ to the fields over 0. The convention will be adopted 
here to correspond to that used in" Sec. 2 2: regarding O as the input 
terminals to the four-terminal network, the positive 2-direction in guide A 
is toward the antenna, and n is the positive current entering the network; 
at the input terminals 0', the positive current leaves the network, the 
positive 3-direction in the second guide being away from the antenna. 

2-18. The Reciprocity Relation between the Transfer Impedance 
Coefficients. — Equations (98) establish a four-terminal network repre- 
sentation for the coupled transmitter-recei\-er system. The fmal prob- 
lem to be considered is the justification of the assumption that the 
transfer impedance coefficients satisfy the reciprocity relation 

Z12 = Z21. 

We shall make use of the T^orentz reciprocity theorem:^ Let E„, H„ and 
E|s, be two linearly independent fields in the region V; then 

^^,^^„ (n X E„) • H3 dS = ^ (n x E^) • H„ dS. (99) 

The conditions for the validity of the I.orentz theorem are the same as 
those stipulated for the uniqueness theorem and superposition principle 
in the preceding section. 

Let us apply the theorem to the two basic fields employed in the 
preceding section. The relation (99) in this case reduces to 



(n X E„) -KffdS = (n X E3) • H„ dS. (100) 

O JO' 

Making use of Eq. (88) .and taking into accoimt the sign conventions on 
the current parameters, we obtain 

' Sac the .article by ,\. Sommerfeld in Frank and V. Mises, Die Differential- und 
Integralglciiliungen der Mechanic und Physik, \'ol. II, p. 953, vepriuted by Mavy S. 
Itosenberg, Now York, 1943. 
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• [gi{x,y) X hi(a;,2/)] dS 

= V^^ir,^ i, . [g2(x,y) X hnXx,y)] dS. (101) 

By virtue of the property of the functions g, h of Eq. (88a) it follows that 

— ViJifj = Vi^ita. (101a) 

Tf now the currents are expressed in terms of the voltages by means of 
I'lqs. (94) and (95c), it is seen that the coefficients &„ and of the pre- 
vious section are related: 

ha = —hf. 

It then follows from Eqs. (98a) that the transfer impedance coefficients 
obey the reciprocity relation 

Zi2 = Z21. 
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RADIATION FROM CURRENT DISTRIBUTIONS 



By S. Silver 



The fundamental approach to an understanding of microwave 
antennas is necessarily based on electromagnetic theory. This chapter 
therefore begins with a discussion of the field equations and the general 
properties of an electromagnetic field; the treatment is necessarily cursory, 
being intended as a summary of material that is familiar to the reader.^ 
This theory is then applied to the simplest problem of antenna theory, 
the calculation of the radiation fields due to known current distributions. 
A discussion of certain idealized current distributions illustrates the 
principles of superposition and interference and furnishes a theoretical 
guide to the design of various antenna feeds. 

3'1. The Field Equations. — The field equations relate the electric 
field vectors E and D and the magnetic field vectors B and H to each 
other and to the sources of the field, the electric charges and currents. 

Sources of the Field. — The sources will be specified in terms of density 
functions. 

The excess of positive over negative charge in a volume V is 



where p is the charge density per unit volume. 

The rate of transport of charge across a surface S, that is, the net 
current passing through S, is 



where J is the current density and n is the unit normal to the surface S 

in the direction defined as positive. The current J has the direction of 
flow of positive charge, a negative charge moving in one direction being 
equivalent to a positive charge moving in the opposite direction. 

In the rationalized meter-kilogram-second (mks) system of units, ^ 

' The reader is referred to .J. A. Stratton, Electromagnelic Theory, McGraw-Hill, 
New York, 1941, for a Jnore detailed treatment of many of the subjects covered in this 
chapter. 

' Stratton, op. cit., pp. 16, 602. 




(1) 




(2) 
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which is used in this book, the ciiarge density is measured in coulombs 
per cubic meter and the current density in amperes per squai-e meter. 

As a consequence of the conservation of charge, the cliarge density 
and current density are subject 1o an important relation. The total 
current passing out of a closed surface S must e(]ual the rate of decrease 
of positive charge in the enclosed volume. That is, 



where n is the unit vector normal to the surface and directed out ^rom 
the region V. By the divergence theoreni ' 



J-nrfS = j^^^-'idv. (4) 
Substitution of this into I'q. (3) gives 

(5) 



This must hold for any arbitrary volume, no matter how small; conse- 
quently the integrand itself must be zero: 

V.J + | = 0. (0) 

This is the so-called "equation of continuity." 

Finite charges and currents are sometimes limited to surfaces of dis- 
continuity. In such cases tlie excess of positive over negative charge 
on a surface S is 



Q = j^n dS, (7) 

where r/ is the charge density per unit area. Similarly if we let C be a 

curve on the surface of discontinuity and ni a \mit vector normal to C 
in the tangent plane, then the total current crossing C, that is, the rate 
of transport of charge across C, is 

K • Hi ds, (8) 

c 

where K is the surface-current density. The surface-current density K 
and the charge distribution ri on the boundary of an infinitely conducting 
medium must satisfy an equation of continuity analogous to the volume 

' A treatment of the divergence theon'm and Stokes's and Green's theorem)-, « hi( h 
are used subsequently, may be foimd in any text on vector analysis. See for exami)le, 
H. B Phillips, Vector Analysis, Wiley, New York, 1!)33. 
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distributions. This eciuation of continuity, in integral form, is 

^cK-n.rf.- -/jdS, (9) 

wliere C is any closed curve enclosing an area tS. 
Another form of this relation is 

V. . K + = 0, (10) 

where the "surface divergence" of K, v.? • K, is defined by 

Vs • K = hm -i- (£ K . ni rfs, (11) 

A loeing the area circiimscribed l)y the curve C. 

Definitions of the Field Quantities. --The field vectors E and B measure 
the forces exerted on charges and currents respectively. The force on a 
stationary charge q at any point in the field is 

F = E?. (12) 

The total force on a current distribution through a volume V of space is 



B dv, (13) 



the integrand being the vector product of J and B. The vector E is meas- 
ured in volts per meter and B in webers per square meter. 

The licld vectors D and H are determined by the tield sources and 
are independent of the medium. The net outward flu.x of D through a 
closed surface S is a direct measure of the enclosed charge Q: 

^D-ndS = Q, (14) 

where n is the unit vector normal outward from the enclosed region. The 
magnetic tield H is related to the current. If I is the net current passing 
through a surface S bounded by a (uirvo C, then 



H • rfs = 7. (15) 



The integral on the left is the line integral of the tangential component 

of H along the curve C ; the direction of integration is such that an observer 
traversing the curve in that direction will have on his left tlie positive 
normal n used in defining the current I . 

The Field Equations. — The hold eciuations expressing the relations 
between the held vectors and the soiu'ces may be set up either in difler- 
ential or integral form. 



64 



HM)h\TI(>,\ FHOM CVHHKST DISTHI HUT lOK S 



ISioc. 31 



The differential relationsliips, ^Max^vcH's etjiiations, are 

V X E + ^ = 0, (16a) 

V X H = J + (ir,fc) 
at 

V • B =0, (lOr) 

V • D = p. (lOrf) 

Equation (10c) may i)c derived from luj. (IGa) by takiiip; flio divergence 
of the latter. Similarly, Va\. (Kirf) may be derived hy taking the dixoi- 
gence of P]q. (16b) and comparing the result with the equation of continuity 

V.J + | = 0. (10.) 

Equations (IGa) to (lOc) must be obeyed simultaneously by the field 
components and sources of any electromagnetic field. 

The corresponding integral relations are the following. Let C be a 
closed curve spanned by an arbitrary surface S; then 

^^•ds= -j-jB-iuhS, (17«) 

^c-H-rfs= /^,(j + f).nrfS, (m) 

the positive direction of integration aroimd the curve C being that 
defined previously. The first of tli(\s(^ relations is Faraday's law of elec- 
tromagnetic induction, and the second is the generalization of Ampere's 
law in which the current density J due to charge is supplemented by the 
"displacement-current density" dD/dt. These c(iuations can be derived 
from Iv4S. (10a) anti (106) by the use of Stokes's theorem. By applica- 
tion of the divergence theorem to ICqs. (16c) and (16d) one obtains two 
more integral relations: 



^B-ndS 0, (17o) 
D • n dS = p dv = Q, (17(/) 

where the integrals extend over the closed surface <.S of a volume V. 

Equivalent Magnetic Charc/c and Current. — I'lciualions (Kir) and (17(") 
express the fact that there exist no free magnetic chaiges and correspond- 
ing magnetic currents. However, it is at times convenient to introduce 
equivalent distributions of sucli charges and cui rents. .\ .simj)lc examples 
is provided by the infinitesimal cujront loop. This is (uiuivalent to a 
magnetic dipolc normal to the plane of the loop. If the ciu-rent in the 
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loop varies with time, the dipole strength varies likewise; the effect is 
that of a magnetic-current element. 

In diffraction theory, equivalent magnetic-charge and magnetic-cur- 
rent distributions are introduced in a more general way. In the presence 
of a magnetic-charge distribution of density Pm and a magnetic-current 
distribution of density J„, Maxwell's equations assume the more sym- 
metrical form 

T xE = -J™ - ^> (18a) 
at 

V X H = J + ^, (18b) 

V • B = (18c) 

V • D = p, (18d) 
with two equations of continuity 

V • J + g = 0, (18e) 

V . J„ + ^ = 0. (18/) 

It is to be emphasized that the magnetic-source densities are mere 
formalisms. We introduce them here to avoid later repetition of certain 
mathematical developments. They will be different from zero only under 
very special circumstances. 

3-2. The Constitutive Parameters; Linearity and Superposition. — 
There exist between the various field vectors further relations that depend 
on the medium. 

In isotropic media the vectors D and E have the same direction 
at any given point, as do the vectors B and H, The ratios of their 
magnitudes are constitutive parameters of the medium: 

e = §. (19a) 

the electric inductive capacity, and 

M = |. (196) 

the magnetic inductive capacity. These quantities may be functions of 
the field intensities and the frequencies. They depend on the field 
intensities only for a small group of substances which we shall exclude 
from our discussion. The frequency dependence is a very general prop- 
erty. In vacuo these parameters are constants and have the values 

to = 8.85 X 10-1-' farad/meter, 
— 4ir X 10"' henry/meter 
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The constitutive parameters are more commonly specified in terms 
of the specific inductive capacities 

= (20a) 
Co 

k„ = (206) 

Mo 

The quantity Av is known as the dielectric constant; k„ as the magnetic 
permeability. These ratios are dimensionless and independent of the 
units. For practically all materials o" interest in antenna work A:„ is 
but negligibly difTerent from unity and will be taken equal to unity unless 
otherwise indicated. 

It is important to note that although D and E are in the same direc- 
tion, they are not necessarily in phase. Such phase differences depend 
on the molecular structure of the medium and are connected with dis- 
sipation of electromagnetic energy in the medium. They are conveniently 
taken into account by expressing e as a complex number, 

e = «r - jti. (21) 

The energj' losses associated with the imaginary part of c are to be dis- 
tinguished from the conduction loss associated with conduction currents. 

Two types of currents may contribute to the source function J : con- 
vection currents and conduction currents. In the present volume we 
shall be concerned only with conduction currents, for which the current 
density is proportional to the electric field vector E ; 

J = crE. (22) 

The constant <t is tlie conductivity of tlie medium. Like the other ccm- 
stitutive parameters it may be fre(iucncy dependent. A conducting 
medium cannot support a free vohuno-cliarge density p; if the conduc- 
tivity is at all appreciable, p may be taken to be zero at all times. 

If the constitutive parameters are independent of the field stiength, 
all relations between the field vectors — Alaxwoll's einiations and the 
constitutive relations [Eqs. (10a), (U)'^), and (22)]— are linear, ['ndcr 
such circumstances the superposition principle applies. This states that 
if a set of field vectors Ei, . . . , Hi and soiuce functions pi and Ji 
satisfies the field equations and a second set of field vectors E2, . . . , H2 
and source functions p2 and Jo does so also, then the .«um of these two 
solutions El + Ej, . . . , pi + pj. Ji + J2 also satisfies the field and 
constitutive equations and descril)os a po.ssible electromagnetic field. 

3'3. Boundary Conditions. — In addition to the field etinations, which 
give tlie relatiims between tlie elements of the Held in a medium with 
continuously varying properties, we must know the relations that exist 
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at a boundary where the properties of the medium change dist'ontinu- 
ously. The derivation of these boundary conditions starts from the 
integral forms of the field equations; the procedure is standard and will 
be found in any text on electromagnetic theory; we shall simply state 
the results. 

Let us consider the boundary surface between two media with 
constitutive parameters ti, mi, ""i, and «2, M2, (^2, respectively. Let the 
positive unit vector n normal to the boundai y surface be directed from 
medium 1 into medium 2. If Ei, Eo, . . . , H,, H2 are the field vectors 
at contiguous points on either side of the boundary, the boundary con- 
ditions are the following: 

1. The tangential component of the electric field intensity is con- 
tinuous across the boundary: 

n X (E2 - E,) = 0. (23) 

It can be shown that a field penetrates into a conducting medium 
a distance inversely proportional to the square root of the con- 
ductivity.' Thus if (Ti = «, El must be zero; this boundary con- 
dition then reduces to 

n xEj = 0 (cTi = oc). (24) 

2. There is a discontinuity in the normal component of D at the 
boundary if there e.xists a surface layer of charge: 

n • (Dz - Di) = n • (*,E, - eiE,) = -7, (25) 

the charge density per unit area being 1). Such layers of (iharge 
occur, in general, only when one of the media has infinite 
conductivity. 

3. The normal component of B varies continuously across a boundary: 

n • (Bj - Bi) = n • {^^YL^ - ai,H,) = 0. (26) 

4. A discontinuity in the tangential component of H occurs only 
when there is a surface-current sheet on the boundary 

n X (H2 - Hi) = K, (27a) 

K being the surface-current density. Such current sheets exist 
only if one of the media, say tlie first, is infinitely conducting. 
In this case, however, tlio field cannot penetrate the medium; Hi 
must be zero. We ha\'e then 

n X H2 = K (<ri = » ) (27fc) 

and likewise 

n ■ B2 = 0 (<Ti = oc). (28) 

1 J. A. Stnitton, Klaiminiigiictir 'I'luw;/, Mcf '.riiw-llill, \c«- York, 1!I41, p. 504. 
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Under all other conditions K is zero, and the tangential component 
of H as well as the normal component of B is continuous. 

These boundary conditions apph- to fields that satisfy Maxwell's 
equations [Eqs. (11)] everj^whcre. AVo shall have occasion in diffraction 
problems to consider a boundary siirfiicc beiuoen two regions of the 
same medium. From solutions of Ma-xwell's e<|uati<ins in these two 
regions we shall form functions that are solutions of Maxwell's equations 
everywhere except on this surface, where they are discontinuous. These 
discontinuities can be formally associated with distributions of magnetic 
charges and currents on the tjoimdary surface by e(iuations that can be 
obtained from the Maxwell pt|uati()ns (lC(is. (13)] in which magnetic 
sources have been introdnred: 

n X (E2 - E,) = -K„, (29) 

and 

n • (Bj - Bi) = vv,, (30) 

respectively, where K„ is the density of the fictitious magnetic-current 
sheet over the boundary and is the density of the fictitious surface 
layer of magnetic charge. As in the case of electi-ic ciu-rent and charge, the 
magnetic-source functions must satisfy a surface ctiuation of continuity, 

• K,„ + '^J^'" = 0, (31) 

where as before V.s- is the surface-divci'gence operator. 

3-4. The Field Equations for Harmonic Time Dependence. — It will 
be sufficient for most of our piu'poses to consider fields having a harmonic 
time dependence. In such cases we shall take all field and source dis- 
tributions to depend on time through the same fact(jr c'"'. The real 
and imaginary parts of these complex solutions of the field equations 
will themselves be solutions of the field eciuations and will describe real 
fields. The assumption of harmonic time dependence will not greatly 
affect the gcneiality of oiu- results bticause an ai'bitrary field and soiu'ce 
distribution can l)e resolved into harmonic components. 

With the restriction of the time dependcuce to the time factor c''"', 
the field equations may be written as 



T X E -I- jufiH = - J„„ (32a) 

V X H = ((T + ja)e)E, (325) 

V • (mH) = p„„ (32c) 

V • (eE) = p, (32rf) 

V ■ J + i«p = 0, (32, ) 

V ■ J„ -h icop,,. = 0. (32/) 
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These equations apply equally to the field quantities and their space- 
dependent factors. Equations (19o), (196), and (22) have been applied 
in this formulation. Equations (32c) and (32d) have been written in 
the general form, for inhomogeneous media in which e and n are func- 
tions of position. It should be noted that the equation of continuity 
determines the charge density directly from the current. 

3-5. Poynting's Theorem. — Discussions of the energy relations in an 
electromagnetic field are usually based on Poynting's theorem. From 
the first two of Maxwell's etpiations, (16a) and (106), we obtain 

H-VxE-E-VxH = -H-^-E-^-E-J. (33) 

ol 01 

The (juantity on the left is ctiual to V • (E x H). On use of the con- 
stitutive relations [K(iuations. (V9o) and 196)], Eq. (33) becomes 

V.(EXH)+E.J= + (34) 

This is Poynting's theorem. Formally, Poynting's theorem resembles the 
equations of continuity previously considered ; it expresses the conserva- 
tion of energy, rather than that of charge. The Poynting vector 

S = E X H (36) 

is interpreted as the intensity of flow of energy, that is, the rate of flow 
of energy per unit area normal to the direction of S. The quantities 
e£V2 and represent the densities of electric and magnetic energy, 

respectively. The term E • J measures the rate of dissipation or produc- 
tion of electromagnetic energy per unit volume. If E ■ J is positive, it 
is a dissipation term; if it is negative, it represents production of electro- 
magnetic energy. 

The analogy of Poynting's theorem to the equation of continuity 
is brought out more clearly in the corresponding integral form. I^et us 
integrate Eq. (34) over a volume V enclosed by a surface S: 

V . (E X H) + E . J ^ - 1^ /, (f + (30) 

Making use of the divergence theorem, we can transform the first integral 
into a surface integral over the boimdary, obtaining 

j>^S.ndS + J^E.Jd.= -|J^(f + (37) 

With the interpretations of the integrands given above, Eq. (37) states 
that the net rate of flow of energy out through the boundary surface 
plus the rate of dissipation of electromagnetic energy within the volume 
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(or minus the rate of production) is equal to the rate of decrease of elec- 
tromagnetic energy stored in the volvime V. 

Equation (34) is quite general in its applications. We have now to 
express Poynting's theorem in a form applicable to fields varying peri- 
odically with time. In this connection it must be noted that the complex 
exponential representation of periodic fields can be carried through all 
linear operations but that in nonhnear operations (s\ich as formation of 
the products occurring in the Poynting theorem) the real expressions 
for the field quantities must be used. The complex field vectors may be 
expressed as 

E = (Ef""0 =^ (E, + iE,)r""', (38a) 
H = (Hc""0 = (H. -t- jHi)(""'. i38b) 

The corresponding real fields are 

Re E = (Er cos ut - E; sin oit), (39a) 
Re H = (H, cos ut - H; sin ui). (396) 

The Poynting vector is thus 

S = Re E X Re H (40) 
- [E, X H, cos' ut + Ei X H, sin= ul - (E, x Hi -|- E, x H,) sin to< cos ut] 

In general we are not interested in the instantaneous flow but in the 
energy flow averaged over a cycle. That is, we wish to know 

the overline denoting the time-average value. Now the time average 
of sin ut cos ut vanishes, and the time average of both cos- ut and sin- ut 
is 7. Hence 

S = KErxH, -t- E.xH,). (42) 

It will be observed that except for the factor \, the right-hand side of 
Eq. (42) is the real part of E xH*, where H* represents the complex 
conjugate of H. We have then 

S = iRe (E X H*). (43) 

We shall seldom be concerned with the instantaneous Poynting vector. 
Unless explicitly stated otherwise, all future reference to the Poynting 
vector will be to the time-average value given by I'^q. (43); the overline 
will be omitted hereafter except where a distinction must be made. 

It is of interest to formulate Poynting's theorem in terms of time- 
averaged quantities. Since the divergence is a linear operator, involving 
space derivatives only, 

VTB = V • S = V . Re 1(E X H*) = A Re V • (E x H*). (44.^ 
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In the absence of magnetic charges or currents one has, for a field with 
harmonic time dependence, 

^ V . (E X H*) = i (H* • V X E - E . V X H*) 

= _ 1 _ j^,.)E H*. (45) 

Taking the real part of Eq. (45), with due regard for the complex form 
of «* [Eq. (21)], we obtain the modified Poyn ting's theorem 

V • S = -i(.7 + u)e,)E . E,* (46) 

or, in integral form, 

- j)^S-ndS = f^li'^ + "*.)E . E* dv. (47) 

Since the unit normal n is directed outward from the region enclosed by 
the surface S, the term on the left of Eq. (47) is the net average power 
flow across S into the region V. In view of the harmonic time depend- 
ence of the field, there can be no average increase in the energy stored; 
the terms on the right must be interpreted as electromagnetic energy 
dissipated within the region V. Thus, the imaginary component of the 
electric inductive capacity, like conductivity of the material, results 
in energy dissipation. A material with a complex dielectric constant is 
called a "lossy dielectric." By Eq. (47), if a medium is neither a con- 
ductor nor a lossy dielectric, the net power flow across a closed surface 
5 into the region enclosed by it is zero. 

3-6. The Wave Equations. — We turn now to a consideration of the 
wave equations satisfied by electromagnetic; fields. We begin with 
Maxwell's equations in the form [Eqs. (18)] that includes magnetic 
sources but confine our (lisc\ission to linear homogeneous media; e and 
H are constants independent of position. 

Taking the curl of Eq. (18o), eliminating the magnetic vector B by 
means of Eqs. (18b) and (196), we obtain 

V xV xE + ^Le-^^- = -;x |J - V X J„. (48) 
Similarly, interchanging the roles of Eqs. (18a) and (186), we get 

VxVxH + M«^^=-£^ + VxJ. (49) 
We now make use of the vector identity 



V X V X P = V(V ■ P) - V^P. 



(50) 
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On application of this to both the previous equations and replacement 
of V • E and V • H by p/e and p„/m respectively, Eqs. (48) and (49) become 

V^E - M« ^ = M ^ + V X J„ + ^ Vp, (51a) 

On the left sides of these equations are the familiar differential terms of 

the wave equation; the terms on the right represent the effects of dis- 
tributions of sources. In a source-free medium these equations reduce 
to the homogeneous wave equations 

V^E - Me ^ = 0, (52a) 
V^H - ^ = 0, (52b) 

with the speed of propagation of the wave given by 

1 

" = (53) 

The speed of propagation in free space is a constant, independent of 
frequency : 

c = — = 3 X 10* meters/sec. (54) 
VMoeo 

The index of refraction of a medium is defined as 

n = ^ = \/kmke. (55a) 

For most media the magnetic permeability k„ is unity, and 

n = VK. (55b) 

The wave equations simplify for fields with time dependence e'"', in 
that the time can be totally eliminated from the equations. There result 
the so-called "vector Helmholtz" equations for the space dependence 
of the fields: 

V X V X E - = -jojpj - V X J„, (56a) 
V X V X H - i=H = -ja)(J„ -I- V X J, (56b) 

where 

fc2 = a>V. (57) 

The constant k is known as the propagation constant. In nonlossy 
media it is real and is related to the wavelength by 

k = ^. (58) 
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If 6 is complex, both the speed of propagation defined by Eq. (53) and 
the propagation constant are complex. The attenuation of a wave as 
it propaf^ates in a los.sy medinm is directlj' connected with the imaginary 
part of the propagation constant. 

Applying Eq. (50) to Eqs. (56) yields 

V^E + fc^E = jojmJ + V X J„ + j Vp, (59o) 

V^H + km = jwej,,, - V X J + ^ Vp,„. (596) 

Tn a source-free medium these reduce to the homogeneous equations 

V^E + A-^E = 0, (60o) 
V^H + A-^H = 0. (60b) 

It should be emphasized that Ecis. (60) imply that each rectangular 
component of the field vectors Ei, Ey, . . . , }h satisfies the scalar Helm- 
lioUz equation 

W + = 0. (61) 

Though all fields that satisfy ^Maxwell's equations necessarily satisfy 
the wave equations, the converse is not true. A set of field vectors E 
and H that satisfy the wave equations constitute an admissible electro- 
magnetic field only if at the same time they satisfy Maxwell's equations. 
Fiirthermore, the fields must behave properly at the boundaries of the 
region concerned in accordance with the boundary conditions formulated 
in Sec. 3-3. If the region is infinite in extent, separate attention must be 
paid to the behavior at infinity. 

3'7. Simple Wave Solutions. — General considerations relative to 
wave propagation will be tleveloped in the next chapter. We shall con- 
sider here several simple waveforms, solutions of Eqs. (60), that recur 
frequently in general antenna theory. These are (1) the homogeneous 
plane wave, (2) the circularly symmetrical cylindrical waves, and (3) 
the isotropic spherical wave. In each case the medium is assumed to be 
homogeneous, nonconducting, and free from sources. 

Plane Waves. — The plane wave is mathematically the simplest type 
of electromagnetic wave; its propagation is essentially one-dimensional. 
Let us attempt to find a field such that the directions and magnitudes of 
the field vectors are constant over any plane normal to the direction of a 
vector s (Fig, 31) but varj' periodically along lines parallel to s. In the 
case of the electric field vector E, the conditions stated above will be 
satisfied if the field has the form 

E(x,?/,2,0 = £»('<'■"'-*'••), (02) 

U'hen r is the position vector from the origin to the field point (x,y,g) 
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and k is the propagation constant defined by Eq. (57) ; the amphtude Eo 
is independent of position and time. Since the planes normal to the 
unit vector s are defined by f • S = constant, this field must be uniform 

over every such plane. These 
planes are equiphase surfaces for 
the wave, and its propagation can be 
visualized as a continuous progres- 
sion of one equiphase surface into 
the contiguous one. It is seen 
further that at any instant the field 
has the same magnitude over each 
of the family of parallel planes 




r-s = C ± 



Fig. 3*1. — The plane wave. 



2m, 

T 

n = 0, 1, 2, 



= C ±n\, 



(63) 

It is readily verified that the electric field vector defined by Eq. (62) 
satisfies the wave equation [Eq. (52a)]. Obviously a similar expression 
for the magnetic field vector H(x,2/,z,0 is a solution of Eq. (526). How- 
ever, if these field vectors are to describe an electromagnetic field, they 
must be so related as to satisfy Maxwell's equations. The required 
relation is Eq. (32a) : 



H 



V xE. 



On introduction of Eq. (62) this becomes 



= (s X E) = (s X E„)p«"'-*-". 



(64) 



(65) 



The space-time dependence of H is the same as that of E, but the direc- 
tion of H is normal to that of botli s and En. Equation (32d) requires 
V • E to be zero in a source-free medium. Thus 

V • E = -jl- s • E = 0; (66) 

that is, E is normal to s. To satisfy ^laxwell's equations, the electric 
and magnetic field vectors mtist thus lie in the plane normal to s. It 
follows at once that the energy flow, that is, the Poynting vector, 



S = ^ Re (E X H* 



\Eo\% 



(67) 



is in the direction of propagation of the \s-ave, normal to the equiphase 
surfaces. 

It is of interest to determine \vhether or not there can exist a piano 
wave of the form of that in Eq. (62) if tlie magnitude of Eo is an arbitrary 
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function of position over an equiphase plane. Without loss of generality 
we can take the direction of propagation along the z-axis and the direc- 
tion of Eo along the r-axis. We are thus considering the field 

= Eo{x,y)e-''', Ey = = 0 (68) 

(omitting the time factor e'"'). If this is to be a possible field, Ex must 
satisfy the scalar Helmholtz equation [Eq. (61)]. This will be true only 
if Eo{x,y) is a solution of the two-dimensional Laplace equation: 

-d^ + w^^- ^^^^ 

Since there are no sources, Eoix,y) must be finite and continuous over the 
infinite a;,2/-dotnain. However, being a solution to Laplace's equation. 

En can have no maxima or minima in this infinite region. Consequently, 
Eo(x,y) must be a constant; arbitrary amplitude distributions and infinite 
plane equiphase surfaces are incompatible. 

It should be noted that the infinite plane wave is impossible physically 
because the total energy transported across an equiphase surface is 
infinite. The practical importance of the plane wave lies in its use in the 
analysis of other waves. There are two parameters characterizing the 
plane wave: its angular frequency and the direction of propagation s. 
By superposing time-periodic plane waves, all traveling in the same 
direction but with various values of a and amplitudes Eo(u)), it is pos- 
sible to build up a plane w:ivo of more general time dependence — a pulse- 
modulated or otherwise modulated wave. By superposing plane waves 
with the same frequency u but with various directions of propagation 
and amplitudes E(,(s), it is possible to synthesize a time-periodic wave 
with a more general type of equiphase surface. Because each component 
wave satisfies Maxwell's equations, the resultant obtained by superposi- 
tion likewise satisfies the field equations. 

Cylindrical Waves. — Circularly symmetrical cylindrical waves are the 
l-^mentary forms of two-dimensional propagation. The equiphase sur- 
faces -^f these waves are coaxial circular cylinders; the wave is propagated 
along the radii of the phase surfaces. 

Cylindrical coordinates, as defined in Fig. 3-2, are appropriate for the 
analysis. The z-axis is taken as the axis of symmetry, and r and B are 
polar coordinates in a plane normal to the z-axis. At each point we 
define unit vectors ir, io, U in the direction of increasing r, d, and z, 
respectively; the field vectors may, on occasion, be resolved into com- 
ponents in these directions. 

We shall now seek solutions of the field ecjuations in which the field 
vectors are everj'whcre tangential to the cylindrical equiphase surfaces 
and have constant amplitude ox-er each such surface (that is, tlie ampli- 
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tudes are functions of r only). We shall seek solutions of two different 

types, distinguished with reference to the 
directions of the field vectors; 

Case a: 

= 0, E,{r) 9^ 0. 

Case b: 

= 0, H.{t) 0. 

In each solution, ■of course, H, = Er = 0. 

We begin by determining the form of 
the z-component of the field as a solution 
of the wave equation; later we shall deter- 
mine the remaining field components by 
means of the field equations. 

Since £z(r-) and HAf) are components 
of the respective field vectors in a rectan- 
gular coordinate system, they must satisfy the scalar Helmholtz equation 
[Eq. (61)]. In cylindrical coordinates this becomes 




3-2. — Cylindrical coordinates. 



0, 



(70) 



where ^ may represent either Ei or H,. Since ^ is independent of d and 
z, this reduces to 



+ - '11 + A-Y = 0. 

r dr 



On introduction of 

this becomes 



1 



(71) 
(72) 



(73) 



This is the differential equation satisfied by the Bessel funeti<ms or, moro 
generally speaking, by the cylinder functions or order zero.' Of the 
many solutions of this ecjuation \\hich we might identify with the func- 
tions El or Hi, those of immediate interest here are the Hankel functions 

i/'o"(?) and H'o''{^)- The nature of these functions is most evident in 
their asymptotic behavior for large values of ^ = kr: 



» l;. 



H<„"(At) 

H<o^'(A-r)-„^,^, 
' G. X. Wat-son, Theory uf Hexnel FuncHnnx, Mucmillan, 1044. 



(74a) 
(74/>) 
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The second of these functions, multiplied by the time factor e'"', repre- 
sents a wave traveling in the positive r-direction; the phase quantity 
ut — kr is the analogue of the quantity ut — kx for a plane wave traveling 
in the positive .r-direction. Thus H[^\kr) represents a cylindrical wave 
diverging from a line source on the z-axis. Similarly, //[."(At) represents 
a wave traveling in the negative r-direction, that is, a wave from infinity 
converging to a line focus along the z-axis. 

Restricting attention to the diverging Avavc fvmction H'o\kr), we 
consider first Case a. We assume 

E = H'i>{Jkr)e''"u (75) 

and use the field equations to determine the associated magnetic field. 
The curl of a vector P, expressed in cylindrical coordinates, is 

Taking the curl of the vector E and making use of Eq. (32a), we obtain 



oi/i \_dr 



c'"%. (77) 



It is left to the reader to verify that the field vectors E and H defined 
by Eqs. (75) and (77) satisfy the other field equations. Over the cylin- 
drical surfaces of constant r, E and H are perpendicular to each other 
at every point and lie in the tangent plane to the surface; as in the case 
of a plane wave, E and H are normal to the direction of propagation, and 
the Poynting vector is normal to the equiphase surface. As the radius 
of the equiphase surface becomes large, it becomes sensibly plane in 
the neighborhood of any point. We must, therefore, expect that as 
r — » oc , the relationship between E and H approaches that existing in a 
plane wave. The asymptotic form for H may be obtained 1)y introduc- 
ing 1-q. (746) into Eq. (77). Neglecting terms of liigher order in 1/r, 
we find 

whence 



.rUm^-jk^^le-^"-'^, (78) 



(an 

Thus, in the limit as r — > <» 



H « - A H<-^\kr)ei''% {kr » 1). (79) 



(ir X E) (801 

as was to be expected. 
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The derivation of the field for Case b proceeds in a similar manner. 
We assume 

H = H'^\kr)e'"'U; (81) 

the associated electric field follows by application of Eq. (326), which, in 
the case at hand, becomes 



E = J- V X H. (82) 



It follows that 



E 



The general remarks concerning Case a apply to the present case also. 
It is easily verified that here too the relationships approach those in a 
plane wave as the radius of the cylindrical phase surface becomes very 
large; that is, 

lirn H = (i, X E). (84) 

We have thus obtained two independent field distributions with 
cylindrical equiphase surfaces. We shall refer to these as cylindrical 
modes of free-space propagation. The first field, Case a, can arise from 
a linear distribution of electric current along the z-axis and will be spoken 
of as a field of the electric type; Case b can be associated with a linear 
distribution of magnetic current along the z-axis and is correspondingly 
referred to as a field of the magnetic type. These are the simplest cylin- 
drical modes of free-space propagation. A treatment of the general 
theory of cylindrical waves will be fotmd in Stratton.' 

Isotropic Spherical Waves. — Next we shall consider the isotropic 
spherical wave with equiphase surfaces that are concentric spheres and 
field amplitudes that are constant in magnitude over each equiphase 
surface. 

The spherical coordinates r, d, and <l>, illustrated in Fig. 3-3, arc 

appropriate for this discussion. With the spherical coordinates are 
associated a set of orthogonal unit vectors ir, ie, i* at each point in space, 
in the directions of increasing r, B, and <!> respectively. 

Let the center of the family of equiphase spheres be at the origin (,f 
the coordinate system. An attempt to construct a field that is a func- 
tion of r alone, as in the case of cylind ical waves, will fail. For example, 
suppose that we try to construct a field in which the field vectors have 
only the components 

E = E{r)ie, j (g5^ 
'J. A. Stratton. Klectiomagnelic Theory, MctJraw-lIill, Xpw ^ ork, 1941, C'hap 
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It will be seen that there is an essential ambiguity in the directions of these 
vectors at all points for which 0 = 0 or tt. The ambiguity can be ren- 
dered trivial only by making the magnitudes of the fields vanish for 
e = 0 and it; the field can then be independent of 8 only if it vanishes 
identically. 

The isotropic spherical wave is, in general, a possible waveform only 

for scalar fields such as are encountered in acoustics. However, it is 
often useful for reference and comparison with electromagnetic waves. 



Fig. 3-3. — Spherical coordinates. 

Accordingly we shall note briefly the spherically symmetrical solutions 
of the scalar Helmholtz equation [Eq. (61)]. In spherical coordinates, 
the Laplacian is 



V2 = i 1 (r^ I) + -J— A ("sin e + — L_ il. 
1-2 dr \ dr)^ sin 8 68 V 98/ ^ sm^ 8 d<t>^ 

When ^ is a function of r only, the Helmholtz equation becomes 



(86) 



dr 

It is readily verified that 



1 ^ ^,2.g^ + fc2^ = 0. (87) 



g-)lT 

r 



(88) 



are solutions of this equation. The solution multiplied by the time 

factor e'"', represents a wave diverging from a source at the origin, while 
represents a spherical wave converging to a point focus at the 

origin. 
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3-8. General Solution of the Field Equations in Terms of the Sources, 
for a Time-periodic Field. — The plane and cylindrical waves discussed in 
the preceding section are solutions of the homogeneous field equations 
which apply in regions of space free from charge and current distributions. 
In deriving the form of these fields, no attention was paid to their ulti- 
mate sources, which lay outside the domain of validity of the solution. 
Our present task is the more exacting one of determining what fields 

will arise from a, prescribed set of 
sources in a homogeneous medium. 
For reference the complete set of 
field equations is repeated here. 
Magnetic charge and current distri- 
butions are included for later use. 

(3 -320) 
(3-326) 

(3-32c) 

(3-32d) 

(3-320 
(3-32/) 




V X E -H joifiH. 


= -J. 


V X H - jutE 


= J. 


V-H 


_ Pm 




M ' 


V-E 


^ P 

e 


V • J -f- jup 


= 0, 


V • Jm + juPm 


= 0, 



Fig. 3-4. — Notation for Green's theorem. 

also the pair of vector Helmholtz equations, 

V X V X E - fc^E = -jcomJ - V X J„, 
T X T X H - A;2H = -jwfj„ -1- V x J. 



(89) 
(90) 



The integration of these equations is l)a,sed on a vector Green's 
theorem:^ Consider the region V, illustrated in Fig. 3-4, bounded by the 
surfaces Si, ... , S„. Let F and G be two vector functions of position 
in this region, each continuous and having continuous first and second 
derivatives everywhere within V and on the boundary siirfaces. Then, 
if n is the unit vector normal to a bounding surface, directed into the 
region V, 



(F-VxVxG-G'VxVxF)dy 



S,-f SiH +S„ 



(G X r X F - F X V X G) ■ n rf;S. (91) 



As indicated, the surface integral extends over all boundary surfaces. 

Let us suppose that there exists in a volume F, such as that consid- 
ered above, an electromagnetic field such that E and H meet the condi- 

' The procedure adopted here is due to J. A. Stratton and L. J. Chu, Phys. Rev., 
66, 99 (1939). A proof of the Green's theorem is given in this paper. 
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tions of continuity required of the vector function F of the Green's 
theorem. We shall now see, with the aid of this theorem, how one can 
express the field at an arbitrary point P in tiie volume V in terms of the 
field sources within this volume and the values of the field itself over the 
boundaries of the region. 

We define the vector function of position 



where r is the distance from to any other point in the rnsion and a is 
an arbitrary but otherwise constant vector. This will satisfy the con- 
tinuity conditions reijuired of the function G in the Green's theorem, 
everywhere, except at P, where it has a singularity. Accordingly, we 
surround P by a sphere 2 of radius ro and consider that portion V of V 
which is hounded by the surfaces ^i, . . . , Sn and in this restricted 
region, G as defined by l^q. (92) and F = E of the electromagnetic field 
satisfy the conditions required for application of the Green's theorem. 
We have then 



As the first step in the manipulation of this cciuation, we shall trans- 
form the volume integral involving the electric field into an cciuivalent 
integral involving only the field sources. Inti-oduetion of the vector 
into the vector identity [Eq. (50)] and use of the facts that ^ satisfies 
the scalar Helmholtz eciuation and a is a constant vector will suffice to 
show that 




a = ipa, 



(92) 




(^a - VxTxE — E-VxVx i^a) (/;; 




(E X V X lAa - iZ-a X V X E) • n (93) 



V X V X iZ-a = V(a • Ttp) + L^a.. 



(94) 



Taking this in conjiuiction with (89), we obtain 



i^'a-VxVxE — E-VxVx^a = a- ( -jumJi/' — x J,„) 



- E ■ T(a ■ V^). (9.5) 



A few additional transformations are necessary: 



E • V(a • Vi^) 



V • lE(a ■ V^)] - (a • T^)V • E 

V • [E(a • Vi/-)] - ^ a • V^, 



(9C.) 



and 



^('V X J, 



V X J,„^ + J„, X v-^. 



(97) 
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By use of these, I']q. (93) can be given the desired form: 

= / [(E X V X vi-a) • n - X V X E) . n] dS. (98) 

Js ■ 



We can now bring each term in Eq. (98) into the form of a scalar 
product with the vector a and then completely eliminate this vector 
from the problem. The second and third volume integrals can be trans- 
formed into surface integrals : 

a- / V xypj„dv = -Si- ^PaxJ„dS, (99) 

/ V ■ [E(a • V^)] dy = - / (n • E) (a • V^) 

= -a • / (n • E) V4,dS. (100) 

J. <?,+ ■•• +1 

To the surface integrals on the right-hand side of Eq. (98) we apply the 
following transformations: 

[E X (V X H)] • n = [E X (Vi^ X a)] ■ n = [(n x E) x • a, (101) 
^(a X V X E) • n = x H) ■ n - \t(a x J„) • n 

= jcoM^a ■ (n X H) -f V-a • (n X J„). (102) 

Collecting these results, we obtain finally 
a • {^u>v^4'J + X W — J dv 

= a • / [-jwii^in X H) (n X E) X -f- (n • E) V^] dS. (103) 

Since Eq. (103) must hold for every vector a, the integrals themselves 
must be equal. That is, 

j [ -iajM-Z-Cn X H) + (n X E) X Vi// -I- (n • E) Vyl>\ dS 

= i ( jwfi^J + J,» X V;// - - Vi// ) (Zu - / [-ju)M'/'(n X H) 

Jv \ e / Js,+ ...+s.. 

+ (n X E) X V,^ + (n • E) V./^] dS, (104) 

where for convenience ^ve have split off the integral over the sphere X. 
In the limit as S shrinks down on P, this integral will depend only on the 
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field lit P. Thus we }iave a relation between the field at P and a volume 
integral over the sources of the field, plus surface integrals involving the 
field itself. 

Next let us consider the integral over 2. On the surface of this 
sphere we have 



The normal n is directed along the radius out from P. Let dQ be the 
solid angle subtended at P by an element of surface dS on Z; the surface 
integral can then be written 

j []dS = - jVoe-'*'" j Mn x H) + k[{n x E) x n + (n • E)ii]l dSl 

— e-'*'-" j [(n X E) X n + (n • E)n] dii 

= -j4xrne-*'-« (uAtn x H + A;E) - 4ire-'*'-»E, (106) 

where the overline denotes the mean value of the function over the sur- 
face of the sphere. If now we let the sphere shrink to zero, the term 
containing n vanishes because by hypothesis the fieid vectors are finite 
in the neighborhood of P. At the same time E approaches Ep, the value 
of the field vector at P. Thus 

lim / \]dS = -4irEp. (107) 

ro->0 J 2 

In this limit the region V comes to include the whole of the region V, 
and Eq. (104) becomes 

Ep = - 4^y^ (j'-'f'PJ + J„. X - ^ Vi^^ dv 
+ ~ / [-jW^(n X H) + (n X E) X V,^ + (n • E) V^] dS. 

J Si + Si+...+S. 

(108) 

The analysis follows the same course for the magnetic vector H, with 
the corresponding result: 

Hp = - (jo,e4'U - J XV^I^ - ^V^'^dv 

+ ^ / [jc^ei-a X E)^ + (n X H) x V,/- + (n • H) V^] dS. (109) 

41" J s,-t .s,, 

The fields at the observation point P have thus lieen expressed as the 
sum of contributions from the sources distributed through the region T' 
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and from fields existing on the bounding surfaces. These latter surface 
integrals represent contributions to the field from sources lying outside V; 
specifically, the surface integral over a surface Si enclosing an exterior 
volume Vi represents the effect of sources within F,-. 

Each of the three terms in the surface integral can be correlated with 
a corresponding term in the volume integral according to the way in 
which the function 

f = -y- (110) 

is involved. In Eq. (108), for example, (n x H), (n x E), and (n • E) 
enter the surface integral exactly as the electric-current density J, mag- 
netic-current density J,„, and the charge density p, respectively, enter the 
volume integral; a similar correspondence will be observed in Eq. (109). 
Thus the effects of sources lying in an exterior region F,, bounded by 
the surface Si, are represented formally as arising from a surface distribu- 
tion of charges and currents on the boundary Si, with surface densities 



K = (n X H), 
K„ = -(n xE), 
, = 6(n ■ E), 
ij„ = ix{a • H), 



(111) 



E and H being the fields existing over that surface. 

3'9. Field Due to Sources in an Unbounded Region.- -We have now to 
consider the case in which the region V is unbounded and the sources 
of the field are confined to a region of finite extent. There is then only 

one boundary surface S„, which we shall at first take to be a sphere of 
large radius R about the point P, enclosing all sources of the field. Equa- 
tions (108) and (109) then reduce to a single surface integral over this 
large sphere S(R). 

Let Ri be a unit vector directed out along the radius of this sphere; 
that is, let Ri = — n. On introduction of this vector and the expHcit 
form of ^, the stn-face integral of Flq. (108) becomes 

j f [-jmHn X H) -f (n X E) xVyp+ (n-E) V^] dS 

= ^ f^^^^ j;W(Ri X H) - (jk + [R^ X (Ri X E) 
- (R. . E)R,] ) ,S = A f^^^^ [(R, , H) + e] 
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If we now let the radius R become infinite, the surface of the sphere 
increases as R^. The surface integral will vanish as /2 — + « if the fields 
satisfy the conditions 

lira RE is finite, (113o) 

R-XK 



Urn |^(R, xH) + 



0. (113b) 



In the case of PJq. (109), the surface integral will vanish if 

lim is finite, (113c) 



lim R \(^ ' (Ri X E) - h1 = 0. (l]3ci!) 
R->« LV/ J 



Conditions (llSo) and (113c) require that at large distances from the 
sources, the magnitudes of the field vectors decrease at least as rapidly 
as R~K Conditions (1136) and (113d), the so-called "radiation condi- 
tions," ensure that all radiation across the bounding sphere consist of 
waves diverging to infinity. This may be seen as follows: Taking the 
scalar product of Eq. (113b) with Ri, we obtain 

lim (RE) • Ri = 0. (114) 

The component of E in the direction Ri thus diminishes more rapidly 
than we may say that E is perpendicular to Ri, to terms of the order 
of On the other hand, Eq. (113d) states that 

lim KH = (-Y (Ri X ER). (115) 

It follows that to terms of the order of R~^, H is perpendicular to both 
E and Ri and E and H are related in the same manner as in a plane wave 

progressing away from the center of the sphere S{R). 

If (as will be shown in Sec. 3-11 to be the case) the fields arising from 
sources confined to a finite region of space satisfy Eqs. (113) at infinity, 
then the surface integrals over the infinite spheres vanish and the field 
vectors in the unbounded region are given by 

= - i /. - J X ^ (^') - 7 ^ ("r)] 

The fields are expressed here entirely in terms of the sources. 

These fields can be expressed in terms of the current distributions 
alone by use of the eqiiations of continuity [Eqs. (32e) and (32/)], which 
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relate the charge densities to the current distributions. Thus Eq. (llGo) 
becomes 



dv. (117) 



Let i„ a = 1, 2, 3 be unit vectors in the x-, y-, and «-directions, respec- 
tively. Then 

a 
a 

Now 

[ v.(jA.€!^)dv^- [ n.jA!:!!:)rfs = 0 (119) 

as soon as R is taken so large that S{R) lies outside the region to which the 
current distribution is confined. It follows that the first terms on the 
right of Eq. (1 186) contribute nothing to the integral in Eq. (117). Thus 
we obtain 

Ep = - ^~ [(J • V) V + k^J - jWJ„ X V] dv. (120) 
Similarly, for the magnetic field we obtain 

H, = - -r^ I [Jm • V)V + k'U + J'-'i^] X V] — dv. (121) 

3- 10. Field in a Region Bounded by Surfaces of Infinitely Conductive 
Media. — A second case of importance is that in which the region V is 
bounded by surfaces Si which are the surfaces of bodies of infinite con- 
ductivity and by the surface >S„ at infinity. We again assume that the 
fields at infinity satisfy the condition of Eq. (113). The integrals over 
<S„ in Eqs. (108) and (109) then vanish, and we have to consider only the 
integrals over the surfaces of the conductors. At the surface of an 
infinitely conducting body the boundary conditions of Sec. 3-3 are 

n X E = 0, 




r] and K being the surface distributions of electric charge and current 
Thus Eqs. (108) and (109) become 
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It will be observed that the expressions for the fields due to surface 
currents and charges could have been obtained from the volume integrals 
as limiting forms, on considering that the volume distribution passes 
into a surface-layer distribution. 

The results of this section will form the basis for the general theory 
of reflectors to be developed in Chap. 5. 

3'11. The Far-zone Fields. — ^Let us now return to the case of the 
unbounded region and examine in more detail the relations between the 
field solutions 

Hp = - ji— I [(J„ • V)V + k^J„ + jionj X V] — dv (3-121) 

and the radiation conditions developed in Sec. 3-9. 

These solutions are based on the assumption that the sources are 
confined to a finite region of space. Let us choose an origin in the neigh- 
borhood of these sources, and let p be the vector from the origin to the 
source element at the point x, y, z (Pig. 3-5). The vector from the origin 
to the field point P we shall write as /^Ri, Ri being a unit vector; similarly, 
rri will be the vector from the source element to the point P. 

In the integrands of Eqs. (120) and (121), the operator V acts on the 
coordinates of the source element, whereas the point P is treated as a 
fixed origin. For example, 

^('^) = + (125) 
[-fcHjTOr: + ^^jfc + ^) (J-rOri 

Thus the integrands in these equations are power series in r~^; for the 



- - V + J„ X V ) — 
€ / r 



and 

(j.v)v(^')^ 
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first-degree terms in Eq. (120) we have 



dv. 



In evaluating these integrals we must take into account the variation of 
r and of the unit vector ri with the position of the source element. 

In general this oiTers serious diffi- 
culties, but simplifications can be 
effected if the field point is at a 
very great distance from the cur- 
rent distribution and the origin. 
First, the angle between the vec- 
tors ii and Ri, which decreases 
with J?~\ can be neglected ; r j can 
be replaced by Ri in the integrals. 
Next, the factor r~' in the inte- 
grand can be replaced by the con- 
stant R~\ from which it differs by 
the terms of the second order in 
R~'^. The variation of r cannot 
be neglected wholly in the phase 
factor. Here, making use of the 
fact that ri and Ri are eifectively 
parallel, we write 

r = R - g-B.1. (127) 

With these approximations, Eqs. (120) and (121) take on forms valid 
for the far-zone fields: 

+ o(~^, (128) 




Fig. 3'5. — On the far-zone field: (o) arbi- 
trary field point P; (6) simplifying relation- 
ships for a point in the far zone. 



and 



Hp= - .^e- 



4irR 



(Jm ■ R,)R. 



^ J X Ri j e'*e R' dv 

+ 0(i,). (129) 



The calculation of the terms of order R~^ is tedious but straightforward 
and will be left to the reader. 

The integrals in Eqs. (128) and (129) are independent of r. Thus it 
is evident that REp and RHp remain finite as i? — » <» , as required by 
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the boundary conditions [Eqs. (113a) and (113c)]. It is further evident 

that the field vectors are transverse to the unit vector Ri ; the J term in 
the integrand has a component in the direction of Ri, but this is always 
canceled by subtraction of the second term (J • Ri)Ri. A simple cal- 
culation shows that the radiation conditions [Eqs. (113&) and (113d)] 
are satisfied; for example, 

Ri X H + E = 1^ { -ico6(Ri X J„) + ia>(M£)!-Ri X (J X Ri) 

- MepL)'''' [J - (J • Ri)Ri] - io,£(J„ X Ri) ) e+''9-^' dv = 0. (130) 

Thus, E and H are related as in a plane wave, being mutually perpendicular 
and in a plane normal to Ri. 

We must now examine the integrals of Eqs. (128) and (129) in a little 
more detail. We introduce the system of spherical coordinates R, 6, 
<i>, defined in Fig. 3 5, with polar axis along the 2-axis. Let is andi^ 
be unit vectors having the directions of increasing 6 and <p at the point 
P ; Ri is, of course, the unit vector in the radial direction. In terms of 
Cartesian components 

g = xu-\- yiy + zi,, (131) 

Ri = sin e cos 4>u + sin 6 sin </>ij, + cos 0ii; (132) 

thus 

p • Ri = (a; cos </> + 2/ sin0) sin 9 + z cos d. (133) 

The components of the electric field vector along i« and are easily 
found to be 



and 

_ _ ia,M 



= - ^e-''«Fi(e,0) (134a) 



= - ^^e-i'"^Fi{B,4>). (1346) 



As indicated, the integrals are functions of only the angular coordinates 
B and <t>. The components of the electric field and the resultant far- 
field vector have the form to be expected for a source located at the 
origin. However, the far field is only a quasi-point-source field; the 
equiphase surfaces are not the family of spheres of constant R because 
the space factors Fi and are in general complex. This is to be expected 
because the choice of origin was purely arbitrary. 
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The point-source character of the far field becomes more evident on 
considering the power flow in the far zone. The Poynting vector is 

S = ^ Re (E X H*) = ^ ^0^' Re [E x (R. x E*)] 

i\Ee\' + \E^m, (135) 



or 



where 



ne,<t>) = \Fi{e,,f>)]^ + \Fi{e,4>)\'. (137) 

The power flow is radially outward from the origin, with an intensity of 
flow that falls off with the square of R and depends also upon 0 and<^; 
with respect to power flow the current distribution is, in effect, a directive 
point source at the origin. 

In discussing the power flow it is convenient to use, instead of the 
Poynting vector, the power P{6,4>) radiated per unit solid angle in the 
direction B, 4>. This is given by 

P((?,0) = R'\S\ = ^(e,<t,), (138) 

whiph is independent of the radial distance R. The angular distribution 
of the power flow may be represented graphically by a three-dimensional 
plot in spherical coordinates, in which the angular coordinates 6 and <t) 
are those of the direction of observation and the radial coordinate is 
proportional to P{d,<f). It is customary to normalize the maximum of 
the power pattern to unity. The resulting figure is spoken of as the 
"polar diagram" or "radiation pattern" of the current distribution. 

The power distribution is also specified in terms of a gain function 
G{6,<j>) with respect to an isotropic radiator, as defined in Chap. 1-; in 
terms of P(8,<l>) we have 

P{e,<i>) 



^ r r 

*»• Jo Jo 



P(fl,«) sin ed8d4> 



(139) 



*(e,0) sin e de d<l> 



The maximum value of the gain function is termed the "absolute gain." 
In design specifications this is generally quoted in decibels above the gain 
of an isotropic radiator (which is unity) : 

Gain in db = 10 logn, [0(9,*)],^. (140) 
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3-12. Polarization. — In the preceding section we have considered the 
separate components Ee and of the electric field vector in the far zone; 
we have now to note some properties of the resultant field vector. 

The factors Fi(d,<t>) and F2{e,<t>) in the expressions for Eo and E^ are 
in general complex quantities, which we may write thus: 



Fi{e,4,) 

F2{e,4>) 



Ai(9,<!i.)e-''i"(».*>, 



(141a) 
(141b) 



Here the A's and 7's are real, and 71 and 72 are in general not equal. 
The vector Ep is thus the resu'tant of a pair of time-periodic vectors 
E^e and E^^ at right angles to each other, with relative amplitude and 




cost 




(6) 



(0 



(a) 



Fig. 3'6. — Elliptical polarization: (a) orientiition of the ellipse; (ft) right-handed polariza- 
tion; (c) left-handed polarization, with direction of propagation toward the reader. 

phase which vary with 8 and <l>. This resultant vector Ep simultane- 
ously rotates in space and varies in magnitude in such a way that its 
terminal point describes an ellipse; the radiation field is elliptically 
polarized. To show this we note that the real parts of £96+'"' and 
E^e'"', as given by Eq. (134), are the real Ee- and i?^-components of the 
electric field. These become, on use of Eqs. (141), 

Ee = "^4^^^'*^^ sin (ccl - kR - 71) = ae sin (a>« - kR - 71), (142a) 
E^ = "^^^^'''^ sin (at - kR - 72) = sin (ut - kR - yi - d), (142b) 

where 5 = 72 — 71 is the phase of E^ with respect to Ee. Expanding 
the sine term in E,f, and eliminating the terms involving at — kR — 71, 
we obtain a relation between 2?* and Ee that holds at all times: 



Eg , El - , Ee E^ • 9 c 

-^H ^ — 2 cos 5 = sm^ S. 

ai ail, ae 



(143) 



This is the equation of an ellipse traced out by the terminus of the 
vector Ep. The relation of the ellipse to the component vectors is shown 
in Fig. 3-6. The sense of polarization is defined for an observer watching 
the oncoming wave: The polarization is termed "right-handed" or "left- 
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T 
< 

1; 



+9 



handed" according as the terminus of the vector Ep traces out the ellipse 
in the clockwise or counterclockwise sense, respectively. 

If the phase difference S is an odd multiple of 7r/2 and the amplitudes 
are equal, the ellipse becomes a circle; right-handed and left-handed 
circular polarization are defined in the same manner as for elliptical 
polarization. If the phase 5 is an integral multiple of ir, the ellipse degen- 
erates into a straight line traced out by a linearly polarized resultant. 

As 8 and <t> are varied, both S{9,<i>) and will vary; the polariza- 

tion of the radiation from an extended source may change from linear 
to elliptical to circular and back again as one changes the direction of the 
observation. 

3'13. The Electric Dipole. — In the preceding sections we have seen 
2 how a radiation field arises from a 

distribution of time-varying currents. 
We now turn to a discu'ssion of some 
I special idealized current distribu- 
l tions and their associated electromag- 
I netic fields, leaving aside the question 
of their physical realizability. 
* ^ , ^j^. The most elementary form of 

o ^ 1 . J- 1 , s idealized radiator is the oscillating 

Fig. 3'7. — The electric dipole: W . 
mathematical dipole; (b) antenna repre- electriC dipole (Fig. 3-7). A dipole 

sentation of a dipole, I < < \. consists mathematically of a pair of 

equal and opposite charges, each of magnitude q, separated by an infi- 
nitesimal distance d. If the ve('t()r 6 is directed from —q to +q, the 
dipole moment of the dipole is defined to be the vector 

p = 55. (144) 

An antenna equivalent to a dipole is shown in Fig. 3-7. It consists 
of thin wires terminated in small spheres, the over-all dimensions of the 
structure being very small compared with a wavelength. The spheres 
form the capacitive element of the structure, and the charge at any 
instant can be considered to be localized on them. If the antenna is 
energized by a harmonic emf applied across the gap at the center, the 
charges on the spheres are given by 

q = ?oe""; ' (145) 

the magnitude of the dipole moment of the antenna is 

p = qole'"' = pae'"', (I4fi) 

with amplitude 

Po = qol- 

Since I « X, the current at any instant may be taken to be the same at 
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all points along the wings of the antenna. The current / is related to 
the charge 5 by 7 = dq/dt = jwq and to the magnitude of the dipole 
moment by 

V = |- (147) 

The electromagnetic field set up by a dipole is best described in 
spherical coordinates with the origin at the center and the polar axis 
along the axis of the dipole (Fig. 3-8). The derivation of the field will 
be found in any text on electromagnetic theory;' we shall simply state 
the results: 



1 /i , jk . , 



(148a) 



(1486) 



(148c) 



As a consequence of the axial symmetry of the radiator, the field is inde- 
pendent of <t>. It can be resolved into three partial fields according to 

the dependence on r: (1) the 
"static field" varying inversely 
with r', (2) the "induction field" 
varying inversely with r^, and (3) 
the "radiation field" varying in- 
versely with r. The static field 
is, in fact, that which would be 
computed for a static dipole with 
fixed moment poe'*"'~*'\ The in- 
duction field is the quasi-station- 
ary-state field commonly observed 
in the neighborhood of circuit ele- 
ments at low frequencies; the 
magnetic component of the induc- 
tion field is that which would be 




-Field of an electric dipole oriented 
along the 2-axis. 



calculated on the basis of the Biot-Savart law for stationary currents. 
At small distances from the dipole the static and induction fields predom- 
inate. At a distance. 



X 

2^' 



the radiation field becomes the leading term, and at sufficiently large 
distances the static and induction fields become negligible relative to 

' For example, .1. A. Straiten, Eleclromagnelic Theory, McGraw-Hill, New York, 
1941, Chap. VIII. 
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the radiation field. However, It is only at distances much greater than 
r = X/27r that one can entirely neglect the static and induction fields. 

The radiation field represents a flow of energy away from the dipole. 
There is no corresponding energy loss in the static and induction fields; 
the energy associated with these fields pulsates periodically back and forth 
between space and the antenna and its associated circuit just as do the 
energies in capacitances and inductances at low frequencies. The far- 
field Poynting vector computed by Eq. (43) arises entirely from the r~' 




terms in the fields. It is 

„ oik^ , sin' 9 . 



(149) 



Of 
Fio. 



120° 



130° 



140» 



180O 



3-9. — Meridional polar diagram of the 
power pattern of an electric dipole. 



where ir is the unit vector in the 
outward radial direction. 

The dipole is a true point 
source because the equiphase sur- 
faces are spheres with, centers at 
the origin; it is directive because 
the intensity of the field varies 
with the direction of observation. 
The power pattern of the dipole is 
independent of azimuth <t> and is 
sufficiently represented by a cut 
in any one meridian plane, like 
that shown in Fig. 3-9. In design 
characterize such cuts in the 



specifications it is customary to 
three-dimensional polar diagram by two widths if they exist: (1) the 
"half-power width" 0, which is the full angle in that cut between 
the two directions in which the power radiated is one-half the maximum 
value, and (2) the "tenth-power width" 0 (tV), the angle between the 
directions in which the power radiated is one-tenth of the maximum. 
These widths for the meridional polar diagram of an electric dipole are 

0 = 90^ 
0(tV) = 146°. 

Since the pattern is uniform in azimuth, the polar diagram in a cut taken 
normally to the dipole axis is a circle. The gain function of the dipole 
[Eq. (139)] is 

<?(«,«) = I sin' e, (150) 

and the absolute gain is 



(7m =(!) = ! -76 db. 



(151) 
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The impedance presented by the dipole to its feed line consists of a 
resistive component and a reactive component. We shall here consider 
only the resistive component, which corresponds to the power dissi- 
pated by the dipole. There are two elements in the power dissipation : (1) 
ohmic losses in the conductors of the dipole structure and (2) power 
radiated to space. In the idealized case, to which we restrict ourselves, 
the dipole consists of perfectly conducting elements. There is then only 
radiation loss to consider; the resistive component of the impedance is its 
radiation resistance. Let P be the average power radiated per unit time. 
The radiation resistance Rr is defined by 

P = l\h\'Rr, (152) 

where 7o is the maximum value of the current. The radiated power P 
is computed by integrating the Poynting vector [Eq. (149)] over a com- 
plete sphere. By use of Eqs. (147) and (152) the radiation resistance is 
then found to be 

3- 14. The Magnetic Dipole. — The magnetic counterpart of the electric 
dipole antenna is a current loop with radius 
small compared with the wavelcTiglh (Fig. 
3'10). Such a current loop is equivalent to a 
magnetic dipole along the axis normal to the 
plane of the loop; this axis has been taken to 
be the ?-axis in the figure. If / is the current 
in the loop and A is a vector normal to the 
loop, with magnitude equal to its area, the 
magnetic moment at any instant is 

_ J. , _ Fig. 3-10. — Magnetic di- 

^ ~ (1^4) pole antenna L current loop and 

equivalent magnetic dipole. 

If 7o is the amplitude of the time-periodic cur- 
rent and mo the corresponding amplitude of the magnetic moment, the 
magnitude of the magnetic moment is given by 

m = laAe'"' = moe^'. (155) 

The direction of the dipole in relation to the direction of the current is 
shown in Fig. 3-10. 

The field of the magnetic d oole, like that of the electric dipole, is 
most conveniently described in spherical coordinates. The field com- 
ponents are 

^* = £ (r) ^ (r ~ kr^ '''' ^ mc^'*"'-*'', (156a) 
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+ ) cose Tnoe''"'- 



+ 



-7) 



(156&) 

(156c) 



As with the electric dipole, the field is independent of the azimuth 
angle ip. Comparison of Eqs. (156) with the electric dipole field [Eqs. 
(148)1 will show that the roles of E and H are interchanged. With minor 
revisions required by this interchange, the discussion of the electric 
dipole as a directive point source can be caii-ied o\ er to the magnetic 
dipole. The power patterns are identical, and the absolute gain of the 
magnetic dipole, like that of the electric dipole, is 1.70 db. The radiation 
resistance of the loop is found to be 



(157) 



The reader should note that the far-zone fields of the electric and 
magnetic dipoles show the general properties mentioned in >Ser, 3-11. 
In particular, he should note that in the far zone (and there only) 



xE); 



(158) 



E and H are mutually perpendicular and lie in a plane transverse to the 

direction of propagation. 

3-15. The Far-zone Fields of Line- 
current Distributions. — We shall next 
comp\itG the far-zone fields due to a time- 
periodic current in a thin straight wire 
extending along the a-axis from z = —1/2 
to z = -|-//2, that is, along the polar axis 
of the r, 8, 4> coordinate s\stera. We 
shall allow the length of the wire to be 
comparable to a wavelength or even equal 
to a number of wavelengths. The phase 
differences between the currents at sepa- 
rated points on the wire will then lie sig- 
nificant, and we shall need to consider the 
current to be a function of position along the wire: 

I = 7(z)(?'"'i„ (159) 

Since the properties of the field in the far zone are those of a plane 
wave, it will be sufficient to calculate the electric field iTiteusity. In 
Eqs. (134) we can first of all discard the magnet ic-ciUTcnt density J,„. 




Fig. 3'11. — l-'iir-zont' field of ;i line 
current distribution. 
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We note further that J • is zero ; consequently, 

= 0. (160) 

By Eq. (133), with a; = «/ = 0, p • Ri is simply e cos 9, and the volume 
integral for Ee degenerates into a line integral: 

= - T^e-'"" \ I{z)i,-ite''"-^»dz, (161a) 

tlCtt J -1/2 

or 

ri/2 

4irK J -1/2 
= |^e-'*«F(e). (1616) 



/(«) sine e'*' 



(As usual, the time factor e>"' is understood implicitly.) 

Again, because of the axial symmetry of the radiator, the field is 
independent of the azimuth angle </>. As with an electric dipole, the 
electric-field vector lies in the meridian plane; the magnetic-field vector 
is at right angles to this, parallel to i^,. The function F{d), knoAvn as the 
"form factor" of the field pattern, will in general be complex; the equi- 
phase surfaces are not spheres of constant A'. 

The integral expression in Eq. (161b) admits of an interesting inter- 
pretation. On comparing the integrand with the far field of an electric 
dipole [Eq. (148)] it will be noted that the integral can be interpreted 
as a sum of the fields of a distribution of dipoles along the wire, the dipole 
moment dp associated with the element of conductor dz at the point z 
(Fig. 3-11) being given by 

dp ^ l^I{z)d2U. (162) 

In superposing the component fields at the field point one must, of course, 
take account of the phase differences between the contributions from 
different dipole elements, due to the differences in path length to the 
field point. If A is the path difference between two elements, the phase 
difl'erence is 2irA/X = kA. Taking the origin as a reference point for 
path length, the path difference corresponding to a point z on the wire 
is A(a) = z cos B; hence the phase factor eJ''™'» in the integrand. It will 
be noted that Eq. (162) is essentially the relation between the current 
and dipole moment set down in Eq. (147). 

The precise form of the current function I(z) can be controlled by 
changing the point at which the driving voltage is applied to the wire 
and the way in which the wire is terminated. We shall now consider 
the case in which the wire is driven at the center, for example, by a 
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parallel-wire line feeding across a small gap at the origin, and there is 
no load at the ends of the wire. In this case the current is necessarily 
zero at the ends of the wire; its distribution along the wire can always 
be expressed as a sum of standing waves, each of which vanishes at the 
ends. Such standing waves have the form 

Tmiz) = /o(m) cos^^i m = 1, 3, 5, • • • , 
/„,(z) = Io{m) sin m = 2, i, 6, ■ ■ • , 

where Io{m.) is the value of the current at a current antinode. In general 
the current vnM consist of a superposition of standing waves. It will, 
however, consist of a single standing wave if I = m\/2; this is the case 
which we shall treat. Substituting the corresponding /(g) into Eq. (I61b), 
one finds with little difficulty 

')] 



ni = 1, 3, 5, • • ■ , (164a) 

')] 

J 

m = 2, 4, • • • . (1646) 

The term "form factor" is here applied to the terms in brackets. The 
surfaces of constant R are cquiphase surfaces; the far-zone field of a 
standing-wave current is that of a true point source at the center of the 
current distribution. The field intensity in the eq\iatorial plane 8 = 7r/2 
is zero when ?n is an even integer because the current distribution is 
antisymmetrical with respect to the origin ; the contributions to the field 
from current elements at +z and — z are 180° out of phase at points in the 
equatorial plane and there annul each otlier. 

3-16. The "Half-wave Dipole." — The most important line-current 
distribution in microwave antenna theory is that with I = X/2. This is 
usually called the "half-wave dipole" — a mi.snomer due, perhaps, to its 
diminutive structure at microwave frequencies and here retained because 
of its convenience. On setting in = 1 in Eq. (lC4a) we obtain the field 
pattern of this radiator; 
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The corresponding power pattern is 
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(166) 



The pattern differs only slightly from that of the electric dipole; it is 
uniform in azimuth and has its single maximum in the equatorial plane. 
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Fig. 3'12. — The half-wave dipole: (a) current distribution along the wire; (6) meridional 
polar diagram compared with that of the electric dipole: — ^ dipole, — infinitesimal 
dipole. 

Figure 3-12 shows the meridional polar diagram in comparison with that 
of the dipole. The gain of the half-wave dipole is 



= (1.65) = 2.17 db. 



(167) 



The slight increase in directivity over that of the electric dipole arises 
from the fact that at points off the equatorial plane there is partial 
destructive interference between contributions from different portions 
of the wire, which lie at different distances from the point of observation; 
this leaves the radiation in the equatorial plane relatively stronger. 

3-17. Superposition of Fields. — We shall often have occasion to deal 
with sources that consist of a number of separate current distributions. 
As long as the total system is confined to a finite region of space — the 
only practical case — this problem is in principle covered adequately by 
the general theory of Sees. 3-9 to 3-11. It will, however, be useful to 
reconsider it from the point of view of the superposition principle stated 
>n Sec. 3-2. The total field is the sum of the component fields due to 
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each component ciirrent system. We shall confine our attention to the 
far-zone fields, existing at field points far removed from every source in 
the total system. 

The notation to be employed is illustrated in Fig. 3- 13. We choose 
an origin O mthin the neighborhood of the sources; a primary system 
of rectangular coordinates x, y, and z; and an associated spherical S3'stem 
r, 6, and <t>. The distance from the origin to the field point will, as before, 
be ; Ro is a unit vector in that direction. In connection with anj"^ of the 
component radiating systems, say the I'th, we use a secondary coordinate 



system, with axes parallel to those of the primar\' system and origin 0; 
within that source distribution at the vector position R, with respect to 
0. The polar coordinates of the field point P in this secondary coordi- 
nate system will be denoted by r,-, 6i, (pi. 

As in the general discussion of far-zone fields, we may consider all 
the OiP to be parallel to OP and all the 6{, <i>i to be equal to 6 and 4> respec- 
tively. Furthermore, the field due to the ith radiating system can be 
expressed in terms of an equivalent quasi-point source at Oi. That is, 
the component fields are, by Eqs. (134), 




X 



Ffo. 3-13. — Superposition of fields. 
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and 

= -^e--^'FM)- (1686) 

The total field is obtained by summing the component fields. We 
note, however, as in the discussion in Sec. 311, that we can replace 77' by 
R-\ with an error of the order of R^-; in the phase factors we can simi- 
larly write 

r< = 72 - Ro • Ri. (169) 
The total field is, therefore, given by 

£, = ^ = - e-"«ffi(fl,*), (170o) 

i 

where 

S,ie,,t>) = ^Fu(9,0)e'™"«', (1706) 

i 

= ^ = - e-i'"^t{e,4>), (171a) 

s 

Me,<l>) = ^ F,iie,<t,)ei'^'-^'. (1716) 

i 

The space factors STi and tFj are complex, and the discussion of polariza- 
tion in Sec. 312 applies without change. 

The problem is thus reduced to the superposition of quasi-point- 
source fields arising from sources 0; and described by the space factors Fu 
and F2i. The composition of the over-all space factors 5i and in 
terms of these and the phase differences arising from the relative positions 
of the sources is a procedure useful in many other fields — for example, 
the theory of X-ray diffraction. 

3-18. The Double-dipole System. — The radiation patterns of com- 
pound systems are usually more directive than the patterns of the 
component systems; destructive interference between the fields of the com- 
ponent systems takes place in certain directions, constructive interference 
in others, with the consequence that the total power density changes 
more rapidly with angle and reaches more extreme values than does the 
power density for any component system. 

An important compound system with wide application to microwave 



and 



where 
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antennas is obtained by superposing two half-wave dipoles. We shall 
here restrict ourselves to the case in which the dipole axes are parallel 
and the currents are of equal strength, though of arbitrary relative phase. 
We consider, then, two half-wave dipoles with centers at (0, —a/2, 0) 
and (0, a/2, 0) and axes parallel to the a-axis, carrying currents of ampli- 
tudes lo and loer'* (Fig- 3 14), Since neither source gives rise to an 























. t / 
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Via. 3-14.- — The double-dipole system. 

£^,^-component in the far field, the total field can have no such component. 

The space factors of the dipoles are alike, except for the current phase 
term e~'*. Combining Eqs. (165) and (1706), we find the resultant field: 



Eg 



COS I 



2TrR 

On making the substitutions 



sin 6 



Jg)i.Ro-Hi ^ g>(tRi)-Ri-*)J_ (172) 



Ro 



Ri = — 2 sin 6 sin 



Ro ' R2 



we obtain finally 



2 sin d sin <l>. 



tR 



COS 



(|cos.) 



sin 6 



(173) 



cos 



(^^sinesin<^-0 (174) 



This is a dipole field modified by the presence of the last factor. The 
spheres of constant R are the equiphase surfaces; at large R the field is 
that of a directive point source at the origin midway between the dipoles. 
The pattern is symmetrical in <t> about <t> = tr/2 and in 6 about 6 = ir/2; 
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that is, it is symmetrical with respect to the j/s-plane, which contains the 

dipoles, and the xy-plane, to which they are perpendicular. These 
planes of symmetry are known, respectively, as the principal .E-plane 
and the principal i?-plane of the radiation pattern. Since the pattern 
is a function of both 6 and 4>, a three-dimensional polar diagram is required 
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Fig. 315.- 
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-E- and ^-plane polar diagrams in the power pattern of the double-dipole 

system. 



for a complete presentation of its properties, However, in practice it is 
usually sufficient to consider the principal E- and ff-plane cuts. 

The details of the pattern depend on the precise values of o and ^. 
We shall here consider one special case, in which o = X/4, and ^ = x/2. 
The form factor is then (except for constant terms) 



£F(fl,0) 



; cos 



sin 8 



cos T (1 — sin sin 0) 



(175; 



The principal E- and i/-plane cuts of the power pattern (proportional to 
the square of the form factor) are shown in Fig. 3-15. Only a small 
fraction of the power is radiated in the hemisphere to the left of the 
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arz-plane; no power is radiated in the negative i/-direction ; maximum 
power in the positive ^/-direction. In the negative j^-direction the radia- 
tion from the dipole at «/ = +a/2 must travel a distance greater by a 
quarter wavelength than the radiation from y = —a/2 with resulting 
phase retardation of 90°. Since the current in the first dipole is 90° 
behind that in the other dipole, the fields from the two dipoles are 180° 
out of phase and annul each other. In the positive ?/-direction, the phase 
retardation in the field from the dipole a.ty = —a/2, due to the additional 
path length traversed, is just compen.sated by the 90° phase lead of the 
radiating current; the fields from the two dipoles are in phase and rein- 
force each other. Since each dipole has maximum field intensity in the 
xy-p\a,ae, this has the consequence that the maximum in the total field 
intensity lies in the +i/-direction. 

As a measure of the directivity of the power pattern, we may take the 
half- and tenth-power \\ddths of the polar diagram in each of the principal 
planes. These are designated by 0e and 0t(xV) for the £'-plane half- and 
tenth-power widths respectively; corresponding notation applies in the 
//-plane. For the system under consideration 

0^ = 76°, 0«=18O°, 1 , . 

SEi^) = 130°, 0«(A) = 252°. J ^""^ 

3'19. Regular Space Arrays. - The double-dipole system is the sim- 
plest possible example of an important class of directive systems: regular 
space arrays of similar radiators. Let us coii^idet' a syt^tom of current 
distributions, identical in structure but perhaps differing from one another 
in over-all ampUtude and phase. The radiating units need not be simple 
dipoles; they may be double-dipole systems or more complex current 
systems, but all must have the same orientation in space and be described 
by similar space factors and Fi{e,<t>), with respect to similarly 

situated origins O,-. Now let these radiating units and their origins 0, 
be arranged into a space array at the intersection points of a three- 
dimensional rectangular lattice (see Fig. 31G). Let ai, az, and as be 
the basis vectors of the lattice in the .r-, y-, and «-directions, respectively, 
and let the extents of the lattice in the.se directions be jViOj, A^jOi, and 
N^a^. Choosing one of the corner elements of this lattice as a reference 
point, we can specify the position of an arbitrary lattice point O,- by the 
relative-position vector 

Ri = w,ai -I- ?!2a2 -f- Jisas, (177) 

where «i, ni, and Ms are integers less than ')\: e(mal to N\, Ni, and .V3, 
respectively. We shall let the amplitude of the I'th system be .4„,„,„, 
and shall admit the possibility of a progressive phase delay in each of 
the three basis directions of the lattice: the phase of the zth radiating 
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(178) 



We need consider only the space factors CFi and defined in Eqs. (1706) 
and (1716). The space factors Fu and F^i are independent of i except for 



' i 1 I ' ! ' 




Fia. 3-16. — The space array. 

the constant multipliers 4„,„,„,e"'*»i"!«i. Accordingly, the space factors 
for the system as a whole are given by 



ffj(9,0) 



F,{e,4>)A(e,4>),\ 
f2(e,0)A(fl,*),j 



(179) 



where 



/Vi AT, AT, 



A.(e,*) = ^ ^ ^ ^•"•'■»> exp [i ^ n<(fcRo • ai - ^<) j. (180) 



ni — 0 n» "0 ni =0 



Here 



Ro • ai = Oi sin S cos <t> = OiWi, 
Ro ■ a: = as sin 8 sin <p = aiUt, 
Ro ■ as = at cos 8 = OaUg. 



(181a) 

(1816) 
(181c) 



The total space factor is thus a product of the space factor for a radiating 
unit by a lattice factor. The lattice factor, it will be noted, is itself the 
space factor of a fattice array of isotropic radiators with relative ampli- 
tudes A„,„j„, and relative phases ^mnm.- 

If the radiating units all have the same amplitude, say equal to unity, 
the sums in Eq. (180) can be evaluated. The term on the right becomes 
a product of three factors: 



A(e,0) = A.A,Aj, 



(182) 
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where 



Mi 



gjr^ilkOiUi—'f'i) 



This geometric series is easily summed. One finds 

Ni + 1 

Ac ' 



sin ^{ka^i — yj/i) 



The power pattern of the space array is proportional to 
and is consequently given by 

= Po{e,<t,)\m<t>)V 



(183) 



(184) 



(185) 



except for the multiplicative constants. The second factor is the product 
of three factors, 



sin {Ni + 1) 



V X 2) 



sm 



(i = 1, 2, 3), (186) 



each of the form sin Nx/sn x. Such a function has principal maxima 
at a; = /wr, h being an integer; if N is large, the maxima are very sharp, 
the function being only slightly different from zero between successive 
peaks. The composite lattice factor will then have its principal maxima 
only for those values of w, for which the three factors simultaneously 
achieve their maximum values, that is, when 



Ui = sm 6 cos 4> 



M2 = sin 6 sin 4> 



1*3 = cos 



(187a) 
(187?») 
(187c) 



ht, hi, hs being positive or negative integers. These conditions cannot 
be satisfied simultaneously by any choice of d and 0 for arbitrarily chosen 
hi, hi, hi] the possibility of simultaneously satisfying the three conditions 
is determined by the values of the phases and the lattice dimensions 
Oi/X. Except when Po{6,<t>) has a zero in direction $, <t> determined by 
the above conditions, the lattice space factor of a very large lattice deter- 
mines, essentially completely, the direction of the principal maxima in the 
total radiation pattern. 



CHAPTER 4 



WAVEFRONTS AND RAYS 



By S. Silver 

The preceding chapter dealt with radiation fields in their direct rela- 
tion to the sources. It was found that the field represents a flow of 
energy outward from the region of the sources; also it was demonstrated 
separately that the energy flow in a time-varying field is a wave phe- 
nomenon. We now turn our attention to the study of wave propagation 
and the associated energy flow, without direct reference to the sources. 
Several simple waveforms have already been discussed: plane, cylin- 
drical, and spherical waves. In each case the wave was described by a 
family of equiphase surfaces or wavefronts, and the propagation of the 
wave was visualized as a progression of each wavefront into a contiguous 
one; furthermore, the energy flow at every point was in a direction normal 
to the wavefront. The main subject of this chapter is the extension of 
these ideas to general waveforms, 

4-1. The Huygens-Green Formula for the Electromagnetic Field. — 
We have now to consider the following problem : Given the values of the 
electric and magnetic field vectors 
over an equiphase surface, how can 
we determine the field vectors at a 
specified field point? 

The solution to this problem is, 
in fact, contained in the general 
integral of the field equations ob- 
tained in Sec. 3-8. Let the fields be 
specified over an equiphase surface S 
(Fig. 4-1) which encloses all sources 
of the field, and let P be the field point at which the vectors E and H are 
to be determined. We now apply the general relations of Eqs. (3 108) 
and (3-109) to the region bounded by S and the sphere at infinity. Since 
the sources of the field lie outside this region, the volume integrals vanish 
and we have 

= ^ jj-JMn X H)i^ + (n X E) X -F (n ■ E) V^] dS (la) 
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FiQ. 4' 1 . — On the Huygens-Green relation. 
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and 

Hp = ]^ [ja>f(n X E)^ + (n X H) X Vi/. + (n • H) V^] dS, (lb) 

45r Js 

where f = e^'*''/r and n is the unit vector normal to S indicated in Fig. 
41. These equations provide the solution of the stated problem. 

Equations (1) may be regarded as an analytical formulation of the 
Huygens-Fresnel principle, which serves generally as a basis for the study 
of wave propagation. The Huygens-Fresnel principle states that each 
point on a given wavefront can be regarded as a secondary source which 
gives rise to a spherical wavelet; the wave at a field point is to be obtained 
by superposition of these elementary wavelets, with due regard to their 
phase differences when they reach the point in question. Equations (1) 
specify the nature of the wavelets arising at the various points on the 
equiphase surface;' as was pointed out in connection with Eq. (3-111), 
the sources of the wavelets can be regarded as surface layers of electric 
and magnetic currents and charges. 

For the further purposes of this chapter it is desirable to write the 
surface integrals in somewhat different form. By means of a rather 
laborious calculation they can be transformed into 



and 

Hp = 



respectively.' Relations of the same form must, of course, hold for the 

' A comprehensive treatment of Huygens' principle and its application to scalar 
and vector waves has been given by Baker and Copson, The Mathematical Theory of 
Huygens' Principle, Oxford, New York, 1939. It should be noted that the integral 
expression for the fields, and hence the interpretation of the sources, is not unique; 
it is possible to add to Eqs. (1) any surface integral that is equal to zero. This is 
actually done in making the transformation from Eqs. (1) to Eqs. (2) in this chapter. 

* This transformation can be effected only if the surface S is completely closed; 
otherwise additional terms appear. The results can be obtained by a simpler and for 
our purposes more useful procedure than by direct transformation of Eqs. (1). It was 
shown in Sec. 3-6'that in a source-free region each rectangular component of a field 
vector satisfies the scalar Helmholtz equation 

V'u + k'u = 0. 

The integration of this equation can be performed by means of Green's theorem in a 
manner analogous to that by which we integrated the field equations. The scalar 
Green's theorem states that given two continuous scalar functions F and G 'living 
continuous first and second derivatives in a region V such as was illustrated in Fig. 3 4, 
then 
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components of E and H in any rectangular coordinate system. We can 
therefore develop most of our considerations in terms of the scalar 
relation 

»'=-c/.R:-«i-0''^' 

where it will stand for any one of the rectangular components of E or H. 

Equation (3) can be regarded as the mathematical expression of 
Huygens' principle for a scalar wave; the resultant wave amplitude at P 
is again expressed as a sum of contributions for the elements of surface 
dS. The first part of the integral is a summation of terms of the form 
(e-''"'/r)(du/dn) dS — a summation of the amplitudes of isotropic sp}\erical 
wavelets arising from sources of strength proportional to (du/dn) dS on 
the surface elements dS. The second part of the integral can be inter- 
preted similarly. We note that 

because the field point P is the origin in the integral formulation. The 
second part of the integral is thus a summation of anisotropic wavelets 
from sources of strength proportional to u dS on the surface elements dS. 
The directivity of the sources is expressed by the factor cos (n,r) ; each 
wavelet includes a term for which the amplitude falls off with r^^, like 
the induction field of a dipole source. Substituting this result into Eq. 
(3), we obtain 

Despite the arbitrary feature of the integral formulations pointed out 
in the footnote on page 108, we shall consider the Huygens-Green rela- 
tions [Eqs. (1) and (5)] as the analytical formulations of the Huygens- 
Fresnel principle for electromagnetic and scalar waves respectively. It 

f (.FVH; - GV'F) dv^ - [ (f~ -G—\dS. 

The CO vention as to the direction of n is the same as shown in the figure. Let F be 
the spherical wav* function ^ = e-''"/r and G the function u satisfying the Helmholtz 
equation for the same value of k. The field point P is again surrounded by a sphere 2, 
the radius of which later is allowed to approach zero. In the region bounded by 
.Si . . . iSIn and S the volume integral vanishss. The details of the limiting process 
that is then applied to Z follow very closely those for the vector case; the result gives 
the value of u at the field point P, namely, 



ir Js, ■■ s. \ dn an/ 
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should be emphasized that according to the Hu^'gens-Fresnel principle, 
there is no one-to-one correspondence between the field at the point P 
and the field at any point on the wave surface; the field at P is an inte- 
grated effect of contributions from every point on the wave surface. 

4-2. Geometrical Optics : Wavefronts and Rays. — The Huygens- 
Fresnel principle, as expressed by the Green's theorem integrals, gives a 
rigorous solution of the wave equation. It is frequently convenient, 
however, to approach the subject of wave propagation from the less 
rigorous point of view of geometrical optics, in which attention is focused 
on the successive positions of equiphase surfaces, or wavefronts, and an 

associated system of rays. 
L(x,y,z)=La + iL Let the wavefront at time to 

be the surface L(x,y,z) = Lo of Fig. 
4-2 and the new wavefront after 
passage of a very short time SI be 
the surface L(x,y,z) = Lo + SL. 
Geometrical optics is then con- 
cerned not only with the form of 
these surfaces but also with a 
point-to-point transformation 
from one wavefront into the suc- 
ceeding one. This is, of course, in 
fundamental contrast to the point 
of view of the Huygens-Fresnel 
principle.' The point-to-point 
correlation of the wavefronts is 
established by the "rays," a family of curves having at each point the 
direction of the energy flow in the field. In the case of electromagnetic 
waves, a ray can be traced out by proceeding at each point in the direc- 
tion of the Poynting vector at that point. The rays are nearly normal to 
the wavefront — exactly normal in the wave systems to be discussed in this 
volume — and pass through corresponding points in successive wavefronts. 

In an arbitrary medium the wave field is characterized by a ray 
velocity and a wave velocity at every point. The ray velocity is the 
velocity of energy propagation; it is represented at each point by a vector 
that is tangent to the ray passing through that point. The wave velocity, 
on the other hand, is always normal to the wavefront; it is the rate of 
displacement of the wavefront in the direction normal to that surface. 
Thus if v(x,y,z) is the wave velocity at a point (x,y,e) of the first wave- 

' Treatments of geometrieal optics as a self-contained theory are given by .J. L. 
Synge, Geometrical Optics, Cambridge, London, 1937, and by Ph. Frank and V. Mises, 
Differential-gleichungen der Physik, Vol. II, Chap. 1, reprinted by Mary S. Rosenberg, 
New York. 1943. 
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front in Fig. 4-2, tne vector v St will extend from that point to the cor- 
responding point on the second wavefront. The case illustrated is that 
of an inhomogeneous medium in which v(x,y,z) is a function of position. 

In an anisotropic medium the ray velocity and wave velocity differ, 
in general, both in magnitude and direction; in isotropic media the 
ray velocity and wave velocity are identical. We shall here restrict our 
attention to isotropic but possibly inhomogeneous media; more gen- 
eral discussions will be found in the references of the footnote on page 110. 
As a result of the identity of the ray velocity and wave velocity, the rays 
in an isotropic medium make up a family of curves orthogonal to the 
family of wavefronts; the energy flow at any point is normal to the wave- 
front passing through that point. 

The form of the wavefronts and rays can be determined as soon as the 
function L{x,y.z) is given. This function is not uniquely determined by 
the foregoing remarks. We shall, in addition, require that it be chosen so 
that the wavefront L{x,y,z) = Lo shall be one of constant phase (o}/c)La 
relative to the phase at some chosen point. The function L{x,y,z) thus 
defined is of basic importance in the analytic theory of geometrical optics. 
It satisfies a differential equation which we shall now derive. 

The phase increment between the two successive surfaces of Fig. 4-2 
is (to/c) SL. Moreover, since the wave proceeds from one surface to the 
next in time St while the phase at any fixed po.sition changes at the rate 
(ji, this phase difference must be aSt. I'inally if 5s„ is the distance between 
the surfaces at (x,y,^ and v is the wave velocity at that point, we have 

- SL = 01 St = (6) 

However, we must also have 

SL = \YL\ Ss^. (7) 

It follows that 

l^^l = ^ = ». (8) 

where n is the index of refraction — in general a function of position in the 
medium. The function L must therefore satisfy the differential equation 

i«i-(i)'+(|)V(iT-- 

4*3. Curvature of the Rays in an Inhomogeneous Medium. — In a 

homogeneous medium the rays are straight lines; in an inhomogeneous 
medium they have a curvature that we shall now compute. Let s be a 
unit vector in the direction of the ray at a chosen point. This is normal 
to the wavefront and must have the direction of VL; so by Eq. (8) we 
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have then 

s = ^. (10, 

Let N be a unit vector in the direction of the radius of curvature of the 
ray at the same point and p the radius of curvature; the vector curvature 
of the ray is then N/p. This curvature, however, is also given by ds/ds, 
where s is distance measured along the ray. By the vector identity 

lis 

^ = (s- V)s = -SX (V X s) (11) 

as 

we have then 

- = -s X (V xs). (12) 
P 

On taking the scalar product with N, Eq. (12) becomes 

- = -N • (s X V X s) = -(N X s) • (V X s). (13) 
P 

Using Eq. (10) to compute V x s, and replacing ^(^^ by — (l/n)V(ln n) 
we obtain finally 

- = N • V(ln n). (14) 
P 

Since the radius of curvature is an essentially positive quantity, it 
follows from Eq. (14) that the nite of change of the refractive inde.x in 
the direction of the radius of curvature is positive; that is, the ray bends 
toward the region of higher index of refraction. In a homogeneous 
medium where n is independent of position, the right-hand side of Eq. 
(14) is zero, the radius of curvature is infinite, and the rays are straight 
lines. From Eq. (12) it follows also that in a homogeneous medium the 
vector field of the rays satisfies the condition 

V X s = 0. (15) 

This is a sufficient condition for the existence of a family of surfaces 
orthogonal to the field of vectors s. 

4.4. Energy Flow in Geometrical Optics. — Consideration of the rays 
leads to a simple hydrodynamic picture of the energy flow. It was 

pointed out previously that the rays are lines of flow of energy. Let us 
consider the two wave surfaces Li and L2 of Fig. 4-3 and a tube of rays 
that cuts out elements dA 1 and dA^ on the respective surfaces. No power 
will flow across the sides of the tube; the flow across any section normal to 
the tubes will be constant. If S is the rate of flow per unit area, the con- 
dition of constant power flow through the tiibe is 

SidA, = SidAi. (16) 
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In the case of electromagnetic waves the quantity S is the magnitude of 
the Poynting vector; we shall assume that as in the case of plane and 
cylindrical waves (Sec. 3-7) 

S = I (^^ \E\K (17) 

If the permeability n is independent of position, the relation between the 
electric amplitudes at dAi and dA^ is 

ti'^\Ei\^dAi = (,i^Ei\^dAi. (18) 

In terms of the refractive index n = (e/eo)^ we have 

ni\Ei\'dAi = mlEil^dAi. (19) 



Unlike the Huygens-Fresnel principle, geometrioal optics sets up a one- 
to-one correspondence between the amplitude at one field point and the 
amplitude at another. 




FiQ. 4'3. — Energy relations in geometric optics: (a) tube of rays in an inhomogeneous 
medium; (fr) relations between wavefronts in a homogeneous medium. 

It will be of interest to apply Eq. (19) to the case of a homogeneous 
medium in which the rays consist of straight lines. The segments of 
rays between the wavefronts Li and Li, as shown in Fig. 4-36, will have 
equal lengths p. Let the ray through the point A on surface Li be the 
2-axis, and let the xz- and j/g-planes coincide with the principal planes 
of Li at A. A ray through an adjacent point B lying in Li and the x2-plane 
will intersect the ray through A at the point 0,, at a distance Ri which is 
one of the principal radii of curvature of Lj at point A ; a ray through an 
adjacent point C in the j/z-plane will similarly intersect the ray through 
A at the point 0„, at a distance R2 which is the second principal radius 
of curvature of Li at A , The radii of curvature will be considered to be 
positive if the centers of curvature lie on the negative z-axis, as shown. 
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The point A' on the surface lies on the ray through ^4. It can be 

shown that the principal planes of L2 at A' are coincident with those of 
Li] through A' we can pass coordinate axes x', y' which correspond to the 
axes of X, y, respectively. It is obvious that the principal radii of 
curvature of the surface L2 at the point A' are Ri + p and R2 + p. 

Let us now consider an element of area dA 1 which includes A and is 
bounded by the curve r. The rays through the curve intersect L2 in 
the curve r', which bounds an element of area dAi around the point A'. 
These areas are given by 

dAi = {xdy — y dx), 

dAi = (x' dy' - y' dx'). 

It is evident from the figure that the coordinates of corresponding points 
{x,y) a.nd (x',y'), near A and A' respectively, are thus related: 

, R^ + p 

Substitution of the.se relations into Eq. (20) gives the relation between 
the cross sections of the tube of rays at Li and L^: 

(p + R,)ip + R,) 



y- 



(20) 



(21a) 
(21 fc) 



dAi 



dAi. 



(22) 



R\Rz 

Inserting this result into Eq. (19) and recalling that in the present case 
Til = Mj, we obtain the relation 



RiRi 



>l)" 



(23) 



{R, + p)iR2 + p)|, 

When ffi and R2 are both finite and the surface Lt is so far from Li that 
p » Ri and Ri, this reduces to 



\RiRt 



(24) 



This last relation will be of use to us in the discussion of scattenng of 
radiation by curved surfaces. 

4'5. Geometrical Optics as a Zero -wavelength Limit. — We shall now 

investigate the relation between geometrical optics and the field equa- 
tions,' taking up in the succeeding section its connection with the 

' The subject is treated from the point of view of the sealar wave equation by 1'. 
Debye, Polar Molecules, Chap. 8, reprint by Dover l^ll)l^<•atioIls, New York, 1945; 
also in the article by A. Sommerfeld in I'h. Frank and V. Mises, 1 hffereidiaigleichungen 
der Physik, Chap. 20, reprint by Mary Hosenherff, Xcw York, 1943. 
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Huygens-Fresnel principle; the analysis will be confined to homogeneous 
media. 

A careful review of the ideas of the preceding sections will make it 

evident that geometrical optics is based on the idea that a wavefront 
behaves locally like a plane wave. The corresponding solution to the 
scalar wave equation is 

u = A{x,y,z)e'^-"-'=«''<-''''''''\ (25) 

where ko = 2ir/Xo, A{x,y,z) is the amplitude of the wave (usually a func- 
tion of position) and L{x,y,z) is the characteristic function defining sur- 
faces of equal phase. We are here concerned with a linearly polarized 
electromagnetic field and must consider the vector counterparts of this 
solution. Let us then investigate the possibility of satisfying the field 
equations by electric- and magetic-tield vectors having the form 

E = o(x,!/,2)e-'*'^<^'!'''), (26a) 
H = ^{x,y,z)e-'>"''^''y''\ (26b) 

The amplitude vectors a and g may be complex, but their phases in that 
case must be independent of position. 

On substituting these expressions into the homogeneous forms of the 
field equations [Eqs. (3-32)], it will be found that the amplitude and 
phase functions must satisfy the relations 

5 = ^ (VL X a) - ^ (V X a), (27a) 
a = - - (VL X 3) + ■ (V X 5). (276) 

On eliminating 3 from Eq. (276) by means of Eq. (27a) and replacing 
by u(mo«o)'^' it will be found that a must satisfy the equation 

a = - 1 [VL(« . VL) - a|VL|-^l + [VL x (V x a) 

-I- V X (VL X a)l + [V X (V X «)] ; (28) 

n is again the index of refraction. Similarly, on eliminating o from Eq. 
(27a) we find that g must also satisfy Eq. (28). 

If VL and the derivatives of a and 5 are finite, the last two terms on 

the right are of the orders l/ka and l/kl, respectively, as compared with 
the first. As X goes to zero, ka approaches infinity and the last two terms 
approach zero. For Eq, (28) and the analogous equation in g to be 
satisfied under these conditions we must have 

a • VL = 0, (29a) 
5 ■ VL = 0, (296) 
|VL!2 = nK (29r) 
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The last of these conditions is the differential equation for the charac- 
teristic function that was developed in Sec. 4-2. The first two conditions 
state that a and ? must be transverse to XL ; it follows that o and g lie 
in a plane transverse to the direction of propagation. Furthermore, 
Eq. (27a) can be written as 

the second term being of order 1/ko compared with the first. In the 
limit X — ^ 0 the second term vanishes. Since VL/n is a unit vector in 
the direction of propagation, we see that in the Hmit X — » 0, g must be 
perpendicular to a as well as to the direction of propagation. It follows 
that the Poynting vector is normal to the wavefront and that its magni- 
tude is 

(31) 

to terms of the order of 1/ko. 

We have thus seen that the field vectors of geometrioal optics [Eqs. 
(26)] possess the properties which were shown in Sec. 3-11 to be possessed 
by the far-zone fields. In this region, at least, we may expect geometrical 
optics to serve as a reasonable approximation to the exact theory. 

It should be emphasized that the terms of order l/ko and l/kl in 
Eqs. (28) and (30) may be considered negligible for short wavelengths 
only if the derivatives entering into these terms are finite. In the 
neighborhood of a geometrical focal point the function L varies rapidly 
and its derivatives assume large values; at the boundary of a geometrical 
shadow the amplitude varies rapidly. In these regions the geometrical- 
optics approximation fails, and phenomena are observed that are not 
covered by the simple theory of wavefronts and rays. 

4-6. The Huygens-Fresnel Principle and Geometrical Optics: The 
Far -zone Approximation. — It will be instructive to investigate the rela- 
tion between the Huygens-Fresnel principle and geometrical optics to 
see under what conditions the point-to-point amplitude relation [Eq. (23)] 
that was obtained in Sec. 4-4 on the basis of the geometrical-optics con- 
cept of the flow of energy in tubes of rays can be derived from the 
Huygens-Fresnel principle in the limit of zero wavelength. The discus- 
sion will be restricted again to homogeneous media. 

For our present purposes it is sufficient to consider any one scalar 
component of a field vector; we therefore take as our starting point the 
scalar integral formula [Eq. (5)]: 

= - 4^ Is T (^'^ + r) ^^''^ + 'i] (4-5) 
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where the surface S encloses all the sources of the field. In view of the 
results obtained in the previous section we confiine our attention to 
the field far from the sources; the present section is directed toward the 
development of an approximation to Eq. (5) suitable for equiphase sur- 
faces in this region. 

In the far zone the field is a quasi-point-source field (Sec. 3-11); that 
is, the amplitude function takes the form 

« = — F{e,4>) + 0 [j^y (32) 

where p, B, <t> are the spherical coordinates of a point in the far zone with 
respect to an arbitrary origin in the neighborhood of the sources. If n 
is the unit normal to S diriected out from the region containing the sources 
(Fig. 4-1) and qi, 8i, 4>i are unit vectors in the directions of increasing p, 
B and 0, rest)ectively, at a point on S, the normal derivative of u on this 
surface is 

du _ (du , Idu . , 1 <5m , \ 

— = n-VM = n- l — + OiH — <>i )• (33) 

dn \dp pdd p sm 6 dit> / ^ ' 

By use of Eq. (32) we obtain 

V„ = -Jku,. + M + ^ e. + ^ I + 0 (i). (34) 

In the far zone p » X; consequently 

Vm a —jkuQi, (35) 

and 

1^ « -jku cos (n,pi), (36) 

providing also that the variation of the amplitude in the 0 and <t> direc- 
tions is small compared to that in the radial direction. The integral 
relation thus becomes 

1 f e"'**" I u 1 

«p « 1^ j^— jy^"[cos (n,9i) - cos (n,r)] — - cos (n,r) | dS. (37) 

Finally, if we consider only field points P such that r ^ X for all points 
on S, the last term in the integrand is negUgible with respect to the first. 
We then have, as an approximation valid in the far zone, 

«p « ^ / m[cos (n,ei) - cos (n,r)] — dS, r » X. (38) 

In the limit X ^ 0 this equation can be applied with virtually no restric- 
tion as to the location of the field point P. 
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Equation (38) applies to any surface in the far-zone region that 
encloses the sources of the field. Let us now consider the surface S to 
be an equiphase surface and assume on the basis of the preceding section 
that the field can be expressed in the form of Eq. (25), 

u = A{x,y,z)e-''"'''-'''''''\ (4-25) 

It was seen that in the limit X — > 0 this leads to a solution of the field 
equations such that the Poynting vector is normal to the equiphase sur- 
face. On the other hand, in the investigation of the far-zone fields in 
Sec. 3-11 it was found that neglecting terms of order 1/p' the Poynting 
vector is in the direction of pi independent of the choice of the origin in 
the neighborhood of the sources. Consequently, if <S is an equiphase sur- 
face, we have as an approximation valid for short wavelengths 

cos (n,ei) « 1. (39) 

The integral relation [Eq. (38)] in this case reduces to 

" 1^ - cos (ii,r)] -'~ dS. (40) 

It will be recognized that Eq. (39) is tantamount to assuming that the 
equiphase surfaces do not differ widely from spheres about the source 
distribution. Also in view of the condition associated with Eq. (35) 
that p X, the assumption is implied that the radii of curvature of the 
equiphase surfaces are large compared with the wavelength. 

A consideration of the normal derivative du/dn in terms of field 
expression of Eq. (25) shows an additional assumption, concerning the 
amplitude A{x,y,z), which underlies the use of the far-zone integral [Eq. 
(40)]. Taking Eq. (25), we have for the normal derivative of u on an 
equiphase surface 



du 
dn 



In obtaining this result use is made of Eq. (29c). Substituting Eq. (41) 
into Eq. (5) shows that we pass from the latter to Eq. (40) under the 
condition that 

1 dA 2x 



This is satisfied, of course, in the limit X — > 0 provided that (1/A) (34 /fln) 
is finite everywhere. In the practical case, where the wavelength is 
small but not equal to zero, the contribution of (\l A^idA/dn) can be 
neglected to a good approximation if the fractional change in amplitude 
over a distance equal to the wavelength is small compared with unity. 
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4-7. The Principle of Stationary Phase. — Equation (40) still expresses 

the field at point P as a superposition of spherical wavelets arising from 
every point on the equiphase surface. The transition to the geometrical 
optics result of Sec. 4-4 is carried through on the basis of the principle of 
stationary phase which we shall discuss in this section. 

Let the surface S of Fig. 4-4 be the equiphase surface and P be the 
field point. There are at least two points on S at which the normal to 
the surface lies along the line passing through P. Let N be the nearest 
of such points to the latter, and let NP be the «-axis of our coordinate 
system; the x- and j/-axes are taken in the principal planes of curvature 



of the surface at the point N. The surface is divided into segments Si 
and iSj by the curve T along which the tangent planes to the surface are 
parallel to the z-axis. We shall assume that in each segment there is only 
one point at which the line of the normal passes through P. This condi- 
tion implies that P is not a focal point of the rays associated with the 
surface S. 

Denoting the distance NP by p, the integral of Eq. (40) can be 
rewritten as 



The integral is a sum of vector elements and can be treated graphically 
by the customary procedures of vector addition. The magnitude of the 
vector element contributed by an arbitrary element of surface dS is 
(M/r)[l — cos (n,r)] dS, and the angle between it and the vector from the 
element of area at the point N is {2ir/\){r — p). Consider now the con- 
tribution from an arbitrary portion of the surface as a function of the 
wavelength. If the wavelength is large, the angle between vectors 
from adjacent surface elements is small; the vector diagram in this case 
takes the form of a gradual curve, as is illustrated in Fig. 4-5a, and we 
may in general expect a resultant vector Us significantly different from 



P(0, 0, p) 




Fig. 4-4. — On the principle of stationary phase. 




r u[l — can ( a,r)] 
3,+s, r cos (n,z) 



(43) 
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zero. On the other hand, if the wavelength is small, the angle between 
adjacent elements is large and the vector diagram takes the form of a 
tightly wound curve as is shown in Fig. 4-56. In the latter case the result- 
ant vector ur may in general be expected to be virtually zero, the more 
so as \ — »• 0. Thus, as a result of the rapid variation in the phase of the 

integrand of Eq. (43), we have de- 
structive interference and virtually 
complete cancellation between the 
spherical wavelets from an arbitrary 
portion of the phase surface. 
„, The situation is different, how- 

FlG. 4-5. — The vector representation , • r , 

o( the Huygens-l'resnel integral: (a) the ever, tor those portions Ot the surface 

long-wavelength case; (6) the short- jn the neighborhood of the point AT 

wavelength case. ^ r> j i 

on the segment Si and the correspond- 
ing point on S^. It is observed that the phase function 

it>(x,y) r - p = [x" + y' + (v — z)^]^ — p (44) 

is stationary in the neighborhood of these points; at these points 

Consequently, in the neighborhood of these points the phase varies 
slowly, despite the short wavelength, and the vector diagrams represent- 
ing the contributions of the areas around these points take the form of 
Fig. 4-5a rather than that of Fig. 4 56. The stationary phase areas yield 
contributions to the integral [Eq. (43)] compared with which the con- 
tributions of other portions of the surface are negligible. We are thus 
led to the principle of stationary phase; For short wavelengths, the 
integral of Eq. (43) representing the effect of the whole surface S is 
negligibly different from the sum of the contributions of the areas about 
those points on S at which the phase has a stationary value. 

It will be observed further that at the stationary point on the seg- 
ment 52, cos (n,r) = 1 and that the cos (n,r) will not be very different 
from unity over the area in the neighborhood of the stationary point in 
view of our earlier assumptions (Sec. 4-6) as to the nature of the surface. 
The contribution from this area is again zero, since 1 — cos (n,r) vanishes, 
and we are left then solely with the contribution of the area around the 
point N. The amplitude of the integrand of Eq. (43) may be considered 
constant — equal to its value at the point N — over this area, and Eq. (43) 
then reduces to 



-ff 

' J 

where S« is a small area around the point N 



tip ^ ua I j e-'''*dx dy, (46) 
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The equatioa of the surface in the neighborhood of is 

^=-(2l + 2&)+---' 

Ri and Rt being the principal radii of curvature. Inserting this into Eq. 
(44), we find that to second-order terms the phase function over the 
area Ss is 

this is to be inserted into Eq. (46). We may now, however, reverse the 
appUcation of the stationary phase principle and argue that the integral 
of Eq. (46) may be extended over the infinite (a;,j/)-domain with negligible 
error. We thus obtain 

j e-'*" f f" -A[ax' + fiv'\ - 

wj- » f Wjv / / e ^ dxdy, (49) 

A P J J 

with 

'-{^} ^ = (^^') 

The integral of Eq. (49) can be transformed to Fresnel integrals, 

e~''^^'dk = Vie"''*, 



with the final result^ 

' The argument may be applied in general to integrals 

over a region R in which F{u,v) has bounded variation in each variable. If {uo,Vt,) is 
a stationary point of the function in the region R, and if the coefficients a and 0 
of the canonical form of (2^0 at that point, 

are both different from zero, the asymptotic value of the integral for large k is 

CO Efi 

li « f (ucBo)*-'**'"" ""' / / e"-'2'°*'''"*'*'df(i-i; 

or, 

n « -j^|^i!'(Mo,oo)«-'**<«<"'»>e"'i(w'^lll). 

If ^ has more than one stationary point in the region, the total value of the integral is 
obtained by summing the latter expression over the stationary points. 

The principle was formulated by Lord Kelvin, Math. Phys. Papers IV, 303-306 
(1910), for one-dimensional integrals; the latter has been discussed recently in a 
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Up = Un 



(51) 



{Ri + p){Ri + p) 



The amplitude relation is seen to be identical with that obtained on 
the energy flow basis. The factor c''''' simply represents the phase 
change corresponding to the displacement of the wavefront <S along the 
optical rays to the wavefront containing the point P. 

4-8. Fermat's Principle. — We shall now return to the discussion of the 
methods of geometrical optics and shall consider several principles that 
underlie the design of reflectors and lenses. The first of these is Fermat's 
principle, which is often taken as the basic postulate in the development 
of the general theory.' 

Before stating Fermat's principle wc must introduce the idea of 
"optical path length." The optical path length AL along a curve T 
between points Pi and Pi is defined by a line integral along this curve: 



where n is the refractive index at the line element ds. 

This concept is intimately connected with the ideas discussed in 
Sec. 4-2. Between two adjacent phase surfaces L{x,y,z) = Lo and 
L(x,y,z) = Lo + SL, there is an increment in the value of the character- 
istic function L which is, by Eq. (6), 



The distance Ssn between the two surfaces is a function of position, but 
the quantity 8L = n 8s„ is a constant; this, it will be noted, is the optical 
path length along any ray between the two surfaces. It follows imme- 
diately that the optical path length, as given by Eq. (51), is the same for 
every ray between any two wavefronts L{x,y,is) = Lo and L[x,y,z) = Li; 
it is, in fact, 



Thus the characteristic function L{x,y,z) can be interpreted as the optical 
path length along a ray from the wavefront L{x,y,z) = 0 to the wave- 
front in which the point {x,y,z) lies. 

rigorous manner by A. Wintner, J. Math. Phys., 24, 127 (1945). As yet, rigorous 
extension to the two-dimensional case has not been made. The convergence of the 
integrals that is required for the process outlined here to be valid is assured in the 
ease that a and 8 are both positive and k has a small negative imaginary com- 
ponent ki; the final result is then tp be interpreted as the limit (after integration) as 




(62) 



JL = - 5s„ = n 5s„. 

V 



(53) 



AL = |Li - Lo|. 



(54) 



' Cf. J. L. Synge, Geometrical Ov/ics, Cambridge, London, 1937. 
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The idea of optical path length is not restricted in its application to 
rays. One can determine the optical path length between two points 
Pi and Pi along any curve V whatever; its value will in general vary with 
the choice of r. Fermat's principle provides a method for using these 
values in selecting possible ray paths from Pi to Pj from all other paths. 
It may be stated thus: 

FermaVs principle: The optical ray or rays from a source at a point 
Pi to a point of observation P-i is the curve along which ike optical path length, 
is stationary with respect to infinitesimal variations in path. 

Usually the optical path along a ray has a maximum or minimum 
value with respect to neighboring paths. The inclusion of the plural 
possibility "rays" in the above formulation of Fermat's principle is 




(o) (6) 

Fig. 4-6. — Notation for the derivation of Snell's law.s: (a) reflection; (b) refraction. 

required to cover situations in which the point Pj may be reached by 
rays from Pi by a direct path or by reflection from surfaces at which 
there are discontinuities in the index of refraction. 

It follows directly from Fermat's principle that in a homogeneous 
medium (n = constant) the rays are straight lines. The optical path 
length is in this case proportional to the geometrical path length, and a 
straight line gives a minimum value for both. 

Fermat's principle can also be used in deriving Snell's laws of reflec- 
tion and refraction at the interface between two homogeneous media. 
Let us consider first the laws of reflection. Let the point O of Fig. 4-6a 
be the point on the reflecting surface M for which the optical path length 
from Pi to 0 to Pz has a stationary value. The optical path must con- 
sist of straight line segments from Pi to 0 and 0 to P^, since these paths 
are in a homogeneous medium. The optical path length is then certainly 
stationary with respect to neighboring curved paths from Pi to Pa by 
way of M which leave the point 0 unchanged; but by our postulate it is 
stationary also with respect to straight-line paths with near-by reflection 
points O'. Let us then consider a neighboring point O', displaced with 
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respect to O by t 5^, t being a unit vector in the tangent plane. We shall 
now compute the variation in optical path length as O' is changed. 
Let Si and Ss (Fig. 4-6) be unit vectors in the direction PiO and OP2, 
respectively, and m the unit vector normal to the surface at O. Then we 
may write the vector PiO as piSi and the vector OP2 as P2S2. Similarly 
let Si + 6si and Ss + SSi be imit vectors along the lines P,0' and O'Pi, 
respectively, and pi + Spi and ps + Spi the lengths of these lines. The 
variation in optical path by way of 0' with respect to the path by way 
of the point O is 

SL = n(Sp, + Sp^) ; (55) 

by our postulate this must vanish to terms of the first order in 61. From 
Fig. 4-6 it is clear that 

(pi + «pi)(si + asi) = piSi + -c SI, (56o) 
(p2 + 5p2)(S2 + Ssj) = pjSj — t SI. (566) 

To terms of the first order we have then 

SpiSi + pi Ssi = t Si, (57a) 

8psSj + P2 isj = — T SI, (576) 

whence 

Spi = Si • T 51, (58a) 

Spi = -Si-tSl, (586) 

since Si • 5si = 0. By Fermat's principle, then, 

SL = n(si - Si) tSl = 0 (59) 
for all variations Si; hence 

(si - S2) ■ T = 0 (60) 

for every unit vector t in the tangent plane. This gives immediately 

the two laws of reflection: 

1. The incident ray, the reflected ray, and the normal to the reflecting 
surface all Ue in the same plane. (The plane defined by Si and 
S: is normal to the tangent plane.) 

2. The incident and reflected rays make equal angles with the normal, 
[cos (si,t) = cos (sjj-c) ; that is, the angles (Si,t) and (ssjt) are 
equal.] 

The law of refraction is derived in a similar manner in Fig. 4-66. The 
variations in actual length of the paths PiO' and O'Pt are given again by 
Eqs. (58) ; the optical path variation is, however, 



$L = Til Spi + n2 Spi = (niSj — WjSj)- 1 SI. 



(61) 
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By Fermat's principle this again vanishes for every SI, whence 

(niSi — njSi) 1 = 0 (62) 

for every vector t in the tangent plane. This implies the two laws of 

refraction: 

1. The incident ray, reflected ray, and the normal lie in a plane. 

2. Til cos (Si,t) = Ui cos (S2,'c), (63o) 
or in terms of the angles between the rays and the normal 

til sin (m,Si) = sin (nijSs). (636) 

Snell's laws of reflection and refraction are again an expression of the 
fundamental assumption of geometrical optics that the wavefront 
behaves locally like a plane wave; in addition, they assume that the 
boundary surface can be treated locally like its tangent plane. In field 
theory Snell's laws derive rigorously from application -of the boundary 
conditions of Sec. 3-3 only for the case of an infinite plane wave incident 
upon an infinite plane boundary.' They follow in a good approximation 
from these boundary relations if the radii of curvature of the two wave- 
fronts (incident and reflected or refracted) and of the boundary are large 
compared with the wavelength. 

4'9. The Law of the Optical Path. — Fermat's principle provides an 
independent formulation of optical rays from the method of the charac- 
teristic function L{x,y,z) and equiphase surfaces developed in Sec. 4-2. 
It was shown in the latter section that the rays are orthogonal to the 
equiphase surfaces, and it was observed further in the preceding section 
that the optical path along the rayvS between a pair of equiphase surfaces 
is a constant. The treatment of Sec. 4-2 applies, however, only to 
media in which the index of refraction is a continuous function of 
position. We shall now show that the system of rays arising by refrac- 
tion or reflection (in accordance with Snell's laws) at a boundary of 
discontinuity in the refractive index have associated with them a family 
of equiphase surfaces, so that the law of constant optical path holds for 
any pair of wavefronts, one a member of the incident system and one 
of the refracted (reflected) system. 

It was seen that in a homogeneous medium the rays are straight lines. 
A family of straight lines for which there exists a family of orthogonal 
surfaces is said to constitute a normal congruence. Thus, the rays 
defined in Sec. 4-2 — the normals to the surfaces L(x,y,z) = constant — 
constitute a normal congruence. Let us now consider the problem of 
refraction or reflection, it being given that the incident system of rays 
form a normal congruence associated with a family of equiphase surfaces 

' See M. Born, Opiik, p. 15, reprint by Edwards Bros., Ann Arbor, Mich., 1943. 
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L{x,y,z) = constant. The first question is whether the refracted (or 
reflected) system of rays is likewise a normal congruence. This is 
answered in the affirmative by the theorem of Malus which we state with- 
out proof 

Theorem of Malus: A normal congruence after any number of reflections 
and refractions is again a normal congruence. The system of refracted 
rays thus has associated therewith a family of orthogonal surfaces. 

We shall now investigate the optical path along the rays between a 
member of the incident wavefronts and a member of the surfaces ortho- 
gonal to the refracted system of rays. Let Li of Fig. 4-7 be a wavefront 



in the incident system and L2 one of the orthogonal surfaces of the 
refracted system of rays and consider an incident tube of rays passing 
through the closed curve Ti on Li; let T„ be the curve of intersection 
of the tube with the refracting surface M and Tj the curve of intersection 
of the refracted tube of rays with the surface L2. 

We shall evaluate the optical path from Li to L2 along any pair of 
rays, say the paths ABC and A'B'C shown in Fig. 4-7. Let us consider 
first the integrals 

cp niSi • dl = / WiSi • dl + / niSi • dl + / niSi ■ dl 




FiQ. 4-7. — On the law of the optieal path. 



(I) 





+ 




• See for example R. K. Luneberg, Mathematical Theory of Optics, Lectures in 
Applied Mathematics, Brown University, 1944. 
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and 



<P njSj • dl = / 71282 • rfl + / W2S2 • dl + / 71282 ■ dl 
/(II) Jb Jc Jc 

L 



B 

+ j ^ WjSs • dl, (65) 
(r») 

where Si and S2 are unit vectors along the inc'dent and refracted rays, 
respectively. Since Si and S2 are both normal congruences, they each 
satisfy the equation [see Eq. (15)] 

V X s = 0; 

therefore, the line integrals around the closed paths '^^^^ and ^^jjj are 

zero. Furthermore the integrals over Ti and T2 are zero, since Si and 
82 are normal to these respective curves. Adding the above integrals 
(I) and (II) and transposing suitable terms, we then obtain 

/B rc rB' re 

riiSi • dl + / n2Ss • dl = / WiSi • dl -|- / 71282 ■ dl 

rB . 

+ / _ (niSi — 712S2) • dl. (66) 

The last integral of Eq. (66) vanishes as a result of Snell's law of 
refraction. The left-hand side is the optical path ABC, while the first 
two integrals on the right-hand side constitute the optical path A'B'C. 
We have, therefore, 



/ nds = I 

J ABC J i. 



n da. (67) 

A'B'C 

The optical path and hence the phase increment are constant along all 
rays from the eciniphase surface Li in the incident system to the surface 
Lt in the refracted region. The family of surfaces orthogonal to the 
refracted rays thus constitutes the refracted system of equiphase surfaces. 

The law of the optical path often provides a simpler approach to 
the determination of reflecting or refracting surfaces than do Snell's 
laws. As an example, let us design a reflector that transforms a spherical 
wave into a plane wave. It is evident that the surface is a surface of 
revolution and that it is sufficient to consider a plane section containing 
the axis of revolution. In Fig. 4-8 let F be a point source, the center of 
curvature of the spherical wave; M the reflecting surface; and Lo any one 
of the family of plane wavefronts into which the spherical waves are to 
be transformed. The optical path from F to the wavefront La is 

FP + AP = const. = / + d. (68) 
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The constant may be evaluated by considering the path along the axis; 
if the distance OF = /, the optical path is equal to f + d. When FP 
and AP are evaluated in terms of p and ^, Eq. (68) becomes the equation 




Fig. 4-8. — Application of the law of the optical path. 

of the surface in polar form 

- _ 2/ 



1 



(69) 



This is the equation of a parabola of focal length /. 

In contrast to the above calculation, application of Snell's law s would 
lead to the setting up of the differential equation of the surface; it would 
then be necessary to integrate this equation. Further examples of the 
application of the law of the optical path will be discussed in later chap- 
ters in the design of mirrors and lenses. 



CHAPTER 5 



SCATTERING AND DIFFRACTION 

By S. Silver 

The introduction of an obstacle into the path of a wave gives rise to 
phenomena that are not covered by the geometrical theory of wave- 
fronts and rays developed in the preceding chapter. These phenomena 
— scattering and diffraction — are of fundamental importance in micro- 
wave antennas, for they underlie the formation of antenna patterns by 
reflectors and lenses. In the present chapter the theory of scattering 
and diffraction is developed with reference to general techniques; the 
specific problems associated with antenna patterns will be taken up in 
Chap. 6. 

5-1. General Considerations. — The discussion of the scattering 
problem will be restricted to the case of an obstacle of infinite conduc- 
tivity. The problem with which we are concerned is the following: 
Given a primary system of sources that produces an electromagnetic 
field Eo, Ho; an infinitely conducting body is introduced into the field, 
and it is required to find the new Hold E, H. 

In practice the primary sources are distributions of currents and 
charges over a system of conductors activated by generators. We shall 
refer to the latter system of conductors and generators as the source 
system, in distinction to the currents and charges over the obstacles. 

The solution to our problem is based on the superposition principle 
of Sec. 3-2. On introducing the body into the field of the sources a dis- 
tribution of current and charge is induced over its surface. We then 
have two component fields: one arising from the induced distribution 
over the body and the second arising from the currents and charges in 
the source system. The total field E, H results from the superposition 
of the component fields. It should be noted, however, that the field of 
the body reacts on the source system mth a resulting perturbation of its 
current distribution, so that the component field of the latter differs 
from the original field Eo, Ho. 

The interaction between the body and the source system — and the 
total field E, H — can be analyzed as a superposition of multiple scattering 
processes. First we consider the interaction of the body with the original 
field Eo, Ho, assuming no change in the source currents. The body sets 
up a scattered wave E^, H^, arising from an induced distribution over its 
surface. The scattered wave falling on the source-system conductors 
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induces a current distribution in the latter that gives rise to a secondary 
scattered wave E'„, Hd- The interaction of the secondary wave with the 
body is again a scattering process leading to an induced distribution over 
the body and a scattered wave E',', H", and so on. The total induced 
distribution over the body is the sum of the distributions associated with 
the component scattered waves E^, E',', . . . , and the resultant distribu- 
tion in the source system is the sum of the distributions associated with 
Eoi EJ, . . . , respectively. 

If the distance R between the source system and the body is large 
compared with the dimensions of either, the scattering processes of order 
higher than the first can generally be neglected; for 
example, in general the ratio E'JEa evaluated at the 
body is of order 1/7?' and the ratio E'o/Ea is of the 
order l/R\ Also, in special cases, where, although 
the distance R is not large, the geometry of the body 
is such that the amplitude of the scattered wave E„ 
H, at the source system is small, multiple scattering 
may be neglected in the analysis of the total field E, H. 
These conditions are usually met in microwave antennas, and the multiple 
scattering will be neglected in the study of the antenna pattern. 

6.2. Boundary Conditions. — With attention restricted to a single 
scattering process, our problem is that of finding the scattered field E,, 
Hi set up by an infinitely conducting body when it is introduced into an 
initial field Eo, Ho; the total field is then 

E = Eo + El, (la) 
H = Ho + Hi. (lb) 

It is assumed that the initial field is prescribed for all space. 

Let V in Fig. 5-1 be the region occupied by the body; n is a unit vector 
normal to the boundary surface S of V, directed outward into the sur- 
rounding space. Since the conductivity of the body is infinite, the total 
field E, H is zero everywhere inside the region V; according to the bound- 
ary conditions of Sec. 3-3 there is a distribution of charge and current 
over the surface S: 

r, = i{n- E), (2a) 
K = n X H, (2ft) 

respectively. E and H are the total fields just outside V, and f and m 
are the constitutive parameters of the surroiuiding medium at the bound- 
ary surface. These charge and current distributions are the sources 
of the scattered wave E,, Hi. 

From Eqs. (1) it is seen immediately that at all points in the interior 
of the body the scattered wave is out of phase with the original field: 




El — — Eo, H] — —Ho, 



(3) 
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since the total field is zero. Accordingly we need concern ourselves only 
with the region exterior to V. Here the scattered field must be deter- 
mined as a solution of Maxwell's equations that satisfies appropriate 
boundary conditions at infinity and over the surface S. The boundary 
conditions to be imposed at infinity are the radiation conditions [Eqs. 
(3-113)], since the field arises from a current distribution confined to a 
finite region of space. Over the surface S, the scattered field must be 
such that the total field satisfies the boundary conditions [Eqs. (3-24) 
and (3-28)]: 

n X E = 0, (4a) 
n ■ H = 0. (46) 

From Eqs. (1) we have that the corresponding boundary conditions on 
El and Hi are 

n X El = -n X Eo, (5o) 
n-Hi = -n-Ho. (56) 

Since the field Eo, Ho is known, Eqs. (5) prescribe the tangential compo- 
nent of Ei and the normal component of Hi as known functions over S. 

The boundary conditions [l';((s. (4a) and (4b) or (5)] are not independ- 
ent. If the field satisfies Maxwell's equations and one of the boundary 
conditions, it necessarily satisfies the other. Let us assume, for example, 
that condition (4a) is satisfied by the total field. Applying the integral 
relation between the field vectors [Eq. (3-17o)] to any area on S bounded 
by an arbitrary curve r, we have 

^^E-ds ~j^B-adS = 0, (6) 

since E • ds = 0 by virtue of the boundary condition (4o). The result 
holds for an arbitrary area, no matter how small; consequently n • B = 0 
over the surface. Therefore only one of the boundary conditions need be 

considered in selecting the appropriate solutions of Maxwell's equations. 

The problem can be approached from another point of view. We 
shall restrict ourselves at this point to an e'"' time dependence and to 
homogeneous media. It is evident that if the surface distributions 
[Eqs. (2)] are known, the scattered field is obtained directly by the meth- 
ods of Sees. 3-9 and 310. It can be verified readily that the surface 
distributions [Eqs. (2)], satisfy the equation of continuity [Eq. (3-9)], 
over the surface (E, H being required to satisfy Maxwell's equations); 
as a result the field vectors Ei, Hi can be expressed in terms of the current 
distribution alone, as was done in Sec. 3-9. In fact, the appropriate 
expressions are obtained from Eqs. (3120) and (3-121) by passing from 
volume to surface integrals. The scattered wave is then 
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(7) 



(8) 



where r is the distance from the field point to the element of surface dS. 

The fields given by Eqs. (7) and (8) necessarily satisfy Maxwell's 
equations and the radiation conditions at infinity. To determine the 
current density K on the boundary surface S we must use condition (5o) 
or (56). Letting n' denote the unit vector normal to S at the point of 
observation, we have 



The left-hand side is a known function, and Eq. (9) is an integral equa- 
tion for the determination of the unknown current distribution K. The 
scattering problem is thus transformed to the problem of solving the 
integral equation rather than Maxwell's equations. 

It will be observed that the current distribution which satisfies the 
integral equation leads through Eq. (7) to an electric field that satisfies 
the requisite boundary conditions over iS and at infinity. It was pointed 
out earlier that the electric and magnetic fields [Eqs. (7) and (8)] satisfy 
Maxwell's equations. Solution of the integral equation (9) thus yields 
the unique solution of the problem.' 

5-3. Reflection by an Infinite Plane Surface : the Principle of Images. 
The simplest obstacle problem is that of an infinite plane conductor. 
Here the solution can be obtained on the basis of geometrical considera- 
tions. Two eases will be discussed: (1) the initial field is a plane wave, 
and (2) the initial field arises from a dipole source. 

Reflection of a Plane Wave. — Although the reflection of a plane wave 
by a plane surface has been treated frequently elsewhere, it will be of 
interest to treat the problem here in terms of the general ideas set forth 
in the preceding section. 

Let us consider a plane wave, of the type discussed in Sec. 3-7, travel- 
ing in the direction defined by the unit vector So. The initial field is 
then [Eq. (3-62)] 



An infinite plane conducting sheet is now introduced into the field. For 
convenience the conductor will be taken to lie in the xy-plane (Fig. 5-2). 
The unit vector n, normal to the sheet, is taken to be in the positive 

' For a discussion of the uniqueness theorem see J Stratton, Electromagnetic 
Theory, McGraw-HUI, New York, 1941, Chap. 9, Sec. 2. 



n' X Eo = 




n' X [(K • T)V + /c«K] ^ dS. (9) 



Ei = Eoe't"'-*"-'). 



(10) 
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z-direction, and the angle of incidence, which is the acute angle between 
the lines of direction of So and n, is designated as 6. 

The field set up by the current and charge distribution over the sur- 
face of the conductor must be such as to produce zero resultant field in 
the negative z-region. The scattered field in this region is therefore a 




z 



Fro. 5-2. — Reflection of a plane wave. 



plane wave traveling in the same direction as Ei but 180° out of phase 
with it; denoting the former by E,, we have then 

E, = -Eoe'("'-*»"-^'. > (11) 

It is evident, however, that the infinite plane current sheet sets up in 
the positive g-region a field that is the mirror image of that in the nega- 
tive 2-region. Hence the scattered fi.eld in the region of interest is a 

plane wave 

E, = Eie'("'-*»'-'), (12) 

travehng in the direction Si which is the mirror image of So, with an ampli- 
tude El bearing the following relations to the amplitude of E, and thereby 
to the incident wave amplitude Eo : (1) Their magnitudes are equal, 

m = |£o|; (13) 
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(2) their respective components parallel to the xy-plsxie are equal in 
magnitude and direction 

n X El = n X (-Eo) = -n x Eo", (14) 

(3) their components normal to the xy-plane are equal in magnitude but 
opposite in direction, 

n • El = -n • (-Eo) = n • Eo. (15) 

It is seen that as a result of Eq. (14) the boundary conditions [Eqs. (5)] 
are satisfied. 

It follows from the image relation between So and Si that the vectors 
So, n, and Si all lie in the same plane and that 

So ■ n = -Si • n. (16) 

The relations between these vectors can also be expressed as 

Si = So — 2(n • So)n, (17a) 
So = Si — 2(n • Si)n. (176) 

I'rom the point of view of geometrical optics the unit vectors So and Si 
define the directions of the rays in the waves E; and E,, respectively. 
It will be recognized that the relations among So, n, and s, are just the 
laws of reflection dorivod in Chap. 4. Tt ia thus seen that in this case 
the scattering reduces to geometrical reflection of the initial wave. 

The magnetic-field vectors are obtained from the respective oloctiic- 
field vectors by the plane wave relation of Eq. (3-65). Letting H, and 
Hr be the magnetic vectors of the incident and reflected waves, respec- 
tively, we have 

Hi = (So X EO, (18a) 

H, = ^^y' (s, X E.). (186) 

The total magnetic field is H = Hi -|- H,, whence by Eq. (26) the surface 
current density on the reflector is 

K = n X (Hi + H,). (19) 

Either by symmetry considerations or by direct calculation, it can be 
shown that 

n X H. = n X H,; (20) 
^•onsequently, Eq. (19) becomes 



K = 2(n X H.) = 2 (^^' [n x (s„ x E.)], 



(21) 
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or, alternatively, 

K = 2(n X H,) = 2 [n x (si x E,)]. (22) 

In the case of a linearly polarized wave it is convenient for some pur- 
poses to express the field amplitudes in another way. Let 6 be the ampli- 
tude of E; in magnitude and phase at any given point on the surface. 
The vector amplitude is 

Eo = 8eo, (23) 

where Co is a unit vector that is constant over the reflecting surface. 
Similarly the vector amplitude of at the same given point on the sur- 
face is 

E. = Sei, (24) 

with Ci likewise a unit vector. The unit vectors Co and Ci are related 
by Eqs. (14) and (15): 

n X (eo + Ci) =0, (25a) 
n • Co = n • Ci. (256) 

In terms of these the current density expressions [Eqs. (21) and (22)] 
become 



and 



-0" 



So(n • eo) - eo(n • So)] £ (26) 



[Si(n • ei) - ei(n • Si)] fi, (27) 



respectively. 

Dipole Sources. — Lot us now consider the case where the initial field 
is due to an infinitesimal electric dipole. The infinite plane reflector will 
again be taken to be the ij/-plane, and the dipole is located on the z-axis 
at a distance a from the reflector as shown in Fig. 5-3. The orientation 
of the dipole axis with respect to the reflector is arbitrary. 

The current on the dipole is, of course, changed by the presence of 
the reflector. In this case, however, the reaction of the reflector merely 
produces a new dipole moment M in the source. This is due to the fact 
that the current induced in the source by the reflector is necessarily that 
of an infinitesimal dipole of, say, moment M\. The latter is along the 
same line as the original dipole moment Mo, and the superposition of these 
two is, therefore, again a simple dipole. The resultant moment of the 
source will be designated by M; the field of the dipole is given in Sec. 
313. 

As in the case of the plane wave, the current distribution over the 
surface of the conductor must be such that the total field is zero in the 
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hemisphere of space of the negative 2-axis. In so far as this region is 
concerned, the reflector is, therefore, equivalent to a dipole —M coinci- 
dent with the source. By symmetry, however, the reflector produces 
a field in the region of the positive 3-axis that is the mirror image of its 
field in the negative «-region; with respect to the positive 3-region the 
reflector is equivalent to a dipole located at a distance a on the negative 



X 




Fig. 6-3. — Dipole images: (a) arbitrary orientation; (h) dipole parallel to the reflector; (c) 
dipole normal to the reflector. 

z-axis. The sense of the dipole with respect to the source is easily deter- 
mined from the requirement that the fields of the image and the source 
must combine to give a zero resultant tangential electric field over the 
reflector. This leads at once to the result that the image dipole is 
obtained by reflection of — M in the plane. The total field in the positive 
?-region is that of a double-dipole system made up of the source and the 
image dipole; the field is obtained by the methods discussed in Sees. 
318 and 319. 

The arbitrarily oriented dipole can always be resolved into a com- 
ponent parallel to the plane (Fig. 5-3b) and a component normal to the 
plane (Fig. 5-3c). The images for these two cases with respect to the 
source M are an antiphase dipole and a synphase dipole, respectively. 



Sec. 5-3] REFLECTION BY AN INFINITE PLANE SURFACE 



137 



By considering the fields for these two cases, the reader can verify that 
the image sources correspond to geometrical reflection of the spherical 
wave from the source by the conducting plane; at each point on the 
latter the reflection takes place as though the incident wave were an 
infinite plane wave. 

The image sources for magnetic dipoles are easily arrived at either 
by direct consideration of magnetic dipole fields (Sec. 3-14) or by con- 
sidering the image of a small rectangular current loop, which is equivalent 
to a magnetic dipole normal to its plane. The image of a current loop 
can be obtained by regarding it as an array of electric dipoles. It is 
then found that the image of a magnetic dipole is obtained by direct 
reflection of the source in the plane : images for dipoles parallel and normal 
to the plane are synphase and antiphase, respectively. 

The method of images can be applied to any source distribution. If 
only the radiation field is desired, the source distribution can be consid- 
ered as a system of electric dipoles, the dipole moment distribution being 
given in terms of the current density J by 

dM = i J dv, (28) 

dv being an element of volume in the source distribution [cf. Eq. (3-162)]. 
Every dipole moment is resolved into a parallel and a normal component 
with respect to the reflector, and the total field is the sum of the com- 
ponent fields of the dipole elements and their images. With arbitrary 
current distributions, however, it must be kept in mind that the reflector 
plays an important part in determining the distribution. Only in special 
cases, such as a half-wave dipole radiator of negligible thickness, does 
the reaction of the reflector produce a change in the magnitude and phase 
of the amplitude of the distribution as a whole without affecting the 
relative magnitude and phase throughout the entire distribution. The 
half-wave dipole can be treated on the same basis as the infinitesimal 
dipole, substituting for the field of the latter the field of the half-wave 
radiator given in Sec. 3-16. 

APPROXIMATE METHODS FOR REFLECTORS OF ARBITRARY SHAPE 

Exact solutions of the scattering problem have been obtained for only 
a limited number of cases involving simple primary fields and reflectors 

of simple geometry, such as spheres and cylinders. These problems are 
treated in standard works on electromagnetic theory, to which the reader 
is referred for the results.^ In treating reflectors of arbitrary shape it is 
necessary to resort to approximation techniques. Several such methods, 

' See, for example, J. A. Stratton, Electromagnetic Theory, McGraw-Hill, New 
York, 1941, Chap. 9. 



138 



SCATTERING AND DIFFRACTION 



[Sec. 5-4 



which yield very good results at high frequencies, are discussed in the 
following sections. 

5-4. The Geometrical-optics Method. — The first method to be con- 
sidered belongs more properly to the field of geometrical optics than to 
that of electromagnetic theory. It is applicable to the case of a point 
source, which has a broad radiation pattern in the absence of a reflector, 
together with a defocusing reflector. A reflector of this type renders 
every divergent pencil of rays incident on it more divergent on reflection, 
as is illustrated below in Fig. 5-4. The scattering pattern of the reflector 
is, therefore, very broad, energy being scattered in almost every direction 
in space. In such a system the salient features of the total field, such 
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as the directions of zero and maximum amplitude, arisn from the inter- 
action between the scattered field and the primary source field. The 
finer details of the structure of the scattered field are of secondary interest, 
and therefore an analysis of the scattering on the basis of geometrical 
optics suflBces. 

Illustrative of the type of problem to which the method can be applied 
successfully is the analysis of the effects of the fuselage or wing structure 
of an airplane on the radiation pattern of a microwave beacon antenna 
mounted on it. The primary interest is in the lobe structure introduced 
into the beacon pattern by interaction with the scattered field from the 
aircraft structure, whereas the fine structure of the scattered field arising 
from deviations from geometrical optics is of negligible significance. 

Let the primary source be located at the point 0 in Fig. 5-4a. The 
assumption that the source is a point radiator is justified in the practical 
case of a more general source system if the reflector is in the far-zone 
field of the former. It was shown in Sec. 3-11 that in so far as the far- 
zone field is concerned any current distribution reduces to a directive 
point source, and in Chap. 4 it was found that the far-zone field can be 
described adequately in terms of wavefronts and rays. We shall assume 
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further that the wavefronts from the source differ neghgibly from spheres 
about the point 0. 

The geometrical-optics analysis of the scattering assumes that at each 
point on the reflector the incident ray from the source is reflected by the 
tangent plane according to the laws of reflection developed in Sec. 4-7. 
The intensity of the scattered radiation in a given direction is obtained 
by applying the principle of conservation of energy to the total power 
contained in an incident cone of rays and the total power contained in 
the associated reflected pencil of rays. The use of the laws of reflection 
assumes that the reflector can be regarded locally as a plane surface and 
the incident wavefront can be regarded locally as a plane wave. It is, 
therefore, necessary to require that the radii of curvature of the reflector 
and of the incident wavefront be large compared with the wavelength. 
The latter condition, however, has already been assured by the fact that 
the reflector is in the far-zone field of the sources. 

5-5. Calculation of the Scattered Field. — The procedvire followed 
here' to determine the scattered power in a given direction is to consider 
the local transformation from the incident to the reflected wavefront at 
every point on the surface of the reflector. This determines the principal 
radii of curvature Ri and Ri of the reflected wavefront, together \vith the 
value of the field amplitude at the point of reflection. The magnitude 
of the field amplitude Gp at a distance p along the reflected ray from a 
given point on the reflector is then obtained by means of Eq. (4-23) : 

R\R^ 



= SJ 



(4-23) 



(fli + p){Ri + v) 

We shall first investigate the amplitude transformation from the inci- 
dent to the reflected wavefront. Let us consider an infinitesimal cone 
of rays from 0 incident on the reflector as shown in Fig. 5-4o; the cone 
intersects the reflector in an element of surface dS. The cone will be 
taken to have a circular cross section ; the ray along the axis of symmetry 
is referred to as the central or principal ray. The vector n is a unit 
vector normal to dS at the point of incidence of the central ray; let i be 
the angle of incidence between the central ray and the normal. If 8; 
and Sr are the magnitudes at the surface of the reflector of the field ampli- 
tudes in the incident and reflected tubes of rays, respectively, and dSi 
and dSi are the cross-sectional areas of the respective tubes at the same 
point, the relation 

8| dSi = &l dSi (29) 
expresses the conservation of power in passing from the incident to the 

' Alternative techniques have been developed by R. C. Spencer, "Reflections from 
Smooth Curved Surfaces," RL Report No. 661, January 1945; C. B. Barker and 
H. J. Riblet, "Reflections from Curved Surfaces," RL Report No. 976, February 1946. 



140 



SCATTERING AND DIFFRACTION 



[Sec. 5-5 



reflected tubes of rays. From the law of reflection we have that the 
angle between the reflected principal ray and the normal is likewise i, so 
that 

dSi = dSi = dS cos i, (30) 

whence 

|Si| = |s,!. (31) 

The transformation of the polarization on reflection is obtained 
directly from the results of the plane wave problem of Sec. 5-3. Let 
Ei be the incident electric-field vector at the surface and E, the reflected- 
field vector; we have then from Eqs. (14) and (15) 

n X (E, + E.) = 0, (32a) 

n • E, = n • Ei, (32b) 

or, 

Er = (n • Ei)n - (n x E<) X n. (32c) 

The determination of the radii of curvature of the reflected wavefront 
is a somewhat more difficult task. It wiU be necessary to make slight 
changes in notation: The point of incidence of the central ray on the 
reflector, at which the transformation of the wavefront is desired, will 
be designated by P, and the unit vector normal to the surface at that point 
by np', the unit vector normal to the surface at any other point is n 
The point P is taken as the origin of the coordinate system (Fig. 5-46) 
with the 2-axis along and the zy-plane tangent to the surface; the 
2/z-plane is the plane of incidence (containing the central ray and np). 
The axes tj are the lines of intersection of the principal planes of curva- 
ture of the surface with xy-pl≠ the principal radii of curvature of the 
reflector at P will be designated by R( and K„ respectively. The plane 
of incidence makes an angle w with one of the principal planes, say the 
plane containing the ij-axis. Let ro be the distance OP; the distance from 
0 to an arbitrary point x, y, z on the reflector is 

r = [x^ + + + rl - 2ro{y sin i + z cos t)]». (33) 

Consider now the member of the family of reflected wavefronts that 
intersects the reflected central ray at a distance p from the reflector. 
Let u, V, w be the coordinates of a point on the wavefront, and let x, y, z 
be the coordinates of the point on the reflector for which the reflected 
ray passes through a given point {u,v,w) on the wavefront. By the 
law of the optical path (Sec. 4-8) the equation of the reflected wavefront 
is then 

r + [(m - x)' + (v - yY + {w - 2)2]w = r„ + p. (34) 

Now let So be a unit vector in the direction of an arbitrary inciJcnt 
ray and s a unit vector along the associated reflected ray. From the 
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law of reflection [Eq. (5-17a)] we have 

Si = So — 2(so • n)n. (35) 

If M,y,u) are the coordinates of any point on the reflected ray, the unit 
vector Si is given in component form by 

w — X 

" [(m - xY + {v - vY + (w - (^^^ 

with corresponding expressions for Siv, Si,. Similarly, the components 
of So are 

X y — To sin i z — ro cos i ,„_, 

Soi = -, So, = ; So, = (67) 

Let 

2 = F{x,y) (38) 

denote the equation of the reflector surface. The components of the 
normal n at an arbitrary point on the surface are then 

IdF _ _ IdF _ 1 

~ A dx- ~ Adi' ~ a' 

-[-(i)'-(f)T 

Substitution of Eqs. (36), (37), and (39) into Eq. (35) gives 

M = X + Gi(,x,y)U{u,v,w; x,y,z), 
V = y + G2{x,y)U[u,v,w; c,y,z), 
w = z + G3{x,y)U{u,v,w; x,y,z), { 
U = [iu- xY + {v- yY +{w- zYW 



where 



Gi(x,2/) =5 + 2(s,.n)ig, 

(?,(.,,) =?^^^ + 2(so.n)l|,) (41) 
g3(x,y)= '-7"^^ -2(so.n)l, 



and 



1 r dF 



dF 

So • n = r ~ I —x ^ — iy — 'To sin i) ^ + ~ ''<' ^^s i) 



(42) 



Equations (40) give the coordinates of arbitrary points on the system 
of reflected rays. If, in particular, we consider the family of points 
lying on the reflected wavefront that is defined by Eq. (34), the coordinates 
u, V, w of the system of Eqs. (40) must satisfy Eq. (34); in particular 
U(u,v,w; x,y,z) must satisfy the latter equation. Substitution for U 
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into Eq. (40) then leads to 

u = X + Gi{x,y){ro — r + p),\ 
V = y +G2{x,y){ro - r + p),\ (43) 
w = z + G3{x,y){ra - r + p). ) 

The coordinate z is eliminated from these equations by means of the 
equation z = F(x,y) for the surface of the reflector. Equations (43) 
then become a set of parametric equations {x,y being the parameters) 
for the reflected wavefront that intersects the central reflected ray at a 
distance p from the reflector. On setting p = 0, we obtain 

u = X + Gi{x,y){ro — r), \ 

V = y + G,ix,y)iro - r), \ (44) 
w = z + Gi(x,y){ro - r), J 

the parametric equations lor a surface that intersects the reflector at the 
point P and there represents the reflected wavefront arising from the 
segment of the incident wavefront defined by a small cone of rays about 
the central ray. 

The procedure for finding the principal radii of curvature of a surface 

from its parametric equations is straightforward and can be found in any 
book on differential geometry;' the details of the calculation will not 
be reproduced here. We are interested in the radii of curvature of the 
wave surface at the point u = v = w = Q; i.e., x = y = Q. In eUmi- 
nating z from Eqs. (44) it is, therefore, necessary to use only the equation 
for the reflector surface in the neighborhood of the point P. Referred 
to the principal axes r), the equation of the surface of the reflector is 

By a simple transformation, the equation of the surface with respect to 
the X, ?/-axes is then fovmd to be 

_ 1 r/ cos'o) sin^j^N I / sin^co cos' a, \ 

- 2 sin u cos u ^-i - ^ x!/ j + • • ■ ; (46) 

radii of curvature iJj, i?, are considered to be positive if the surface is 
convex with respect to the positive 2-axis. 

We are chiefly concerned with the over-all pattern produced by the 
reflector and the source system; hence we are interested in the scattered 

field at large distances from the reflector. Provided that neither one 

' For example, L. P. Eisenhart, A Treatise on the Differential Geometry of Curves and 
SurfaceH, Ginn, Boston, 1909. 
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of the radii of curvature Ri, Ri of the reflected wavefront is infinite, it is 
physically possible to consider distances p so large that p » 7?i, p » R^. 
In that case the calculation of the scattered field intensity is somewhat 
simplified; instead of Eq. (4-23) we can use Eq. (4.24), 

The product of the radii of curvature of the reflected wave surface at 
the point P is 

RiRz — 



4 cos i , cos t 2 



sin'^ u cos 



cos^ " + I + " J 

Rri \ ^? Rv / 



(47) 

The result can be put into a more symmetrical form by introducing the 
angles di and ^2 between the incident ray and the principal axes of the 
reflector J and ri, respectively. The scattered field at a distance p from 
the reflector in the direction defined by the reflected ray is then given by 

IP I = !:o |„ I r R ( R, cos i 1^ 

' " p ' L(4r§ + i?t/2,) cosi + 2r„(/?£ sin2 9, + Ti:, sin2 Sj)] ■ ^ ^ 

The bracketed term is known as the divergence factor of the surface, 

n= RiR^cosi . 

(4r5 + R(R,) cos i + 2r„(A'j siii'-^ 8, + R, siii^ B^)' 

it is the ratio of scattered power per unit solid angle in the direction of 
the reflected ray to the incident power per unit solid angle. By use of 
Eqs. (31) and (32c), together with Eq. (48), the scattered field can be 
obtained in magnitude, phase, and direction: 

Ep = ^° {(n • E.)n - (n x EO x n jDWe-'*". (50) 

5-6. Superposition of the Source Field and the Scattered Field. — 
The method of superposing the scattered field on the original field of the 
sources is fundamentally the same as that used in Chap. 3 in treating the 

far-zone fields of current distributions. It will be assumed that the 
source field is linearly polarized. The fundamental elements are illus- 
trated in Fig. 5-5. Let P, be the total power radiated by the source, 
and let G(s) be the gain function in the direction defined by the vmit 
vector s. The field of the source alone over a sphere of radius R is 
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The unit vector Co describes the polarization of the field over a sphere 

with radius such that kR = 2mr, w = 0, 1, 2, . . . . The total field 
in a given direction s is the sum of the scattered field produced in that 
direction by the reflector and the source field. In the far-zone treatment 
the ray from the source to the given field point is taken to be parallel 
to the ray from the reflector. 




0 

Fig. 5-5. — Superposition of the scattered field on the source field. 

The field intensity incident on the reflector is 

= Ko^'s^^'^^r""^'"^'"^"' ^^^^ 

The scattered field is then, by Eq. (50\ 

= ^ [2 (^^J'^Giso)^ [(n • eo)n - (n x Co) x n]e-"("+'>'; (53) 

the distance p has been set equal to R in the expression for the amplitude. 
In so far as the phase is concerned, it is seen from the figure that 

Rsi = roSo + psi, (54) 

whence 

ro + p = R + r„(l + cos 2i). (55) 
The total field in the direction Si is, therefore, 

E(si) = [2Q"^]''^l[G(si)]J'^e„(sO + [I'G(s„)]Me,e-'*'«a+-«)j, (56) 
where 

= [n • eo(so)]n - [n x eo(So)] xn. (56a) 

5-7. The Current-distribution Method. — The geometrical-optics 
method discussed in the preceding sections can furnish no information 
on the structure of the scattered field that results from deviations from 
geometrical propagation of the reflected wavefront. By geometrical 
optics this wave is discontinuous (geometrical shadow behind the reflec- 
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tor), and it was pointed out in Sec. 4-5 that in the presence of a discon- 
tinuity geometrical optics does not give accurate results. The deviations 
decrease in significance as the wavelength goes to zero; the geometrical- 
optics method is to be regarded as a zero-wave!ength approximation to 
the scattered field. 

The current-distribution method which will be formulated in this 
section leads to a better approximation for the scattered field and also 
makes possible the analysis of secondary effects such as the reaction of 
the reflector on the sources. The cardinal feature of the method is that 
it attempts to approximate the current distribution over the surface of 
the reflector; the scattered field is obtained from the current distribution 
by Eqs. (7) and (8) and is thus an electromagnetic field that satisfies 
Maxwell's equations. We shall be interested primarily in the far-zone 
field of the current distribution in obtain- 
ing the composite pattern of the reflector 
and the sources. 

The current distribution over the re- 
flector is obtained on the basis of geomet- 
rical optics, which can be expected to 
yield good results only if the reflector is 
far enough from the sources for the field 
of these to be described adeciuatcly in 

terms of wavefronts and rays. On the . ,. ^, ^ ,. ^ ., 

. I'lG. 5-0. — On the fiurrent-distribu- 

basis of ray optics there is a sharply de- tion method, 

fined shadow region behind the reflector 

in which the total field is equal to zero. In Fig. 5-G, S is the reflecting 
surface and V is the boundary curve between the geometrically illumi- 
nated area and the shadow area. According to the boundary condition 
[Eq. (26)], since the total field is zero, the current distribution over the 
shadow area is zero. It is a matter of experience that the shadow region 
is more sharply defined the smaller the wavelength and the larger the 
ratio of the reflector dimensions to the wavelength. The first assumption 
of our approximation technique, then, is that there is no current over the 
shadow area of the reflector. The current distribution over the illumi- 
nated region of S is obtained on the asstimption that at every point the 
incident field is reflected as though an infinite plane wave were incident 
on the infinite tangent plane. Let E;, H, again be the initial field; let 
Sfl be a unit vector in the direction of the Poynting vector, that is, along 
the incident ray. If n is the imit vector normal to the surface at the 
point of incidence and Si a >mit vector in the direction of the reflected 
ray, the surface current density, according to Eqs. (21) and (22), is 

K = 2(n X H.) = 2 (J^'" [n x (s„ x E,)], (57a) 
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or, in terms of the reflected field E„ H, at the surface, 

K = 2(n X H,) = 2 [n x (si x E)]. (57b) 

The surface charge density is obtained from the total field Ej + E, by 
means of Eq. (2o); making use of the plane wave relations [Eq. (15)], 
we then find that the charge density is 

77 = 2e(n • E.) = 2t(n • E,). (58) 

From the discussion of Sec. 5-4 it is seen that the procedure for obtain- 
ing the current and charge distributions is based on the assumption that 
the radii of curvature of the incident wavefront are large compared with 
the wavelength as are also the radii of curvature of the reflector. On tlio 
other hand, in the present case there are no conditions imposed on t' • 
focusing or defocusing characteristics of the reflector. It is clear thai. 
Eqs. (57) and (58) represent high-frequency approximations to the actual 
currents and charges and may be expected to approach the latter in the 
limit of zero wavelength. The current method differs from the previous 
wavefront procedure in that a frequency dependence of the scattered field 
is introduced into the subsequent calculation of the field arising from the 
current and charge distributions. Also, the field at a given point in 
space is the resultant of (^ontrihnlioris from all points on the illuminated 
area »So rather than from the point of geometrical reflection alone. 

6-8. Calculation of the Scattered Field. — The expressions for the 
electric and magnetic fields in terms of the currents and charges were 
derived in Sees. 3-9 and 3-10. It will be recalled that the fields thus 
obtained satisfy Maxwell's equations only if the source-density functions 
satisfy the equation of continuity [Eqs. (3-6) and (3-9)]. The reader can 
readily verify that if the initial field E„ H,- satisfies Maxwell's equations, 
the current and charge distributions given by Eqs. {57a) and (58) do, 
in fact, satisfy the surface equation of continuity given in integral form 
by Eq. (3-9). The situation is different, however, at the boundary line 
r between the illuminated and shadow regions. The current distribu- 
tion is discontinuous across the boundary, being zero over the shadow 
area; compatibility with the equation of continuity can be achieved only 
by introducing a fine distribution of charge along the curve F.' 

In Fig. 5-7 T is a unit vector along the boundary curve T; ni is a tinit 
vector in the tangent plane normal to t. The linear charge density along 
r will be denoted by a. Considering a small area of sides ds and il 
(the latter normal to T) and expressing the condition that the net current 

' The discussion that follows parallels that given by Strattoii and C'liii in their 
treatment of diffraction; sec J. A. Stratton, Electromagnetic Theory, McGraw-Hill, 
New York, 1941, Sec. 815. 
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flow from the area is equal to the rate of decrease of the charge enclosed, 
we obtain 

da 



— Ill • K ds = 



dt 



ds; 



(59) 



the contributions from the sides SI vanish as H —*0 while ds remains 
fixed. We have then 



(59a) 



Substituting from Kqs. (57o) and (57b) for the current distribution, we 
find 

dff 



and 



dt 

da 
dt 



= 2ni- (n X Hi) = -2T-Hi 



-2-t.H,. 



(OOo) 



(606) 



For time periodic fields these give the charge distribution direc^tly; for 
we have da/dt = jua, whence 



a = - ^t-Ki 

3^ 



3<i 



H,. 



(61) 



The scattered field is thus the 
sum of the contributions of three 
source distributions: (1) the surface 
currents over the illuminated area, 
(2) the surface charges over the 

same area, and (3) the line distrib\>- l- m. 5.7. — Calculation of the electric charge 
tion of charge along the boundary o» '^adow boundary curve r. 

curve r. We shall now restrict our analysis to time-periodic fields. Ap- 
plying the results of Sees. 3-9 and 310, we find the scattered field to be 




Shadow region 



■7 — Illuminated region 



;u;u(n X Hi)f - (n ■ Ei) dS 



where = e ' , with r the distance from the field point to the element 
of area dS on the reflector; S„ designates the geometrically illuminated 
area; the sense of the line integral around T is siu'h that the outward 
normal to Si, is on the left. The fields can also be expressed in the same 
way in terms of the reflected fields E,, H, at the surface So. 
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It was shown in Sec. 3 9 that if the current and charge distributions 
satisfy the equation of continuity, the fields can be expressed in terms of 
integrals involving the currents alone. In view of the introduction of 
the boundary line distribution it will be well to carry through the details 
of the transformation for this special case. It will be recalled (c/. Sec. 
3-8) that the gradient operations in the integrands of Eqs. (62o) and 
(62&) are referred to the field point as an origin. Taking a rectangular 
system of coordinates with the origin at the field point, let the coordinates 
of a point on So be Xa {x\ = x, xi = y, X3 = z), and let i„ be unit vectors 
along the Xa-axes. The line integral of Eq. (62ffl) is then 



3 



(63) 



By Stokes' theorem each integral on the right-hand side transforms into 
a surface integral : 



But 



and 



--(«'£) = 'f.-H. + |'-.'H„ (65, 

(t|xH,).„=-(„xH,,..4, (66, 

(|*,.H,)...i„.|i,n.E.,. (67, 

In the last of these use has been made of the field equation [Eq. (3-23b)]. 
Collecting these together, we have 

^^_,V^(,.H.)d.^i^^i„/^^ 



n F 



Juit 

or 



-A(nxH.).vg]rfS, 



Substituting into Eq. (f)2a), we then obtain 



- 4; (n X Hi) • VV^ j dS. (68) 



,s- = H-i- I (n X H.) • V(V^) + fc^n x H.)i^ 1 d^- (69) 
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It will be recognized that this is obtainable directly from Eq. (5-7) by 
inserting the value for the surface current density given by Eq. (57a). 
It was shown in Sec. 3-11 that the field integral, taking the form of Eq. 
(69). leads to a far-zone field in which the field vectors are transverse 
to the direction of propagation. The effect of the boundary line distri- 
bution is therefore to cancel the longitudinal field component introduced 
by the surface charge and current 
distributions. Subsequent calcula- 
tions can be made on the basis of 
Eq. (69) ; the contributions of the 
charge distributions need not be 
evaluated explicitly. 

Let e be the vector from a given 
origin (see Fig. 5-8) to the element 
of surface dS; let Ri be a unit vec- 
tor from the origin to the field 
point, the distance between them 
being R. The scattered field inten- 
sity in the far-zone is then, according to Eq. (3-128), 




Fig. 5-8.- 



y 

-Calculation 



of the total field. 



J s« 



X Hi - [(n X Hi) • Ri]Rile'*»-K' dS. (70) 



The magnetic field need not be calculated separately but is given by the 
far-zone relation 



= ^-'^ (Ri X Es). 



(71) 



6-9. Application to Point-source and Line-source Feeds. — Two cases 

of major interest are those in which the initial field Ei, Hi arises from a 
point-source system and a line-source system, respectively. Where the 
reflector enters into the problem by intention as a component of the 
antenna, the source system will be referred to as the feed; this term is 
used extensively in later chapters. 

The Point-source Feed. — It was noted previously that at sufficiently 
large distances from any radiating system, the latter is equivalent to a 
directive point source. Microwave point-source feeds are specially 
designed so that the required distances are within practical ranges for 
use with a reflector. 

Let the point 0 in Fig. 5-8 be the point-source equivalent of the feed; 
it will be assumed again that within the cone of illumination falling on 
the reflector the incident wavefronts differ negligibly from spheres about 
the point 0. The reference system of coordinates will be taken with the 
origin at the source system. Spherical coordinates will be designated 
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generally by p, 6, <t>; the coordinates of a field point in the far-zone region 
of the system as a whole — reflector and feed — will be R, 0, *. If Gf{6,<j>) 
is the gain function of the feed and P is the total radiated power, the 
primary radiation field — of the feed alone — is 



H, 



, = (jj' (e: X E,), 



e.(9>)e-"'>, 



(72a) 
(726) 



where gi is a unit vector along p and ei(9,0) is a unit vector defining the 
polarization of the electric field intensity. The current density K at a 
point p, 6, <t> on the reflector is then 



K = 2(n X Hi) 



.0 2x 



[n X (pi X ei)]e- 



-ikp 



(73) 



Substitution of the expression for n x Hi from Eq. (73) into Eq. (70) 
gives the scattered field in the far-zone. Equation (70) shows explicitly 
that there is no field component in the Ri-direction. Let 10 and i* 
be unit vectors in the direction of increasing 0 and *, respectively. The 
transverse components of the scattered field are then 



Esq - - — — 



I. 



/A« P 

= f ^^^^"'"^^^^ [n X (ei X ei)]e-'''''-e*'' dS; (74c) 

y So P 



i* ■ I, 



(74a) 
(746) 



the vector g = pgi is the radius vector from 0 to the element of surface 
dS. The total field at the point R, 0, * is 



= E.Q + Esq 



^1(0,*) 

^2(0,*) 



[GA0.*)]«i© • ei(0,*) 

Ei.j + Es^ 



g—ikB 

"RT 



_ J 

(") 



F.(0,*), 



F2(0,*), 



[G/(0,*)]''^i* • e; - ^ i* • I 



(75) 



(76) 



The magnetic field is obtained by means of Eq. (71). The Poynting 
vector of the total field is S = i Re (E x H*), and the power per unit 
solid angle P(0,*), radiated by the system as a whole in the direction 
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(©,*), is R^\S\; hence, the gain function of the composite system is 

4.P(e,*) 2.(i)^|£;el' + |^;,P)i^^ 

<?(©,*) = = p (77a) 



or 



(77b) 



The Line-source Feed. — ^Line-source feeds are generally used with 
a cylindrical reflector, the generating element of which is parallel to the 
line source. The following analysis will be confined to such systems. 

V 





— 



FiQ. 5-9. — The cylindrical reflector with a line-source feed. 

The line source may be a system of point-source radiators distributed 
along a line, such as the linear-array antennas discussed in Chap. 9, 
or it may take the form of a long, narrow, rectangular aperture through 
which energy is being radiated into space. It will be assumed that the 
length I of the source is large compared with the wavelength. 

The reflector and source system are illustrated in Fig. 5-9, with the 
source along the x-axis. We shall assume that the maximum distance 
from the latter to the reflector does not exceed P/\ and that the minimum 
distance is large compared with the wavelength. Within such distances 
from the source its field is essentially in the form of a cylindrical wave 
(c/. Sec. 3-7). The wave incident on the reflector is, therefore, best dis- 
cussed in terms of cylindrical coordinates. The a;-axis in Fig. 5-9 serves 
as the axis for the cylindrical coordinate system, the polar coordinates 
of which, in the planes normal to the x-axis, are denoted by p and i^. 

The cylindrical- wave zone can be divided into two general regions: 
(1) a near-zone region in the immediate vicinity of the source and (2) 
a quasi-radiation zone at distances large compared with the wavelength 
but less than In the latter region the predominant components of 

the field lie in the tangent plane of the cylindrical wavefront and are 
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mutually perpendicular as in the case of the isotropic cylindrical wave 
discussed in Sec. 3-7. With a general line source, the field intensity is not 
uniform over the wavefront but varies both along the x-direction and 
about the cylinder axis. The radiation-zone field can be written 

Eip,^,x) = A{i,x) (78a) 



and 

isi X E), (78b) 



(0" 



where pi is a unit vector in the direction of increasing p. The radiation 
zone of the cylindrical wave field is to be distinguished from the general 
far-zone field with respect to which the line source behaves like a point 
source. 

We shall confine our attention to fields in which the polarization is 
uniform over the wavefront. Two fundamental cases are to be consid- 
ered: (1) longitudinal polarization in which the fJ-vector is parallel to 
the X-axis, so that 

A(^,x) = Aii,x)u, (79o) 

and (2) transverse polarization in which the electric vector lies in the 
planes transverse to the x-axis, that is, 

A(^,x) = A{^|^,x)k•, (796) 

the vectors i^ and are the basis vectors of the cylindrical coordinate 
system. In most cases of interest the amplitude function A {^,x) is sepa- 
rable in its dependence on the two coordinates. Referring to the power 
flow rather than the amplitude, we shall introduce a two-dimensional 
gain function G(^). Let P be the total power radiated by the source; 
let (P/l)Fix) dx be the total power in the cylindrical wave field between 
the planes x = consta;it and x + dx = constant. The power radiated 
per radian between these planes in the direction p 'S then 

P{x,^) dxd<f' = ~y Fix) dx G{4d di' (80) 

The gain function G'dA) must obviously satisfy the condition 

G{i) di = 2ir. (81) 



/: 



The function F{x) expi esses the distribution of Intensity along the i/-direc- 
tion; it must satisfy the condition 

1/2 

Fix) dx = I, (82) 
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it being assumed that the origin of the coordinate system is at the center 
of the line source. The ampHtude A (x,^) may be evaluated in terms of 
the power-distribution functions as in the case of the point-source feed. 
The magnitude of the Poynting vector is 



|S| =^|Re(ExH*)l 



We have then 



or 



\A\^d^fdx = F(x) dx # 



(83o) 



(836) 



The current densities, or rather n x Hi^ for the two types of polariza- 
tion are the following: 

1. Longitudinal polarization: 

'fF(.)^l': 

Iw p J 



n X Hi = 



or 



n X (gi X Qe-''", 



(84o) 



n X Hi = ix 



■.Fix) 



cos i e"'*'. 



2. Transverse polarization: 



n xHi = 



Fix) 



p J 



n X (ei X i^)e-'*'', 



n xHi 



C) 



Fix) 



(846) 



(85a) 



(856) 



The angle i is the angle of incidence, and t is a unit vector tangent to 
the cylinder in the cross-section plane. The positive directions of the 
angles and vectors are shown in Fig. 5-9. 

The far-zone field is expressed in terms of spherical coordinates. 
Because of the geometry of the system it is convenient to use a set of 
spherical coordinates somewhat different from that used in the treatment 
of the point-source field, the x-axis being taken as the polar axis; the 
definition of the coordinates is given in Fig. 5-9. Let ig and i* again be 
unit vectors in the increasing 0- and ^-directions. For the case of the 
longitudinally polarized source, the scattered field is 



cos * 



x/ U)^ 



cost c-'«^[''-<e+rf-) «>ldsdx]; (86) 
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ds is the element of arc length along the cross section, or 




(87) 



The scattered field has no ©-component, the electric vector lying entirely 
in the meridional plane passing through the a;-axis. The scattered field 
for the transversely polarized source is 



In this case there is also a ^-component proportional to sin <t> in 
magnitude. However, i( lyi> \ the beam is confined to the neighborhood 
of $ = 0 and the cross-polarization component is small. 

On expressing the vectors p and Ri in rectangular components, one 
finds the phase factor of the integrands of Eqs. (86) and (88) to be 

P — ie + x'u) • Ri = p[l + cos * cos(iA + €))]- X sin *. (89) 

It is apparent that the integrands are factorable into a function of x 
and a function of tp. Considering the central plane $ = 0, we see that 
the ©-dependence of the field arises entirely from the integral over ^ 
the field distribution is determined by the angular characteristic G{\(/) 
of the source and the cross-section contour of the reflector. As regards 
the planes © = constant, both aspects of the reflector contribute to 
some degree. However, it will be shown in Chap. 6 that if the length 
I is large compared with the wavelength, the major portion of the field 
is confined within a small angular region <I> about the central plane. Over 
this region the variation of cos * in Eq. (89) is of second order compared 
with sin on setting cos * = 1, separability is obtained, the field dis- 
tribution in the planes 0 = constant being determined entirely by the 
linear characteristic of the source F{x). The transverse distribution of 
the field is thus virtually the same for all transverse planes. 

The primary' field of the source alone must be added, of course, to 
the scattered field to obtain the total field. Here the far-zone field 
of the source (for which it is effectively a point source) must be used 
instead of the cylindrical wave field of the radiation zone. It will be 
assumed that this is known and expressed in a form similar to Eq. (72a), 
in terms, of course, of the spherical coordinates shown in Fig. 5-9. It is 
also assumed that the equivalent point source is located at the origin 
of the coordinate system, since the phase terms entering into the reflector 
field have been referred to that origin. The procedure for superposing 
the fields is exactly the same as that dehneated in the previous case and 
need not be discussed further here. 




'2irR 




X e-i*lP-(e+rf.)-».l ds dx. (88) 
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Attention should be called to one point in the procedures discussed in 
this section that has been the cause of some concern in the past. It will 
be found in general that the radiation field of a current distribution — 
such as is given by Eqs. (72) and (78) — does not satisfy Maxwell's 
equations exactly. Consequently, except in special cases, the current 
and charge distributions on the surface of the reflector, as found by the 
methods already outlined, do not satisfy the equation of continuity 
exactly. However, the terms that are neglected, which would result in 
satisfying the required conditions exactly, are smaller in order of magni- 
tude than the radiation field components and are in general in time 
quadrature with the latter; they therefore introduce a nonessential con- 
tribution to the scattered field and the scattered power pattern. 

6- 10. Reaction of a Reflector on a Point-source Feed. — One of the 
fundamental problems in the design of an antenna employing a reflector 
is the effect of the latter on the impedance characteristics of the antenna. 
The problem can be treated on the basis of re-radiation from the current 
distribution on the reflector;' the analysis will be carried out here for 
the case of a point-source feed. 

The radiating system that constitutes the feed must be considered 
in its relation to a transmission lino. The basic idea of the following 
analysis is that the interaction between the feed and the field of the cur- 
rent distribution on the reflector gives rise to a "reflected" wave in the 
transmission line and thus an impedance mismatch from the point of 
view of the line. Our object is to calculate the reflection coefficient — 
ratio of the reflected to incident wave amplitudes — in the transmission 
line due to the reflector. The field of the reflector, which is given in 
general by Eq. (69), is regarded as a superposition of spherical wavelets 
arising from every element of surface dS. The total reflected wave in 
the transmission line is then considered to be the sum of component 
waves arising from the interaction between the feed and the separate 
wavelets. The current element K dS is regarded as a dipole source, and 
only the radiation terms are retained for the individual wavelets. The 
interaction between one of these and the feed is evaluated on the assump- 
tion that the distance from the reflector to the feed is so large that the 
wavelet can be regarded p.s a plane wave over the effective area of the 
feed. This assumption is consistent with our previous condition that 
the reflector be in the far-zone of the feed system. Multiple scattering 
between the feed and the reflector is neglected; this is likewise consis- 
tent with the previous assumptions. 

It will be assumed that in the absence of the reflector the feed is 
matched to the transmission line; there is then only an incident wave 
within the line. Let F, be the voltage at some reference cross section 

■ S. Silver, "Analysi-s and Correction of the Impedance Mismatch Due to a 
Reflector," KL Report No. 810, September l'J45. 
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of the line. The total power transported across the reference cross sec- 
tion is 

P = a\V.\', (90) 

where a is a constant characteristic of the line and the field distribution 

over the cross section of the line. If the dielectric and ohmic losses in 
the line and the radiating system are negligible, P is the total power 
radiated by the feed. By Eq. (73), the current density at a point p, 
6, 4> on the reflector, with its phase referred to that of the voltage at the 
reference cross section in the line, is 

K = 2(n X H,) = ^ GAe,4.) n x (pi x eO^-'*'. (91) 

Expanding the vector term, we have 

n X (pi X ei) = (n • Ci)?: + Ci cos i, (92) 

where i is the angle of incidence. The current is here resolved into one 
component along the incident ray and one component parallel to the 
polarization of the primary hold. 

The field of the wavelet arising from the current element K dS is the 
integrand of Eq. (69) : 

[(n X Hi) • V(V^) + k'{n X dS. 



Applying the results of Eqs. (3-125) and (3-126), one sees that the radia- 
tion field components arise only from the component of the current that 
is transverse to the direction of propagation of the wavelet. Conse- 
quently, to the order of approximation that all the other terms are 
neglected, the component of the current in the direction pi contributes 
nothing to the reaction on the feed. As regards the component in the 
direction Ci it is observed that this coincides with the polarization of the 
feed and therefore no polarization obliquity factor enters into the inter- 
action with the feed. The field intensity of the spherical wavelet with 
which we are concerned is then 

dEr = ^ (n X Hi) • Ci dS 

or 

The magnitude of the Poynting vector of the spherical wavelet is 
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If the wavelet may be considered plane over the receiving cross section 
of the feed [see Eq. (2-80)], the power that would be extracted from the 
wavelet acting alone is 

dPr = \S.\G,{e,,t>) (94) 

The voltage dVr of the reflected wave set up thereby in the line, at the 

given reference point, is 

dVr = f— 'Y' e~A<2,+«) = \}L f-Y^GX0,«)]''d£,e-'*C2/-+»). (95) 
\ a J L»7ra \^^/ J 

The phase term 6 is a constant determined by the feed and the choice 
of the reference point; we need not be concerned with its precise value. 
Substituting Eq. (93) into (95), we obtain the reflection coefficient con- 
tributed by the element of surface dS of the reflector: 

dV 1 

dr = = 1^ (?/(e,0) cos i e-'C2*''+»') dS. (96) 

The phase term 5' absorbs the —j of Eq. (93). The reflection coefficient 
due to the entire reflector is, therefore, 



^^-'■^ cosie-'2*pdS. (97) 



4irp 

Use will be made of this result in Chap. 12 to devise a method for elimi- 
nating the mismatch. 

The, principle of stationary phase (Sec. 4-7) may be applied to the 
integral of Eq. (97) to obtain an estimate of the mismatch for the case 
of short wavelengths. It will be recognized that the phase is stationary 
at those points on the reflector at which the rays from the feed strike at 
normal incidence. The essential contribution to r arises from the area 
in the immediate neighborhood of the stationary point. The calculation 
is hardly different from that used for Eqs. (4-46) to (4-51) and will not 
be given here. If G„ is the gain of the feed in the direction of normal 
incidence, p„ the feed-to-reflector distance, Ri and R„ the principal radii 
of curvature of the reflector at the stationary point, we have 



8irp„ 



RcR, 



(Ri + Pn)(R, + Pn) 



(98) 



If there is more than one point of normal incidence, the total effect is 

obtained by summing the separate values of r„. 

The same result [Eq. (98)] can be obtained directly on the basis of 
geometrical optics.' The reflected field intensity at the feed is deter- 

' S. Silver, "Contribution of the Dish to the Impedance of an Antenna," RL 
Report No. 442, September 1943. 
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mined by considering the dispersion of a small incident cone of rays by 
the reflector, making use of the techniques of Sec. 5-5. 

5-11. The Aperture -field Method. — It was shown in Sec. 3-8 that the 
field at a point in space lying outside a surface that encloses all the sources 
of the field can be expressed in terms of integrals of the field vectors over 
the surface. Thus, if the scattered field E,, H» is known over any surface 
2 that surrounds the reflector completely, the scattered field at an 
external point P in space is given by Eqs. (3108) and (3-109): 



In applications to antenna problems, the field over S may not be 
known. The aperture-field method formulates a high-frequency approxi- 
mation to the field. The surface S is taken in the immediate vicinity 
of the reflector, and it is assumed that energy passes to S from the 
reflector by propafi^ation along the relloctod rays. The field over 2 is 
then calculated by the methods of Sec. 5-5 in conjimction with Eq. (4-23) ; 
the same conditions must therefore be imposed on the radii of curvature 
of the incident wavefront and the reflecting surface. 

The present method has no special advantages over the current-dis- 
tribution method for the treatment of an arbitrary reflector. However, 
there is one class of reflectors for which it has decided advantages, both 
in ease of application and in establishing relations with other phe- 
nomena. The reflectors to Avhich the method is particularly suited - 
and to which the subsequent discussion is restricted — have the property 
that the entire family of rays reflected from the illuminated area So lie 
in one hemisphere of space, as shown in Fig. 5-10; also, in the neighbor- 
hood of the reflector it is possible in general to draw a finite curve Ta 
circumscribing the entire family of reflected rays. The shadow boundary 
r on the reflector then defines an aperture and serves as an exit pupil for 
the reflected rays, which can be regarded as arising from a distribution of 
image sources behind the reflector. 

On the basis of the ray diagram it is to be expected that the scattered 
field will be concentrated largely in the hemisphere of space containing 
the reflected rays. Our discussion will pertain to points in this region, 
and the surface 2 will, therefore, be taken to be made up of an infinite 
plane containing a curve such as Va, plus the hemispherical cap of infinite 
radius. The aperture of the system may be defined as the area A on 
the infinite plane circumscribed by the curve obtained by projection 




+ (n X E.) X -I- (n • E,)V^] dS; (99a) 




-I- (n X H,) + {n- H,) V,/-] dS. (99b) 
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of the shadow boundary r along the reflected rays. It may be noted at 
this point that since the scattered field must satisfy the radiation condi- 
tions [Eqs. (3-113) and (3114)] at infinity, the hemispherical cap will 
make no contribution to the field integrals in Eqs. (99a) and (99?)). 

It is evident that the determination of the scattered field over the 
plane S by reference to the reflected rays leads to a discontinuous dis- 
tribution, with a nonzero field over the area circumscribed by Va and 
zero field over the area of S outside Va- This introduces into the problem 
a feature that is efiuivalent to the discontinuity in the current distribu- 
tion over the reflector at the shadow boundary in the previous method. 




Tig. 5-10. — On the aporture-fiold method. 



It was pointed out at the close of Sec. 3-8 that the terms entering into the 
integrands of ]]qs. (99a) and (99?)) can be set into correspondence with 
si,u'face distributions of electric currents and charges and magnetic cur- 
rents and charges. The electric and magnetic fields over the surface 
cannot be assigned arbitrarily; they must be assigned in such a way that 
the equivalent current and charge distributions satisfy the surfacp equa- 
tion of continuity [Eq. (3-9)] if the integrals are to give field components 
that satisfy jNIaxwell's equations. In order to make the distributions 
over S compatible with the equation of continuity it is necessary to 
introdtice line distributions of electric and magnetic charges along the 
boundary curve Va- 

The comptitation of the botmdary charge distributions proceeds along 
exactly the same lines as in the case of the current-distribution methods.' 
With Er, Hr denoting components of the scattered field over S, the 
density a, of the boundary line distribution of electric charge and the 

' See also J. A. Stratton, Electromagnetic Theory, McGraw-Hill, New York, 1941, 
Sec. 815. 
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density a„ of the magnetic charge are 

<r. = - i (t • H,) ; ,7„ = i (t • E,). (100) 

The unit vector t and the positive normal n to the surface 2 are defined 
in Fig. 5-10. The amended expressions for the fields are then 

+ ^ l-JMa X H,)iA + (n X E.) x + (n • E,) V^] dS (lOlo) 

and 

i /x ^■'"'^^ ^ ^'^^ ^° ^'-^ + ■ ^'''1 (1016) 

where A is the area enclosed by Va- 

The integrals over the boundary Ta can be transformed into surface 
integrals by the same process used in transforming Eq. (5 ()2o). It is 
then found that the field expressions are 

= 1=5- f [^"'(1 X H,)^ + (n X H.) • V(V^) 

^Tjue J A 

+ jciiin X E,) X V^] rf<S, (102a) 
H.(P) = - [fc'(n X E,)^ + (n X E,) • V(V^) 

- JMn X H,) X Vf] dS. (1026) 

The boundary line charges have the same effect here as in the case of 
the current distribution: They cancel the longitudinal field component 
of the far-zone field that arises from the surface current and charge 
distributions. 

The discussion has been developed with reference to a plane area. 
This is not necessary for the application of Eqs. (99a) and (996); the 

surface 2 may be any curved surface of infinite extent that divides the 
space into two regions — one of the reflector and one of the scattered field. 
The aperture area in that case will be a curved surface bounded by a 
curve Ta that is the projection of the shadow boundary along the reflected 
rays. There is no change in the final result; the integrals (102a) and 
(1026) apply to the curved aperture surface A. 

5-12. The Fraunhofer Region. — We shall now carry through the 
reduction of the integrals for the far-zone field. The latter will be referred 
to henceforth as the Fraunhofer region because of the relation of the 
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problem to optical diffraction problems. The latter will be discussed in 
a later section. 

Let e again be the vector from the origin of the coordinate system to 
the element dS of the aperture area and Ri a unit vector from the origin 
to the field point in the direction 6, 4>. Appljing the results of Sec. 
3-11 and inserting therein the expressions for the electric and magnetic 
currents given in terms of the fields by Eqs. (3-111), we find that Eq. 
(102o) reduces to 



(0' 



Ri X (n X H,) 



e'*e-R' dS. (103) 



Let s be a unit vector along a ray through the aperture. In the geomet- 
rical-optics approximation, the electric and magnetic fields over the 
aperture are related by 

H = a(s X E). (104) 

[In free space a = {t/iiY"-. However, as we shall see later, the reflector 
is only one special case of an apcrluic problem; the theory can be applied 
to problems such as the radiation from horns in which a will have some 
other value.] Substituting for H, in Eq. (103), we obtain 

E.(P) = Ri X jn X E, - a Q " [Ri . (s x E,)n 

- (s X E,)(n . R,)] e'-'e-R- dS. (105) 



For some purposes it may prove convenient to take as the aperture 
area A the wavefront of the sy.stem of rays. In that case the unit 
vectors s and n are identical, since the rays are normal to the wavefront. 
More generally, however, it is convenient to use a plane aperture; the 
vector n is then constant over the surface and in the direction of the polar 
axis of the spherical coordinate system. The field E, over the aperture 
is generally specified in terms of the polarization, magnitude, and phase 
distribution '*(.r,7/). If the wavcfronts associated with the rays through 
the aperture are the surfaces L(x,y,z) = constant (c/. Sec. 4-2), the phase 
distribution is 

*(.!■,!/) = A-aL(x,j/,0), (lOG) 

where ko = 2ir/Xo is the free-space propagation constant. From Eq. 
(4- 10) it follows that the components of the vector s over the aperture 
plane are 
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1 

k dx ' 



1 a* 



V' • 



(107) 



The total power passing through the aperture is the integral of the normal 
component of the Poynting vector: 



2 Ia 



Re (E, X H?) • n dS 



2 J A 



(108) 



(109) 



The gain function for the aperture is therefore 

" \Er\'s,dS 

It is overlooked in many treatments of aperture problems that if 
there is a phase distribution over the aperture other than a constant 
phase, the field vectors E,, H, do not lie in the aperture plane and the 
Poynting vector is not normal to the plane. In cases where the phase 
distribution 'ifix,y) represents small deviations from constant phase, 
these factors can be neglected without too serious an error. Subject 
to this approximation, Eq. (105) simplifies to 



_ -jke 



E.(P) 

where the vector N is 
N 



n + 



:N 



(110) 



(UOa) 



The expression for p • Ri for the plane aperture has been inserted. In 
using these relations it mu.st be kept in mind that the fie'd vector.s are 
assumed to lie in the aperture plane. The 9- and <^>-eomponcnts of Eq. 
(110) are 



"HrR 



-Jkr;^ r 
4^R [ 



cos 9 + a 



(.V, cos <i> + .V„ sin <t>), (] I lo) 

(.V, sin <#> - .Y„ cos <f>). (lilfc) 



DIFFRACTION 



5-13. General Considerations on the Approximate Methods. — Both 
the current-distributicm and aperture-field methods led to a calculation 
of the scattered field as arising from a distrilnition of sources over an 
open surface, the boundary of which is defined by the sy.stem of reflected 
rays. In contrast to the freometrical-optics method, the field at any 
point was found as the superposition of conti iliutions from ail elements ol 
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the source distribution. In general, therefore, the last two methods will 
lead to nonzero field intensities in the region of space not covered by 
the system of rays; also, in the region of the rays, the fields will differ from 
those obtained on the basis of geometrical scattering. These deviations 
from geometrical propagation of the scattered field are known as diffrac- 
tion phenomena. 

The diffraction effects are due fundamentally to the fact that the 
sources are distributed over an open surface; that is, the reflected wave- 
front is not a closed surface. The same effects will arise no matter by 
what process a field distribution is generated over a finite open area in 
space. Thus a lens illuminated by a point-source or line-source feed 
likewise defines an exit pupil for the system of x&ys incident in it and 
produces a segment of a wavefront in its aperture plane. Lenses and 
reflectors that have aperture areas of the same size and shape and produce 
the same field distributions ov'er th(^ afx'r'tures have field patterns that 
differ in no essential detail. The same phenomena are observed when a 
wave passes through an aperture in an infinite opaque screen or through 
the mouth of a horn into free space. 

Experiment shows that whenever the dimensions of the aperture are 
largo compared with 1li(> wav(>l('iigth, the diffraction effects are small and 
the major portion of the field ])a.( lern is concentrated in the region covered 
by the rays from the aperture. On the basis of this fact a common high- 
frequency approximation technique is used for all problems of the type 
mentioned above. The mathematical details have already been devel- 
oped in Sees. 5'11 to 5-12, and we need only summarize here the general 
ideas in the application of the results to the various types of problems. In 
each case the aperture area is associated with a surface 2 of infinite extent 
which divides all space into two separate regions. The problem is then 
equivalent to that of an aperture in an infinite screen on the surface S. It 
is assumed that the field over Z is zero everywhere except over the aper- 
ture area; in effect, it is a.ssumed that diffraction effects at wide angles 
with respect to the aperture-ray system are negligible. In the case of the 
reflector and lens it is assumed that the aperture field is produced by geo- 
metrical reflection or refraction of the rays from the primary feed. In the 
case of a horn the aperture field is taken to be that which would exist over 
the aperture area in a horn of infinite extent — possibly after correction is 
made for reflection from the opening. In the infinite screen problem, 
the aperture field is taken to be that which exists over the area in the 
unperturbed wave in the absence of the screen. 

As was pointed out in Sec. o il, the calculation of the diffraction field 
is based on the integrals of the field equations obtained in Sec. 3-8 by 
means of Green's theorem. However, the application of Green's theorem 
was predicated on certain assumptions concerning the continuity of the 
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distribution over the surface — assumptions that are not fulfilled by the 
distribution over 2 in the approximation technique. The method should 
rather be considered to be based on the Huygens-Fresnel principle which 
postulates that each point on a wave surface is a source of elementary 
fields (c/. Sec. 4-1), and the results of the Green's theorem integration 
are to be regarded as furnishing the appropriate identification for the 
sources as stated in Eqs. (3 111). The requirement that the source 
distribution must satisfy the equation of continuity then leads to the 
addition of a hne distribution of electric and magnetic charge along the 
boundary of the aperture surface. Thus Eqs. (101a) and (1016) and 
hence Eqs. (102a) and (1026) derived from them apply to all diffraction 
problems in the high-frequency approximation method; the fields E„ H, are 
to be interpreted quite generally as the fields over the aperture surface. 

5-14. Reduction to a Scalar Diffraction Problem. — In many antennas 
the field over the aperture is almost completely linearly polarized, only 
a small fraction of the energy being in the cross-polarization component 
of the field. If the latter is neglected, the calculation of the diffraction 
field is simplified; by a further approximation, consistent with the 
high-freqiieiK-y approximations made already, the problem can be reduced 
to a scalar diffraction problem. 

The analysis will be restricted to a plane aperture; the aperture will 
be taken in the a-7/-plane as in Fig. 5-10, and the electric field will be taken 
to be polarized in the j-direction. 

It was pointed out in Sec. 4.1 that the integrals of Eqs. (99o) and 
(996) can be transformed into 



provided that 2 is a closed surface over the whole of which E and H 
are continuous. Equations (112a) and (1126) are each a set of three 
equations for the three cartesian components of the field vectors; the 
normal derivative d/dn is applied component by component. If 2 is an 
open surface, as in -the case of the diffraction problem, a similar trans- 
formation can be effected; additional terms appear that vanish in the 
former case of integration over a closed surface. The reader can verify 
that for the aperture the integrals transform as follows: 




(112a) 



(1126) 




[-ia);u(ii X H)^ + (n X E) X -f (n • E) V^] dS 



= vJ-^-E^ 4- ;i xTds; (113) 

4ir J Al an dn \ '^ir J ^ 
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a similar expression holds for Eq. (99&). The line integral around the 
boundary is different from that of the Hne distribution of charge but 
arises from the transformation of the surface integrals into one another. 
The diffraction field is the sum of the contribution of the surface integral 
and the line distribution of charges on the boundary. The complete 
expression is then 

- rX^S V^K-fH)rfs. (114) 

If the field over the aperture is linearly polarized with, say, 

E^ = E^ = 0, 

the surface integral contributes only to E^(P). As is seen in Fig. 511, 
this leads to a component of the field in the direction of propagation. 




Fig. 5-11. — Tleduction to a scalar diffraction problem. 

For a given angle 9, the order of magnitude of this longitudinal component 
is at most E^iP) sin 6. The vector E x t is normal to khe aperture. 
It therefore gives rise only to a component Ei{P) ; the contribution of the 
latter to the transverse field is again proportional to sin 6. Now the 
high-frequency approximation method is based on the assumption that 
the diffraction field is contained almost entirely in the region of small 
values of d\ therefore in the significant region of the field the longi- 
tudinal and transverse components arising from the surface integral and 
Ext respectively are negligible, and the surface integral may be taken 
alone to calculate the transverse field. As regards the longitudinal com- 
ponent introduced by E x it will be recalled that the third integral 
of Eq. (110) was such as just to cancel the longitudinal component of the 
field introduced by the first two terms. Therefore, the last two integrals 
of Eqs. (110) virtually cancel each other for small angles 9. 

The diffraction field is thus given by the scalar integral formula 
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where u stands for the particular component of the field involved. It 
will be recognized that this is the Kirchhoff diffraction formula used in 
physical optics.' 

In the geometrical-optics approximation the field in the region of 
the aperture has the form (Sec. 4-5) 

M = Aix,y,z)e'''"'-<^''''''\ (116) 

where A (x,y,z) is the amplitude and L (x,y,z) = constant are the equiphase 
surfaces. Then 

_=n.V,*= -^^;„wn.VL + u^- (117) 

If the wavelength is short, /co is large and the second term may be neg- 
lected in comparison with the first : 

1^ « -jkt^uTi ■ TL. (118) 

The field over the aperture is usually given in terms of the amplitude 

A(x,y,z) and the phase distribution ^(x,?/) = koLix,y,0). If sis the unit 
vector in the direction of ray at a given point on the aperture, we have 
by Eq. (4-10)2 

koVL = ks\ (119) 

then 

du 

^ « -jkua ■ s. (120) 

The components of s in terms of the phase distribution 'i!{x,y) have been 
given previously in Eq. (5107). 

With regard to d^/dn it is observed that 

= (;l- + -ja.n— , (121) 

where ri is a unit vector from the point on the aperture to the field point. 
Collecting the terms in Eq. (115), we obtain 

= ^ j^u (^jk + n • ri + jkn ■ s j dS. (122) 

' See, for examplv, M. Born, Optik, reprint by Edwards Bros., Ann Arbor, Mich., 
1943. 

' This covers the general case in which the wavelength in the region of the aperture 
differs from that in free space. 



or 



Sec. 515] BASINET'S PRINCIPLE FOR ELECTROMAGNETIC FIELD 167 



For the far-zone field the customary approximations are made with 
regard to e~''"/r. In addition, n • ri = n • Ri = cos 0 is constant over 
the aperture, and 1/r is negligible compared with jk. The far-zone finld 
is, therefore, 

where p is the vector from the origin to the surface element dS. Atten- 
tion should be directed tn the n • s term. Only if the phase distribution 

over the aperture represents a small deviation from constant phase can 
n • s be set equal to unity with little error. In that case, we have 



« 7^ e^'" / ue'^e-^^ (n • s + cos 6) dS, (123) 

J A 



Mp (1 + cos 9) / Me'*e-«' dS. (124) 

vrti J A 



6-15. Babinet's Principle for the Electromagnetic Field. — Consider- 
able progress has been made during the past few years in obtaining rigor- 
ous solutions of diffraction problems. Discussion of these would carry 

us beyond the scope of this work. Attention must be called, however, to 
the relation of Babinet's principle to the electromagnetic field that results 
from the solution of the problem of the diffraction of a wave by a plane 
metal screen of infinite conductivity.^ 

It will be well to recall the form of Babinet's principle as it applies 
to a scalar wave field. ^ Suppose that we have a plane opaque screen in 
the ay-plane; is the area covered by the screen and Ao is the aperture 
area. The complementary screen is defined to be that covering the area 
Ao and having aperture area Am. In both cases let there be an initial 
field Mi arising from sources in the negative ?-region of space, and let 
Wi and 112 be the diffraction field produced in the positive z-region by the 
respective screens. The optical Babinet's principle states that the sum 
of the two complementary fields at any point is equal to the initial wave 
amplitude at the point in the absence of any screen: 

Ui ~ Ml -|- U2. (125) 

This relates the problem of diffraction around a metal sheet of finite 
area to the diffraction of a wave through an aperture of the same size 
and shape in an infinite plane sheet. 

The principle for the electromagnetic field is fundamentally different 
in that the initial fields are complementary as well as the screens. Let 
Ei = F, Hi = G be the initial field arising from sources in the negative 
z-region in the case of one of the screens, and let Ei, Hi be the diffraction 

' H. G. Booker. "Babinet's Prinriplc and the Theory of Resonant Slots," THE 
(Great Britain) Ueport No. 29, December 1941; E. T. Copson, Proc. Roy. Soc, A, 
186, 100 (1946). 

' M. Bom, Op. cit. 



168 



SCATTERING AND DIFFRACTION 



ISbc. 5- 15 



field in the positive z-region. Let E; = — G, H, = F be the initial field 
in the case of the complementary screen and Ej, Hj its diffraction field. 
Then 



The incident field for the complementary screen is rotated 90° with 
respect to the first field, and the complementary relation exists between 



the electric and magnetic field vector of the respective diffraction fields. 

This principle leads to a useful relation between the radiation field 
of a slot and that of a dipole. Let 5 be a slot in an infinite plane con- 
ducting sheet, excited by a generator across its center as shown in Fig. 
5-12a. The complementary dipole isji, similar thin metal strip (Fig. 5-126) 
energized by a generator across an inlinitesimal gap at its center. The 
field vectors over the slot are perpendicular to the corresponding field 
vectors in the case of the dipole. It then follows from the Babinet's 
principle that the radiation field of the slot is the same as that for the 
dipole, but with the electric and magnetic field vectors interchanged; full 
details of the proof will be found in the paper by Booker. 



El + Hj = F, 
Hi — H2 = G. 



(126) 
(127) 




(a) (6) 
Fig. 5-12. — llelation between a slot and a dipole radiator. 



CHAPTER 6 



APERTURE ILLUMINATION AND ANTENNA PATTERNS 

By S. Silver 

6-1. Primary and Secondary Patterns. — The discussion of aperture 
systems will be continued in the present chapter with the object of 

developing in more detail the lelations between the aperture field and the 
diffraction field. The results will furnish a basis for the design of the 
reflectors and lenses used in directive microwave antennas. The design 
considerations for such systems fall into two major groups: (1) trans- 
formation of the specifications that the radiation pattern of the antenna 
as a whole is required to meet into requirements on the aperture-field 
distribution, and (2) the design of the primary feed and reflector or lens to 
produce the required aperture field. The radiation patten? of the com- 
posite antenna will be referred to as the secondary paltem ia distinction 
to the primary pattern of the feed system. 

It must be kept in mind that strictly speaking the secondary pattern 
is a superposition of the diffraction field from the aperture an i the field 
of the piimary feed (c/. Sec. 5-1). Micro^vave feeds, however, are 
designed to have such directivity that the major portion of their energy 
is directed into illuminating the optical device. The overlapping of the 
field of the primary feed and the diffraction field gives rise, therefore, only 
to second-order effects; these will be treated in later chapters in the 
discussion of specific antennas. The secondary pattern can thus be 
resolved into two parts: (1) the diffraction field of the aperture and (2) 
the portion of the primary feed field that is not intercepted by the optical 
system. Specifications imposed on the secondary pattern (intensity level 
relative to peak intensity) in the second region are therefore require- 
ments imposed on the primary feed pattern in addition to the require- 
ments pertaining to the production of a desired aperture field. 

6-2. The Diffraction Field. — The discussion will be restricted to a 
plane aperture and will be based on the scalar field approximation devel- 
oped in Sec. 5-14. It is therefore being assumed that the field over the 
aperture is uniformly polarized in one direction, which, to fix our ideas, is, 
say, the ^-direction, the aperture being taken in the xy-p\a,ne (Fig. 6-1). 

Let the coordinates of a point in the aperture be f, ri and those of a 
field point P be x, y, z. It will prove convenient to change the notation 
somewhat from that used in the preceding chapter. The field over the 

lf>9 
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aperture will be designated by F{^,-n) ; A(^,ri) will be the amplitude distribu- 
tion, and '^{^,v) the phase distribution, so that 

= (1) 

The method of determining the system of optical rays through the aper- 
ture associated with the phase distribution was discussed in Sec, 



X 




y 

Fiu. 0-1. -On the (iiffr;iotion field. 



5-12; the explicit relations between the components of a unit vector s 
along a ray and the phase function are given in Eq. (5- 107). If ri is a 
unit vector in the direction from the aperture point to the field point 
P, then according to Eq. (5 122) the diffraction field U,, is given by 

^ i /i ^^^'"^ ? [ 0'^ + ^) • + • ^] '^^ ^"i- (2) 

The diffraction field may be divided into three general zones which 
are determined mathematically by the nature of the approximations 
that may be made in the integral [Eq. (2)]. The three zones are also 
differentiated by the structure of the field, but it should be noted that the 
boundaries of these regions are not sharply defined. 

First there is the near-zone region of points in the immediate neighbor- 
hood of the aperture for which no simplifying approximations can be 
made in Eq. (2). Although the dimensions of the aperture are large 
compared with the wavelength — an assumption that underlies the use of 
Eq. (2) — there is in general, for a given field point in this region, an 
appreciable area of the aperture for the points on which the 1/r term in 
the brackets of the integral is not negligible compared with k. = 25r/X. 
The region extends several wavelengths outward from the aperture, and 
it will be readily appreciated that this is not exactly infinitesimal for the 
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wavelengths of the orders of magnitude of the microwave region. Also, 
for the near-zone region, the variation of iz ■ ii over the aperture for a 
given field point must be taken into account. The integrations are in 
general difficult to carry out, and a detailed study of the integral for this 
region is beyond the scope and purpose of our present discussion. In 
such cases where the field has been worked out in detail it has been found 
that the near-zone field is determined essentially by geometrical propaga- 
tion along the aperture-ray system with fluctuations in intensity over the 
phase surface due to interference effects; the mean value of the intensity, 
however, differs httle from that of the geometrically propagated field. 
The shadow region boundary is quite sharply defined. 

Attention should be called to the fact that the scalar diffraction 
integral [Eq. (2)] can at best yield only qualitative results for the near 
field zone. In this region the contributions of the line integrals along the 
aperture boundary in Eq. (5' 114) will make significant contributions to 
the field and must be taken into account if the results are to have a 
quantitative value. 

From the near zone we pass into the region of the diffraction field 
which we shall call the optical-Fresnel field by virtue of its correspond- 
ence to the Fresnel region of optical diffraction problems. Several 
simplifying approximations are introduced; the orders of magnitudes of 
the errors involved must necessarily be evaluated for each case separately, 
To start with, the term 1/r in the brackets of Eq. (2) is considered to be 
negligible with respect to A;; at a distance of several wavelengths from the 
aperture this approximation is reasonable. Second, the variation of 
(i, • Ti) over the aperture is neglected, and the term is replaced by the 
constant ij • Ri = cos 6, where Ri is a unit vector directed from the origin 
to the field point. A third approximation in the same category is to 
neglect the variation of the 1/r term outside the brackets; it is set equal 
to the reciprocal distance 1/R from the origin to the field point. 

The variation of r over the aperture must be treated more carefully 
in the phase term e~''"'. We have in general 



If the field is concentrated in the region around the z-axis, a distance z 
from the aperture will be reached at which for the points in the significant 
region of the field z » |x — 4|, \y — 7;|. Equation (3) can then be 
expanded as follows: 



r = [{x- 0- + {y - vy + z'V''. 



(3) 



r » z + 



{x - , {y - vr 



+ ■ ■ ■ = z + r,+ ■ ■ ■ . 



(4) 



2z ' 2z 



Terms higher than the second order are neglected in the Fresnel field 
approximation. An alternative form of expansion is obtained by express- 
ing the coordinates of the field point in spherical coordinates: 
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X = R sin 8 cos </> = Ra, | 

y = R sin e sin = Rji, \ (5) 
z = R cos e. J 

Introducing these into Eq. (3), we obtain 

r ~ R - (a^ + I3ri) -{ 2^ = /£ + rt, (b) 

neglecting terms of order higher than the second. It is seen that this 
assumes a^/R « 1, 0v/R ^ 1- The expansion in the form of Eq. (4) 
is suited for discussing the field over planes z = constant, whereas Eq. (6) 
is best for discussing the field over a sphere of radius R about the origin. 
Since both expansions actually assume that the field is concentrated in 
the neighborhood of the z-axis, there is no significant difference between 
the results obtained Avith one or the other. The diffraction integral for 
the optical-Fresnel region thus becomes 

^^^hrW /x ^(^''')«"""(co8 9 + i. • s) df dr, {la) 

or 

= i ^ ^'(?,'!)«-'*"(cos 9 + i. • s) rff dr,. (76) 

Eqs. (7a) and (76) differ from the expressions for the Fresnel field 
generally found in the literature in the presence of the term i, • s which 
arises from a nonuniform phase distribution over the aperture. It is to 
be noted that a phase distribution which represents wide deviations from 

constant phase has associated with it a highly dispersed system of rays. 
Under such conditions the assumption that the energy in the diffraction 
field is concentrated around the z-axis is not valid and the approximations 
entering into Eqs. (4) and (6) may not be justified. If, however, the 
phase distribution represents only small deviations from uniform phase, 
the deviation of the raj's from a system of parallel rays that are normal 
to the aperture is small; the term • s may then be treated as constant 
and equal to unity over the aperture. 

The Fresnel region is characterized by the onset of diffusion of the 
field and the wavefront outside the boundaries defined by the extension 
of the rays through the aperture. The latter, however, still define the 
propagation of the major portion of the field; further details of the Fresnel 
region will be developed in later sections. 

With increasing distance from the aperture we finally pass into the 
Fraunhofer or far-zone region of the field. This is the region with which 
the secondary pattern is concerned. The far-zone appro.ximations have 
been discussed a number of times before. In the present connection it 
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will be noted that the Fraunhofer region is differentiated from the 
Fresnel region by further approximations that are made in the phase term 
e"''": the Fraunhofer field approximation neglects all terms in Eq. (0) 
above the first order in the aperture coordinates thereby considering in 
Fig. 61 that the unit vector Ti is 
parallel to Ri. We have then 



" 2\ R 



-7. 



F(f,i))(cos e 



5\ 



(8) 
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Like all other far-zone fields en- 
countered previously, the Fraun- 
hofer field is a quasi-point source 
field. The field distribution is the 
same over all spheres about the 
origin; in a given direction 8, <p 
the amplitude varies monotonically 
as 1/R and the intensity as 1/R-. 

Again if the phase error over the 
aperture — deviations from constant 
phase — are small, the i, • s term may 
be replaced by unity. Equation 
(8) then becomes 



Up "^(1 + cos e)^'"" 



(a) 



(c> 
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(d) 




(8a) 



Fig. 6-2. — Transition from Fresnel to 
Fraunhofer diffrartion for a slit; (a) . . . 
(/) depitit the field distribation. across planes 
in the Fresnel region at inc^rcasing distanoos 
from the slit, showing progressive diffusion 
of the field into the shadow region; {g) is the 
Fraunhofer pattern. {Reproduced from. J . 
C. Slater and A'. H. Frank, Introduction to 
Theoretical Physics, McGraw-Hill, New 
York, by courtesy of the authors.) 



It will be found that with nearly uni- 
form phase over the aperture, al- 
most all of the energy in the field is contained in a small angular region 
about the 2f-axis (corresponding to the geometrical property that the aper- 
ture rays are all parallel to the 2-axis). The variation of cos 6 over the im- 
portant region of the secondary pattern may then be neglected, and we have 
as our final approximation 



(9) 



Equation (9) is frequentlj' used indiscriminately for both small and large 
phase errors over the aperture. This will lie done in the present chapter 
and it should be remembered that for the latter cases the results ha'/e only 
qualitative value. 
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It was pointed out earlier that the boundaries of the three regions 
of the field cannot be sharply defined. It is clear that the passage from 
the Fresnel approximations to the Fraunhofer approximations is a gradual 
one and is determined to a large extent by the criteria of the acceptable 
error in the approximations that are made. In later sections we shall 
attempt to define an inner boundary for the Fraunhofer region on prac- 
tical considerations for special types of apertures. The gradual transi- 
tion of the physical characteristics of the field from one region to the next 
is illustrated very nicely in Fig. 6-2 taken from Slater and Frank.' The 
figures pertain to a slit over which the field is uniform in ampUtude and 
phase. The near-zone pattern (Fig. 6-26) is seen to consist essentially 
of the column of radiation propagated geometrically from the aperture. 
With increasing distance from the aperture the field diffuses into the 
shadow region, the system of parallel aperture rays finally passing over 
into a cone of rays in the Fraunhofer region. 

6.3. Fourier Integral Representation of the Fraunhofer Region. — The 
final approximate expression that was obtained for the Fraunhofer region 
[Eq. (9)] has an interesting interpretation. Let us define 

kx = k sin 9 cos 4>, (lOa) 

= k sin 8 sin 0; (106) 

Eq. (9) then becomes 

U„ ^e-'^^gikM (lla) 

with 

g(kM = y^F(f,,;)e'<*'£+*.'''rff(f,. (116) 

Consider the plane 2=0. The aperture field can be regarded as the 
function u{x,y) over the entire plane: 



(12) 



uiXjy) = F{x,y) inside A, 
u{x,y) — 0 outside A. 

The function u(x,y) is stepwise continuous over the entire plane and can, 
therefore, be expressed as a I'ourier expansion in the form of the Fourier 
integral: 

"^""•^^ " (2^2 / / / j u{k,n)e''"^i-'->e«"^'r^^dkdndkxdky, (13) 

— ■ BO - — OO oO — do 

or 

u(x,y) = ^ j j g(k,,ky)e-'»"+>"<'' dk^dky, (13a) 



' Introdurtion to Theoretiral PhyKtrs, M< Graw-TIill, Xcw York, 11)33, Chap. 27. 
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with 



— era — CO 



M(f,7;)e«''£+*»'' dn, 



2t 



J JA 




(136) 



It will be observed that except for the factor of l/2ir Eq. (136) is identical 
with Eq. (116). 

Let us now examine Kq. (13a). If we define a vector k, 



the function e"'*^ ' satisfies the wave equation and represents a plane wave 
of unit amplitude traveling in the direction of the vector k. Over the 
plane z = 0, the wave produces a distribution 



The integrand of Eq, (13a) is thus the distribution over the plane s = 0 
produced by a plane wave in the direction k with an amplitude gikx,k„), 
and the arbitrary distribution u(.i\y) is Riven by Kq. (13«) as a super- 
position of plane waves traveling in all directions. Referring to Eq. (1 la) 
it is then seen that the amplitude of the field in the Fraunhofer region 
in the direction defined by and [Eqs. (10)] is the amplitude of the 
plane wave component in that direction which enters into the synthesis 
of the arbitrary distribution over the aperture. 

Equations (13o) and (136) are referred to as the pair of mates of a 
Fourier transform. If the function g(k^,ky) is given, that is, the Fraun- 
hofer field is prescribed completely both as regards to amplitude and 
phase, Eq. (13a) serves to determine the field distribution over the plane 
2 = 0 that is required to produce the prescribed secondary field pattern. 
In practice the use of the transform is limited by the fact that the second- 
ary pattern is prescribed only in power ; the phase of g{ki,ky) can be assigned 
at will, and therefore the aperture distribution is not determined uniquely. 
Two different choices of the phase of g{kx,k„) lead to two different 
aperture fields, one of Avhich it may be physically possible to produce, 
whereas the other may not be realizable physically at all. 

6-4. General Features of the Secondary Pattern. — The results of 
later sections will be anticipated here with a general summary of the 
relation between the secondary pattern and the aperture field. Consid- 
ering Eq, (8) or (9) again from the point of view of the superposition of 
contributions from each clement of surface on the aperture, the field 




(14) 



(15) 
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at a given point is visualized as the resultant of a system of vector 
elements. The magnitude of the vector from the element of surface 
at a point 17 is \F{^,7i) \ dri; the angle that it makes with the element 
from the origin (which is taken as a reference) is determined by the 
intrinsic phase difference between them over the aperture and the phase 
difference arising from different path lengths to the field point. The 
absolute maximum value that the resultant of the system of vectors can 
have is equal to the sum of their magnitudes, obtained when the contribu- 
tions are all in phase. If the phase over the aperture is constant, the 
absolute maximum is attained in the direction normal to the aperture, for 
in that direction the path length is the same from all aperture points 
to the field point. Since the path-length phase factor 

k sin cos 0 -)- sin 4>) 

is a linear function of the coordinates on the aperture, the absolute 
maximum cannot be obtained in any direction in the case of arbitrary 
phase distributions over the aperture unless the distribution is a linear 
function of the aperture coordinates. In general, however, there will 
always exist directions in space for which the path phase factor makes the 
optimum compensation for the aperture phase differences between the 
elements as compared with neighboring directions. The second.uy 
pattern thus has series of maxima ;uid minima. If the phase distribution 
does not deviate too widely from constant phase over the aperture, there 
will in general be one maximum that is considerably greater in value 
than the others. The portion of the secondary pattern possessing this 
maximum and contained within the angular region bounded by the 
directions of the adjacent minima is known as the main lobe or sometimes 
as the main beam. The subsidiary maxima are referred to as side lobes. 
The line through the origin and the peak of the inain beam is referred to 
as the beam axis. 

From the practical point of view the pattern is specified by certain 
beam characteristics: the direction of the peak intensity; the gain, half- 
power, and tenth-power widths of the main lobe; and the magnitudes and 
positions of the side lobes. To define the beam widths consider any 
plane containing the axis of the beam; the half-power width (-) in that 
plane is the angular distance between the two directions about the axis 
in which the power radiated per unit solid angle is one-half the peak 
value; the tenth-power width 0(tt) is defined correspondingly. If the 
aperture is symmetrical in shape and the field distribvition over the 
aperture has certain symmetry elements in common with the aperture, 
the main lobe will reflect the symmetry of the field distribution. The 
symmetry elements are generally planes of symmetry; these are referred 
to as the principal planes of the pattern. 
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Gain. — Let us consider first the relation between the gain and the 
aperture field. The power radiated per unit solid angle in a given direc- 
tion is [cf. Eq. (5-77a)l 

=^(0''i?Wp|=. (16) 

The total power Pa radiated by the aperture is equal to the power flow 
across the aperture, which is the integral of the normal component of the 
Poynting vector. The total power is then 

P. = \ (^)" • s) di dn, 

and the gain function in the direction {6, if) is 

I ^ (I,'?) (cos 9 + s,)e'* »( f -i= *) J d??! ■ 
\F{l„)\-^s,dkdr, 

The more exact form [Eq. (8)] has been used in Eq. (18) for the field 
intensity L'p in the Fraunhofer region. 

It was seen that if the phase is constant over the aperture, the second- 
ary pattern attains the absolute maximum in the direction of the 2-axis, 
6 = 0. The aperture rays are parallel to the 2-axis so that = 1 ; the 
maximum value of the gain function, or simply the gain, is, therefore. 



(17) 



(18) 



Git — x'l 



\F{k,ri)\'did7, 



(19) 



A case of especial interest is that of uniform illumination over the aper- 
ture. F{i,Ti) is a constant; from Eq. (19) the gain Go for that case is 
found to be 



Go = 



(20) 



Consider now any other intensity distribution. Making use of the 
Schwartz inequality, 

j fgdidr, < I fdid-n j g-didv, (21) 

where / and g are any two functions; by taking / = F{^,ri) and fir = 1, 
we find 

j/{k,r,) d^dv' <A J \F{^,r,yr- di dr,. (22) 
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Hence, 




(23) 



Thus, the uniform field distribution over the aperture gives the highest 
gain of all constant-phase distributions over the aperture. The ratio 
8 = Gm/Go, known as the gain factor, may be regarded as the efficiency 
of the aperture in concentrating the available energy into the peak 
intensity of the beam. 

The proof given above that uniform illumination gives maximum gain 
is valid strictly for constant-phase distributions only, since Eq. (19) 
applies only to such distributions. A proof for the more general case 
must be based on Eq. (18); so far, to the author's knowledge, no such 
proof has been established. If the phase distribution represents a small 
deviation from constant phase, however, and is such that the peak 
intensity lies in the direction 6 = 0, it is certain that the gain is less than 
that of the uniform field. The value of the peak intensity is more 
sensitive to the interference effects between the vector elements from 
the aperture than is the value of the total power to the slight deviations 
of the aperture rays from the normal to the latter. The effect of such 
phase errors is, therefore, a reduction in the aperture efficiency. 

The aperture efficiency can be jj;iven more pictorial significance by 
considering the performance of the antenna system on reception. Let 
us suppose for the moment that the primary feed is designed to illuminate 
the reflector or the lens but to have no radiation in other directions. In 
that case the secondary pattern arises entirely from the aperture, and the 
gain of the antenna is equal to the aperture gain Gm- If now a plane 
wave is incident on a matched antenna along the beam axis, by Eq. 
(2-80), the absorption cross section presented by the antenna to the plane 
wave is 



From Eq. (20), it is then seen that if the aperture is uniformly illuminated, 
the absorption cross section is equal to the physical cross section presented 
by the antenna to the incident wave. In the case of any other type of 
constant-phase illumination we have 



The effective area is reduced by the gain factor. The aperture efficiency 
may thus be regarded as measuring the effective aperture area presented 
by the antenna to the incident ^^•a\'e. 

In the practical case the primary feed radiates in directions other 
than that required to illuminate the optical device. The energy not 




(24) 




(25) 
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intercepted by the hitter is referred to as the spill-over energy. Except 
for secondary effects the total power in the secondary pattern can be 
considered as consisting additively of the power in the Fraunhofer region 
of the aperture diffraction field and the spill-over energy of the feed. 
The over-all gain of the antenna must be referred to the total energy 
radiated in all directions. If Pm is the peak intensity in the secondary 
pattern and P is the total power radiated by the feed, the over-all gain is 

G = (26) 

If the aperture intercepts a fraction a of the total power from the feed, 
the power radiated by the aperture is P„ = aP, whence 

G = a ^ = oGm. (27) 

Taking again the uniformly illuminated aperture with an idealized feed 
as the reference, the over-all efficiency of the system is 

S=i? = a?^- (28) 

The efficiency of the antenna is thus seen to be a product of two factors: 

(1) the fraction of the total power intercepted by the optical device and 

(2) the efficiency of the aperture in concentrating the available energy 
into the peak of the main lobe. 

Beamwidlhs and Side Lobes. — The beam width and side-lobe character- 
istics are, of course, intimately related to the dependence of gain on 
the aperture field distributions. The following remarks are based on the 
results of the investigation of a number of special cases. Taking the 
constant-phase distribution first, we have seen that maximum gain is 
reaUzed with \iniform illumination. If the illumination over the aperture 
is modified so that the intensity is peaked in the central area of the 
aperture and tapered down in magnitude toward the aperture boundary, 
the diminution in gain is accompanied by an increase in beamwidth and a 
decrease in side-lobe intensity relative to the peak intensity of the main 
lobe. The prominence of the side lobes can be traced to the discontinuity 
at the edge of the aperture, considering the field distribution with regard 
to the plane z = 0 as a whole. 

The effect of phase errors over the aperture, with the types of aperture 
fields that are commonly encountered, is in general to reduce the gain 
and broaden the main lobe. Side-lobe levels may be either raised or 
depressed depending on both the type of phase distortion and the inten- 
sity distribution over the aperttire. Quite generally the sharpness of the 
minima is reduced and their levels are raised. Severe phase errors over 
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the aperture may result in splitting of the main lobe and enhancement 
of the side lobes to such an extent that it is no longer possible to identify 
a major lobe. 

6.5. The Rectangular Aperture. — A number of special problems 

associated with rectangular and circular apertures will be investigated 
to illustrate the general ideas formulated in the preceding section. The 
rectangular aperture will be treated first. Let the dimensions of the 
aperture be designated by o and b, the orientation of the aperture in 
the x2/-plane being shown in Fig. 6-3. The secondary pattern depends 
only on the relative distribution over the aperture, and in the follo^ving 
discussion it will be assumed that the distribution F{^,r)) is normalized 
to have a maximum value of unity. For the present purposes the com- 
pletely simplified expression for the Fraunhofer region [Eq. (9)] will 
be used; in so far as the pattern is concerned we need consider only the 
factor 

/a/2 fb/2 
I F(J,,)e)*.i»»(£--*+i.m*>df dij. (29) 
-a/2 J -6/2 

Uniform Amplitude and Phase. — F(f,t;) = 1 for a uniformly illumi- 
nated aperture; the integral of Eq. (29) is easily evaluated, and one 
finds that the secondary amplitude pattern is 



1 sin 8 cos 0^ 
— sin a cos 0 



. (vh 

sm(^-^ 



sin 0 sin 4> 



— sin 9 sin 0 
K 



(30) 



The patterns in the principal planes (the xz- and i/z-planes) are of par- 
ticular interest. For the zz-plane 4' = 0, Eq. (30) simpliftes to 



ff(9,*) 



(31) 



■ sin 9 



For the yz-plane (j> — Tr/2; the pattern in this plane is likewise given 
by Eq. (31) with a replaced by b. Both patterns are of the same form, 
sin u/u, but are scaled in the angle 9 according to the aperture dimensions 
in the respective planes. The secondary power pattern, normalized to 
a peak value of unity, is plotted in Fig. 6-3 on a logarithmic scale as a 

function of the reduced variable u = (ir/X) sin 6. The minima in 

this case are equal to zero and occur at the points m„ = nir, n = ±1, 
±2, • • ■ . The full widths of the main lobe measured from null point 
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Fig. 6"3. — Secondary pattern of a uiiiforinly illuminated rectangular aperture. 

to null point on either side of the axis are 

a:2-plane: 2 sin"' ~ 



2/2-pIane: 2 sin 



2X 

; 

a 
2X 
6 ■ 



The half-power point on the main lobe is very closely at m = 1.39; hence 
the half widths in the principal planes are 

xz-plane: 0 = 2 sin"' (1:^ ) « 0.88 (32a) 
\ ira / a 

i/z-plane: 0 = 2 sin^' ^^^^ - 0.88 (326) 



182 APERTURE ILLUMINATION AND ANTENNA PATTERNS [Sec. 6-6 



These illustrate two fundamental points: (1) In a plane of symmetry the 
width of the beam is determined by the aperture dimension in that plane, 
and (2) the diffraction pattern is confined to a smaller angular region the 
larger the dimensions of the aperture as measured in wavelengths. 

The side lobes (peaks) are located at the points u„ that satisfy the 
relation u = tan u. The first of these comes at Ui = 4.51 ; the second at 
tti = 7.73. The side-lobe intensities relative to the peak intensities are 
readily found to be 1/(1 + uj,), which, from the values of Ui and Mj, is 
seen to be very nearly equal to 1/tt^. Referring to the amplitude 
expression [Eq. (31)], it is seen that g(6) is positive over the entire main 
lobe, changing sign in passing through the first zero, returning to a 
positive value on passing through the second zero, and so on. The 
odd-numbered side lobes are, therefore, out of phase with the main lobe, 
and the even-numbered ones are in phase. Such phase reversals are 
characteristic of all power patterns in which the minima are equal to zero. 

Separable Aperture-field Distributions. — A common type of aperture- 
field distribution is that which arises with a cylindrical reflector or lens 
and a line source {cf. Sec. 5-9) where the distribution over the aperture is 
separable into a product of two functions; 

Fii,v) = F,ii)F,(r,). (33) 
Substituting into Eq. (29), we find that the integral is likewise separable: 

/a/2 rb/2 
fi({)e'''«"=»""*(ij / F2(7,)e'*'"«».i"*dij. (34) 
-0/2 J -b/2 

If we consider again the principal plane patterns, we see that the pattern 
in a given plane is determined entirely by the field distribution along the 
corresponding aspect of the aperture. The principal plane patterns are 



xz-plane: g{8) = 
^2-plane: g(,e) = 



/b/2 -| fa/ 2 

F^{v)dr, \ / Fi(^)e'*f.i"»dJ; (35a) 
-i/2 J J -a/2 

/■a/2 -| rb/2 

/ F,ii)di\ F.Me-"^-^'' dr,. (356) 

J -a/2 J 7-6/2 



The effects of tapered illumination and phase errors on the principal 
plane patterns can thus be studied as two-dimensional problems, provid- 
ing, of course, that the aperture field is separable in the form of Eq. (33) 
both in amplitude and in phase. 

6'6. Two-dimensional Problems. — The remaining analysis of the 
secondary pattern of a rectangular aperture will be restricted to a separ- 
able distribution m which the field is uniform along, say, the 2/~direction', 
that is, f j(i7) = 1. The pattern in the plane x = 0 is just the sin uju 
pattern. 
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sin I — sin 9 I 



Tb . ■ 

— Sin 9 

and we are left with only the pattern in the plane y =• 0, 

g{B) = Z"^' FiC^e-^t-'dJ, (36) 

J -a/2 

to consider. Multiplicative constants are being ignored in Eq. (36). 
It is convenient to introduce new variables 

X = M = ^ sin 9; (37) 

the function goes over into a function f(x), and g(9) becomes a 

function of u which to avoid difficulties of notation will be designated 
as g{u). Equation (36) then becomes 



g(u) =^ j'_J{x)e''"dx. (38) 

It is seen at once that if the same relative distribution, for example, 
/(x) = [1 — (45Vfl')] = (1 ~ is produced over two apertures of 
different size, the two apertures will produce the same secondary patterns 
when regarded as functions of u. The side-lobe intensities relative to the 
peak intensity will be the same in the two cases. However, since 
sin 6 = Xw/jra, the angular distributions will differ; the diffraction field 
of the larger aperture will be contained in a smaller angular region than 
that of the smaller aperture, and in particular the main lobe will have a 
smaller beamwidth. The larger aperture will yield higher gain, cor- 
responding to the fact that the pattern is confined to a smaller angular 
region in space. This can be seen directly from the expression for the 
gain [Eq. (19)]. For the present we shall consider only constant-phase 
distributions. Equation (19) reduces to 



= ii- rZ% ' (39«) 



for the separable type of distribution. On introducing the variable x, 
this becomes 

Cr*/ = — -ji -> (396) 

showing explicitly that the gain is proportional to the area of the aperture. 
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The distribution over the aperture can be characterized completely 
by its moments nm, 



Phi 



P ^ x'-fix) dx (m = 0, 1, 2, ■ • ■)• (40) 

These are very useful in relating the properties of the secondary oattern 
to those of the aperture distribution.' Expanding the exponential in 
Eq. (38) we obtain 



ff(w) 



or 



m = 0 



The power pattern p(u) = \g(u)\' is then 

= if b - fe - ?:) + - S" + ^) - • • •]■ 

(43) 

It is seen from Eq. (42) that an asymmetrical distribution over the aper- 
ture results in a g{u) that is complex so that the equiphase surfaces in 
the Fraunhofer region are not spheres centered at the origin. If, how- 
ever, the aperture distribution is symmetrical, that is, f{x) is an even 
function, its odd moments vanish and ^(m) is real: 



P(")=-2-(^l-27/^ + 4V„" )■ 



(44) 



For the latter case, convenient expressions for the beamwidth can be 
obtained by simple approximations. In the neighborhood of the beam 
axis, we shall approximate the pattern by neglecting all terms in Eq. (44) 
beyond the second: 

'''' 

The half-power point in the power pattern corresponds to point u at 
which the amplitude has 'alien to 1 /\/2 of its peak value. Hence 



. . 0 

u= ^ sm^ - 



(2 



1>4 



' R. C. Spencer, "Fourier Integral Methods of Pattern Analysis," RL Report No. 
762-1, Jan. 21, 1946. 
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and the half-power width.is 

0 « 2 sin-i 11^(2 

or 

0 « 0.48 ('^Y ^ 

The effect of tapering the illumination down toward the edges of the 
aperture can be seen directly from this expression. Since the moment 
is the average of the distribution function weighted by the factor x', 
peaking the function in the neighborhood of a; = 0 decreases the second 
moment more rapidly than no which is the average of the function itself. 
The effect of such tapering is to increase the ratio /io/m: and hence to 
increase the beamwidth. 

A more accurate expression for the beamwidth has been obtained,' 
which can be used to construct the main lobe down to its tenth-power 
width. The results are applicable only to the cases of symmetrical 
aperture distributions. For the latter the expansion of the power 
pattern [Eq. (43)] reduces to 

The factor has been di-opped to normalize the pattern to a 

peak value of unity. The power drop in the pattern relative to the peak 
expressed in napiers is iV^ = — In p(u). Considering Eq. (47) to be of 
the form 1 — «, the expansion for In (1 — 2) is used to obtain 

^---^' + U4-^)u^- (48) 
Mo 4 \m5 3/io/ 

Solving for u, we then get 

u = AN^i - BN), (49) 

Avhere 

-^-©"^ '' = 5('-£y) <«'■> 

Since In piu) = 2.303 io»i v(v], the corresponding expression in terms of 
the decibel drop D is 

u = A'DHl - B'D), (50) 

where 

4' = 1.5184 ; B' = 2.303B. (50a) 

' U. C. Sponcer, op. at. 



- V2) 



M2j 



■ \_ 

ira 



(46) 
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The full angular width of the main lobe at a given decibel level is, there- 
fore. 



©D = 2 sin~ 



(1 - B'D) ^ • (51) 



The aperture-field-secondary-pattern relationships are further illus- 
trated by the results in Table 61, in which the major secondary-pattern 
characteristics are given for several typical aperture distributions. The 
integration of Eq. (38) is easy to perform for each of these distributions, 
and the details need not be given here. The effect of reducing the 
discontinuity at the edge of the aperture is shown by the series of para- 
bolic distributions 1 — (1 — A)x^. It is seen that the gain decreases 
rapidly as A gets in the neighborhood of zero ; and the beam width increases. 
The series cos* {irx/2) shows the effect of a higher-order taper of illumina- 
tion. All members of the series (n = 1, 2, . . .) reduce to zero at the 
edge of the aperture, but in addition the nth member has n — 1 deriva- 
tives equal to zero at the edge of the aperture. The gain decreases and 
the beam width increases with increasing n; the side lobes appear at 
increasingly larger angles and with reduced intensity relative to the main 
lobe. 

6.7. Phase-error Effects. — A phase-error distribution may arise over 
the apierture of an optical system from various causes such as a displace- 
ment of the primary feed from the focus or distortion of the reflector or 
lens, or it may be caused by phase error in the field of the primary feed; 
that is, the wavefront is not spherical or cylindrical as is presupposed in 
the design of the optical system. 

It will again be assumed in the following that the aperture field is 
separable, the field being uniform in the y-direction and the phase error 
existing in the i-direction only. If * (2f/o) = *(a;) denotes the phase- 
error distribution, the expression for the secondary pattern [Eq. (38)] 
becomes 



/(a;)e't»-*(')I dx, (52) 



where fix) now denotes the amplitude of the aperture field. As in the 
preceding section, f(x) is assumed to be normalized to unity. 

The discussion will be limited to a consideration of special forms of 
*(jc), specifically to the following:^ 

linear error: *(a;) = 
Quadratic error: ^(x) = ^xK 
Cubic error: *(a;) = /3a;.' 

•The results presented here are taken largely from R. C. Spencer and P. M. 
Austin, "Tables and Methods of Calculation for Line Sources," KL Report No. 762-2, 
Mar. 30, 1946. 



Tabi-e 6-1. — Secondary Pattern Char/" ctebistics produced bt Various Ttpiib of 

Aperture Distributions. 
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Linear Error. — Inserting the appropriate expression for *(a;) into 
Eq. (52) we obtain 

g{u) = I J_^/(a;)e'<»-f'^rfa;. (53) 

It is directly evident that this is of the same form as Eq. (38) with u 
replaced by (u — /3). The pattern is, therefore, the same as that of the 
constant-phase distribution but displaced by an amount /3. The peak 
intenaty comes at u = |3, that is, in the direction 

fo = sin-i a (54) 
air 

The pattern is thus the secondary pattern of a constant-phase aperture 
field rotated through the angle Bo. The physical basis for this is very 
simple. On expressing the phase distribution in terms of the original 
aperture variable { = ax/2 and making use of Eq. (5-107), it will be 
found that the aperture rays form a system of parallel rays traveling in 
the direction do given by Eq. (54). The aperture field can be considered 
to have arisen from a plane wave incident on the aperture in the direction 

00. 

If the aperture is projected onto a plane normal to the aperture rays, 
a new aperture is obtained over which the field distribution has constant 
phase. The projected aperture dimension a' is 

a' = a cos da, 

and therefore the gain G'„ in the case of linear-phase error will be related 
to the gain Gu of the constant-phase distribution by 

G'„ = Gm cos da. (55) 

This can be verified by a direct calculation on the basis of Eq. (18). 
Quadratic Error. — The secondary amplitude pattern for this case is 

giu) =^ j_Jix)e«-'-^"^dx. (56) 

The evaluation of such integrals is generally laborious. For small 
phase errors, however, a convenient approximate method can be used. 
Expanding the exponential factor e->^'% we obtain 

9(u) = I ^ ^"^^7" ^""/(^)«'"'*f. (57) 

m-O 

The integrals of Eq. (57) can be expressed as derivatives of the pattern 
ga(u) obtained in the absence of phase error (fi =0), for 
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■.''fix)e''" dx. 



(58) 



Hence 



a V 0') 



[&o(m)]. 



(59) 



m\ du' 



Retaining only the first two terms, we have 



(60) 



If the amplitude distribution F{x) is symmetrical, go[y) is real; the power 
pattern p(m) is then 



The effect of quadratic phase errors is illustrated in Fig. 6-4 for two 
types of illumination: uniform amplitude, /(x) = 1, and tapered illumina- 
tion, /(x) = cos^ {irx/2). In both cases /? = ir/2, representing a path 
length deviation of X/4 from constant pluise at the edges of the apert\ire. 
The value of /3 is ratner large for the use of Eq. (61) to be valid, but the 
qualitative features are not seriously affected by the errors involved. 
It is seen that the peak intensity still appears in the direction 6 = 0. 
Since the phase error is symmetrical with respect to the center of the 
aperture, the secondary pattern will always be symmetrical about the 
e = 0 axis. However, it will be found that when /3 gets sufficiently large 
the main lobe becomes bifurcated, with maxima appearing on either side 
of the 8 = 0 axis. The general efTect of the phase error is to raise both 
the side-lobe level and the level of the minima. In the case of the tapered 
illumination these effects are so large that the first side lobe is almost 
completely absorbed into an extremely broadened main lobe. The effect 
of phase error on gain is exemplified by Fig. 6-5 which shows the gain 
relative to the constant-phase distribution for a uniformly illuminated 
aperture. The phase error is expressed in terms of path length deviation 
from constant phase. The loss in gain that can be tolerated in practice 
depends, of course, on the operational requirements on the antenna and 
the associated system. 

Cubic Phase Errors. — The cubic phase errors can be treated by the 
same approximation technique as was employed in Eq. (60). The 
corresponding expression for the ampli tude pattern is 



(61) 



(62) 
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In the case of a symmetrical distribution f{x) over the aperture go(u) is 
real and the power pattern is 

P(u) = ^ foo(w) + 0!7'„"(m)]^ (63) 

If fix) is an even function, goiu) is likewise even and hence g'o"(u) is odd. 
In the neighborhood of w = 0 g'o"{u) is positive for m > 0 and negative 
for M < 0. It is then directly evident from the form of p(u) that the 
peak will occur at some value m > 0. The effect of the phase error is to 




Fig. 6-4. — £ffect of quadratic phase error; maximum phase error of t/2 at the edge of the 
aperture: (a) constant amplitude; (6) tapered illumination, /(x) = coa^ (7rx/2). 



tilt the beam as in the case of a linear error. In addition, however, the 

main lobe becomes asymmetrical and the side lobes increase on the side 
of the main lobe nearer 6 = 0 and decrease on the other side of the main 
lobe. The shift in the main lobe is also accompanied by a loss in gain. 

Aperture Blocking. — The problem of an obstacle in the aperture is of 
interest in connection with the use of reflectors, for the primary feed is 
located in the path of the reflected rays, thus blocking out a portion of the 
aperture. The obstacle may be considered as a particular type of phase 
error. Assuming that over the exposed area the presence of the obstacle 
does not alter the distribution f{x) which would exist in its absence, the 
obstacle can be regarded as producing a field 180° out of phase with f(x) 
over the area that it covers. 
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Let us consider the particular case' illustrated in Fig. 6-6a of an 
obstacle located in the center of the aperture. The width w of the 
obstacle will be taken to be small compared with the total aperture width 

a. To express the pattern in 



terms of the variables of Eq. (37), 
we define the normalized width 
2S = w/a. Equation (38) for the 
pattern then becomes 



+ [ f{x)e""d 
J +i 

which can be rewritten as 
^ /(x)e""a 



(64) 
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Fig. 6-5. — Loss of gain as a function oi 
quadratic phase error over a uniformly 
illuminated aperture. 



It is seen explicitly that the ob- 
stacle can be regarded as an out- 
of-phase field superimposed on the 
original distribution. Over the region of the obstacle /(x) may be con- 
sidered constant and equal to unity; hence 

• 1 



f{x)e'"' dx - 2S 



sin (m5)~| 



(66) 



Since the width of the obstacle is small compared with the aperture width, 
the pattern produced by the former will be very broad compared with 
that of the aperture. For qualitative results the obstacle pattern may be 
regarded as constant over the region of the main lobe and near in side 
lobes of the aperture pattern. The effect of the obstacle is then simply 
that illustrated in Fig. 6-6& of subtracting a constant 25 from the original 
amplitude pattern. If the peak amplitude of the original pattern is 

ao = j f(x) dx 

and the amplitude of the first side lobe is pao, the intensity of the first 
side lobe relative to the peak in the modified pattern is 



Oo — 25 
pao -i- 25 



1 

ao 

725' 

p + — 
ao 



' R. C. Spencer, "Fourier Integral Methods of Pattern Analysis," 
761-1, Jan. 21, 1946. 
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The effect of the obstacle is to increase the magnitude of the first side 
lobe. 

6.8. The Circular Aperture. — The fundamental considerations and 
results developed for the rectangular aperture pertaining to the relation 
between the aperture field and the secondary pattern apply in general 
to the circular aperture, but the quantitative details differ because of the 
difference in aperture geometry. In treating circular aperture problems 




(a) (b) 

FiQ. 6-6. — The effect of aperture blocking: (a) modified aperture distribution; (6) second- 
ary pattern. 



it is usually convenient to use polar coordinates p, <6' (Fig. 6-/),. which are 
related to J, v by 

J = p cos (j>', 1) = p sin 0'. (68) 

Denoting the aperture field distribution by F(p, <(>'}, the expression for 
the secondary pattern [Eq. (9)] becomes 

gie,<t>) = F{p,<t,')c""-^''-'^*-f''pdpd4,', (69) 

where a is the radius of the aperture. Introducing the variables 

p lira . . tD . . 

r = -; M = ^ sm e = — .sin B, (70) 

the function F{p,4>') goes over into a function f(r,4>'), and g(9,(p) goes 
over into a new function which we shall denote simply as g{u,<t>). It will 
be assumed, as before, that/(r,0') is normalized to unity. The pattern 
is then 

g(u,4>)=a^j^ f{ry)e'-'-'-^^i'-*''rdrd4>'. (71) 
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It is observed that as in the case of the rectangular aperture, all apertures 
having the same relative distributions produce the same secondary 
patterns regarded as functions of u. The angular distribution in 4> is 

the same for all, reflecting the symmetry of the distribution over the 
aperture; as seen from Eq. (70), the distribution in 6 again scales by the 
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Fig. 6*7. — Secondary pattern from s uniformly illuminated circular aperture. 

factor \/D; the larger the diameter the smaller is the angular spread 
ot the pattern about the (6 = 0)-axis. 

Uniform Phase and Amplitude. — Setting f(r,<t>') = 1 in Eq. (71) and 
carrying out the integration over we obtain 



g(u) = 2)ra' / rJo(ur) dr, 



(72) 
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where Jo{ur) is the Bessel function of order zero.^ The integration over 
r leads to 

g{u) = l^a^ (73) 

The power pattern p(u) normalized to unity is shown in Fig. 6-7, plotted 
on a logarithmic scale, as a function of u. The half width of the main 
lobe is 

0 = 2 sin-' ^0.51 ^ « 1.02 (74) 

and the first side lobe is 17.5 db down from the peak. These are to be 
compared with the half width of 0.88X/a and the 14-db side lobe of the 
secondary pattern of a rectangular aperture. 

Tapered Illumination. — The effect of tapering the illumination down 
toward the edge is the same as with a rectangular aperture: reduction 
in gain, increase in beamwidth, and reduction in side lobes. The effects 
can be illustrated by considering the series of aperture field distributions 
(1 — r^y, p = 1, 2, • • ■ The secondary patterns are given by 



ff,(M) = 2wa' / (1 - T^yJoiury dr (75) 



= = ^-+1 A,+,(m). (75a) 

The functions A, are available in tabular form.' The major character- 
istics of the patterns are summarized in Table 6-2 and will not be dis- 
cus.sed further. 

The circular symmetry of the secondary pattern is associated of 
course with the corresponding symmetry of the field distribution. It is 
of interest to consider a distribution of the form 

f{r,<l,') = 1 - r2 cos'' «' (76) 

which is tapered in the plane <p' = 0 and uniform in the plane <t>' = ir/2. 
Substituting Eq. (76) into Eq. (71), we obtain 

g(u,(t>) = 2Tra^^—^^ ~ j j cos^ ,#)'e'""»- '♦-♦'V dr d^.' j- (77) 

> G. N. Watson, Theory of Bessel Functions, 2d ed., Macmillan, New York, 1945. 

' R. C. Spencer, "Paraboloid Diffraction Patterns from the Standpoint of Physical 
Optics," RL Report T-7, Oct. 21, 1942. 

= E. Jahnke and F. Emde, Tables of Functions, reprint by Dover Publications, 
New York, 1943. 
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Table 6-2. — Secondary Pattern Characteristics Produced by a Distribution 
(1 — r^)" OVER a Circular Apebtukb 



V 


9, gain factor 


0, half-power 
width 


0, position 
of first zero 


First side lobe, 
db below peak 
intensity 


0 


1.00 


1 no ^ 

1.02 5 


. , 1 .22X 
sin-' ^ 


17.6 


1 


0.75 


1 27 - 

D 


. ,1.63X 
sm ^ 


24.6 


2 


0.56 


1.47^ 


. , 2.03X 
sin ' ^ 


30.6 


3 


0.44 


1.65^ 


. , 2.42X 
sm-' ^ 




4 


0.36 


1.81^ 


. ,2.79X 
sin ^ 





This can be evaluated by means of the expansion^ 

CO 

giur CO. (♦-♦') = ^ {jYJ„{ur)e'"'-*~*'\ 



(78) 



Of particular interest are the patterns in the planes of symmetry, 0 = 0 
and <i) = x/2. We find that these are 



* = 0, 



g(u) = 2.a^ Ki-^)- 



(79) 



[ai(.) - ^ 



= irO'' 



(80) 



The two patterns are shown in Fig. 6-8. It is seen that the beamwidth 
is greater in the plane 0 = 0 than in the plane ^ = ir/2, corresponding 
to the fact that in the first principal plane the illumination over the 
aperture is tapered whereas in the second the aperture illumination is 
uniform. 



' Watson, op. HI., Sec. 2-22. 
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6-9. The Field on the Axis in the Fresnel Region. — An important 

consideration in malcing measurements of secondary patterns is the 
minimum distance from the aperture at which the field may be regarded 
as being in the Fraunhofer region. To aid in arriving at a criterion it 
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Fig. 6-8. — Principal plane patterns for the aperture distribution f{T,<t''^ = 1 — cos^ <^)'. 

will be well to discuss briefly the field on the axis in the Fresnel region 
and the transition to the Fraunhofer region. The aperture field will be 
taken to be uniform in amplitude and phase. 

The method of Fresnel zones used extensively in optics affords a 
ample physical basis for understanding the effects that are observed 
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in the Fresnel region. In Fig. 6-9 let the point P at distance R on the 
axis be the field point under consideration. Taking the point P as a 
center, we sha.ll describe a family of spheres of radii R + X/2, R + 2(X/2) 
.... Their intersections with the aperture divide the latter into annu- 
lar regions; these are known as the Fresnel zones. The zones will be 
numbered as shown in the figure. Taking any two adjacent zones n and 
n + 1, it is seen from the method of construction that for every contribu- 
tion to the field at P arising from an element of surface in the first zone 




Fig. 6-9. — Division of the aperture into Fresnel zones. 

there is a contribution from an element in the second zone 180° out of 
phase therewith, and the integrated contributions of the two zones are, 
therefore, very nearly 180° out of phase with one another. Denoting 
the magnitude of the contribution of the nth zone by ;S„, the effect of the 
entire aperture is 

S = Si - + S3 - ^4 + - • • • . (81) 

The contributions Sn decrease slowly with increasing n; the resultant 
effect of pairs of adjacent zones is therefore virtually equal to zero. A 

careful analysis' shows that if the aperture contains a full number of 
zones N , the resultant is very closely equal to 

S = i(Si + Ss) (82) 

depending upon whether A'^ is odd or even. As R increases, N decreases 
and S fluctuates between the values 

S = i(-Si - S.v) « 0 for iV even (83a) 

and 

S = i(Si -I- Ss) ^ 5i for N odd. (83&) 

The amplitude of the field along the axis, therefore, passes through 
maxima and minima, the maxima coming at the points that subtend an 
odd number of Fresnel zones, the minima at the points subtending an 

' See, for example, M. Born, Oplik, p. 145, reprint by Kdwards Bros., Ann Arbor, 
Mich., 1943. 
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even number. There will be no further fluctuations beyond the point 
on the axis for which the entire aperture consists of a single Fresnel zone; 
this distance is 

(84) 



4X 



4X' 



D being the diameter of the aperture. However, the distance Rf cannot 
be taken as the beginning point of the Fraunhofer region, for at that point 
the contribution from the edge of the aperture is still 180° out of phase 
with that from the center; whereas the calculation of the Fraunhofer 






(a) 



(6) 



(0 



Fig. 6-10. — The triasition region between the Fresnel and the Fraunhofer regions: (o) 
R = K, <== D'/A\; (5) R « D'/2\; (c) R = D'/\] (d) « = «o. 

region, on axis, assumes that the path differences between points on the 
aperture to the field point are negligible. Considering the aperture to be 
subdivided into small annular zones and resolving the resultant effect 
of the aperture into the superposition of the vector elements of these 
zones, one finds that the vector diagrams take the forms shown in Fig. 610 
for distances greater than i?/.' The slope angle of the vector diagram 
at the terminal point is equal to tlie pha,se difference between the edge 
of the aperture and the center, corresponding to the difference in path 
length to the field point. At a distance greater than D'/2\ (Fig. 6-106) 
there is no longer any cancellation between horizontal components of the 
vector elements; at a distance D^/\ the resultant is a good approximation 
to the value for = c» . 

To make a more quantitative evaluation we must consider the actual 
values of the field intensity and the gain. For this purpose we will 
start from the Fresnel approximation [Eq. (7o)], which in the present case 
takes the form 

j.e-i*« 

X If 



U, = 



/:/: 



F(p,4>')erf"''^-'''pdpd<f,'. 



(85) 



It will be recognized that this is equivalent to the expression for the 
on-axis field intensity in the Fraunhofer region of an aperture having a 
quadratic phase error p''/2R. Equation (78) is easily integrated for 
uniform illumination giving 



2j sin 



-jhR 



(86) 



*The vector diagrams depict the variation of only the form factors of the field — 
that is, the integrals of Eqs. (7) — with increasing distance R. 
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This corresponds to radiated power per unit solid angle 




or 



P - 1 A. /"sin xV _ kd^ 



(87) 



The total power radiated by the aperture is simply ^(e/M)^^4, whence the 
gain is 



The factor (sin x/x)' expresses the ratio of the gain measured at a distance 

R to the gain Go of the true Fraunhofer field at infinity. The accepted 
values of the minimum distance at which pattern measurements may 
properly be made vary between R = D^/\ and R = 20^/^. The 
values of the gain ratio of Eq. (89) for the two cases are 




(88) 




(89) 



(90) 



There is a little difference between them; for the cases most commonly 
encountered the 2D^/\ criterion is to be favored. Other considerations 
which are discussed in Chap. 15 also point in that direction. 



CHAPTER 7 



MICROWAVE TRANSMISSION LINES 

By S. Silver 

We have dwelt at considerable length on general theoretical consider- 
ations underlying the design and operation of microwave antennas as a 
whole. We now enter upon a program of studying the components of an 
antenna, starting with an investigation of microwave transmission lines. 

Usually about a foot, or perhaps two, of the line immediately preced- 
ing the radiating system is at the disposal of the engineer for the insertion 
of matching devices to compensate for the impedance mismatch of his 
antenna; this section will be referred to as the feed line. The following 
discussion of feed lines will be confined to elementary transmission-line 
theory and problems; for more extensive treatments, in particular for the 
analysis of matching dev-t es, the reader is referred to the sources indi- 
cated below.' 

7'1. Microwave and Long-wave Transmission Lines. — A brief com- 
parison of long-wave and microwave lines was made in Sec. 1-4. It was 
pointed out that the use of unshielded parallel wire lines becomes imprac- 
tical at microwave frequencies largely because the power-carrying 
capacity is so sharply limited by the small interline spacing required 
if the line is not to radiate. The relation between the interline spacing 
and radiation follows from the ideas developed in Chap. 3. We may 
consider the alternating current in a wire as a line distribution of oscillat- 
ing dipoles; corresponding points on a pair of wires carrying equal and 
opposite currents are occupied by similar dipoles in opposite phase. If 
the spacing between the dipoles is small compared with a wavelength, 
their radiation fields will be out of phase at all points in space and annul 
each other. On the other hand, if the spacing is comparable to the wave- 
length, the double-dipole system can radiate, there being directions in 
space for which path-length differences will compensate for the intrinsic 
phase difference of the members of the pair. In addition, it should be 
noted that large interline spacings can be used at long wavelengths, since 
the radiation-field intensity of a dipole varies inversely as the square 
of the wavelength [cf. Eqs. (3148)]. 

• J. C. Slater, Microwave Transmission, McGraw-Hill, New York, 1041, Chaps. 3, 4; 
R. L. I^mont, Wave Guides, Methuen, London, 1942; Montgomery, Purcell, and 
Dickie, The Principles of Microwave Circuits, Vol. 8; and N. Marcuvitz, The Waveguide 
Handbook, Vol. 10, of this series. 

200 



Sec. 7-2] 



PROPAGATION IS WAVEGUIDES 



201 



Another hindrance in the^use of unshielded hnes is their susceptibility 
to interference, which would cause serious installation difficulties. If 
the line is not to radiate, its elements must be symmetrically disposed 
with respect to near-by conductors, in order that equal and opposite 
currents be maintained at all paired points on the line. Perturbation 
of the line balance would also give rise to impedance difficulties. 

It accordingly becomes clear that shielded lines are required for 
tra;\smission at microwave frequencies. Two types are in use: (1) two- 
conductor lines consisting of one conductor surrounded by a second, 
separated by dielectric, and (2) hollow metal tubes. These lines are 
to be considered as waveguides for electromagnetic waves in the enclosed 
dielectric rather than as transmission lines carrying current and voltage 
waves. In fact, in the hollow waveguide it is not possible to establish 
definitions of line current and line voltage that are comparable to the 
quantities defined in a parallel wire line; under special conditions current 
and voltage can be defined for the two-conductor line. However, while 
a new approach must be taken in the fundamental analysis, it is found 
that under suitable conditions transmission-line analogues of voltage and 
current can be defined and use can be made of the line theory summarized 
in Chap. 2. 

7'2. Propagation in Waveguides of Unifonn Cross Section. — We shall 

confine our discussion to lines of arbitrary but uniform cross section, 
that is, waveguides with cylindrical 
walls. The guide walls wU be taken 
to have infinite conductivity; the di- 
electric in the interior will be assumed 
to be homogeneous, with dielectric 
constant t, permeability n, and zero 
conductivity; the dielectric will also 
be assumed to be free of charge. 
We shall consider electromagnetic 
fields in these waveguides which have 7-1.— On waveguide propagation, 

a harmonic time dependence; they 

will satisfy the homogeneous field equations obtained from Eqs. (3-32) by 

setting the source functions and the conductivity equal to zero. 

We shall take the z-axis of the coordinate system to be parallel to the 
generator of the cylindrical walls of the waveguide. Since the guide is 
homogeneous in structure along the z-direction, a wave of a single fre- 
quency will depend on z only through a phase factor and possibly a 
damping factor corresponding to progressive attenuation of the wave. 
That is, the z-dependence of all field components is of the form e+''', where 
7 is possibly complex : 

7 = a + j/3. (1) 




202 



MICROWAVE TRANSMISSION LINES [Sec. 7-2 



With the convention that a and /3 are both to be positive quantities, the 
upper sign in the exponential corresponds to propagation in the positive 
z-direction, the lower sign to propagation in the negative 2-direction. 
Writing out the field equations in component form and taking into 
account the postulated form of the «-depeadence, we obtaia for a wave 
traveling in the positive z-direction 

. = - ^' - y^*' (2a) 
jWff, = ^' + T^x, ' (26) 

>.i/.= -f' + f, (20) 

and 

ATI 

ju>€E, = + yH„ (3a) 
oy 

jw*E, = - ^' - yH„ (36) 

For most purposes an alternative set of equations is more convenient 
To use. Taking Eqs. (2a), (26), (3o), and (36) we find, on substitution, 
and rearrangement, 



and 

as, dH. 



'c'^^=J--^-T-3-. (5a) 



On substitution of these into Eqs. (2c) and (3c), we obtain 
with 

= «V« + 72 = + 72. (7) 

The structure of this second set of equations shows that there are 
two independent field components E,^ H, from which the others can be 
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derived by Eqs. (4) and (5). We can consequently classify waves in 
uniform guides into three fundamental types: 

1. r^M- waves (transverse electromagnetic waves) with .E, = H, = 0. 

2. TE-waves (transverse electric waves) with = Q, H, ^ 0. 

3. TM-waves (transverse magnetic waves) with H, = 0, E, ^ 0. 
TEM-wsives. — These are also known as the principal waves. The 

electric and magnetic field vectors he in a plane transverse to the direc- 
tion of propagation as they do in a plane wave. From Eqs. (4) and (5) 
it is evident that the principal wave will vanish identically unless = 0. 
With this condition on k, we find from Eq. (7) 

7 = (a + M = jk = (8) 

If such a wave can exist, it will propagate without attenuation and 
with a phase constant /3 = u(nf)^ = 2ir/X which is the same as that 
for a plane wave in an unbounded medium. 

To obtain information about the field vectors we must return to 
Eqs. (2) and (3). It is directly evident from Eqs. (2a) and (26) that 



X E). (9) 



Thus E and H are related as in a plane wave; they are mutually perpen- 
dicular and transverse to the direction of propagation. Equation (2c) 
becomes 

dEy _ dEx _ 

dx dy 

whereas substitution of Eqs. (2a) and (26) into Eq. (3c) yields 

dx ay 

The first of these states that in the dependence on x and y the field is 
derivable from a potential function U{x,y) ; that is, we can write 

E = e-T^ ^V{x,y). (10) 

It then follows from the second of the above equations that U {x,y) must 
be a solution of the two-dimensional Laplace equation: 

The electric vector of Eq. (10) is everywhere normal to the equipoten- 
tial surfaces U = constant. Since the conductivity of the guide walls 
is infinite, E must be normal to the walls by the boundary conditions 
formulated in Sec. 3-3; consequently, the walls of the guide must cor- 
respond to equipotential lines of U. This, however, raises an important 
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distinction between single-conductor and two-conductor lines. In the 
case of a single-conductor line we are concerned with a solution of 
Laplace's equation in a simply connected region — a solution that assumes 
a constant value over the boundary. The only such solution is that 
for which C/ is a constant over the entire region; hence the gradient and 
the field vectors are zero. There is no TEM-wave possible in a hollow 
waveguide. In the two-conductor line we seek solutions of Laplace's 
equation in a multiply connected region. The required solution assumes 
one constant value over one boundary and another constant value over 
the second boundary, as in the electrostatic problem of two conductors 
at different potentials. Such solutions exist; consequently a TEM-wave 
is possible in any two-conductor line. Furthermore since y is a pure 
imaginary for all frequencies, the lossless two-conductor line supports free 
propagation of this wave type at all frequencies. 

TE-waves. — These are known also as H-waves. The electric field is 
wholly transverse to the direction of propagation, while the magnetic 
field has a longitudinal component in the direction of propagation. 
It is clear from Eqs. (4) and (5) that all the other components can be 
derived from H,. If we write 

H, = 4'{x,y)e-y', (12) 

^ must satisfy Eq. (66) : 

W + K^i^ = 0. (7.66) 

We must find solutions of Eq. (66) that lead to field components satisfy- 
ing appropriate boundary conditions at the guide walls. By Eqs. (3-24) 
and (3-28), these conditions are 

(n X E) = («,£„ - n„E,)u = 0, (I) 
(n • H) = nMl + UyHy = 0, (II) 

where n is a unit normal to the boundary, directed into the interior of the 
guide. From Eqs. (5a) and (56) it follows that (II) is equivalent to 
requiring 

f-'=?=0 (13) 
dn dn ^ ' 

over the boundary. On inserting the values of E^, E^ from Eqs. (4a) 
and (46) into (I), one finds that condition (I) likewise reduces to Eq. (13). 
Thus, the boundary condition (13) is the only one that need be imposed 
on the solution. 

Solutions to Eq. (66) which satisfy Eq. (13) are possible only for 
definite values of k. These are known as the characteristic values; we 
shall designate them by To each characteristic value there corre- 

sponds a set of wave types which are spoken of as modes of propagation; 
in most cases of interest there is only one mode for each value of k. Any 
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one mode is completely specified by giving the field configuration over a 
cross section of the line. The propagation constant >„„ for a given mode 
is 

yn.n = (/CL - k^y'. (14) 

It is immediately evident that if k^„ < k', then y^n is a pure imaginary 
and the wave is propagated without attenuation. Conversely, if 
ic^„ > k^, then 7„n is real and the wave is attenuated. A wave of fre- 
quency V = 2ir/w will, therefore, be freely propagated only in those 
modes for which to(Mf)"^ = 2t/X > k„„. The phase constant for a given 
mode in which free propagation takes place is 



27r 



(15) 



If we define the cutoff wavelength \'^\ by the equation 

2ir 



(16) 



then the wavelength in the guide is 



Xu™/, — 



1 



(17) 



When the wavelength in unbounded dielectric exceeds the cutoff wave- 
length, the wave cannot propagate in that particular mode. A hollow 

waveguide thus behaves like a high-pass filter, for there is a definite 
upper limit to the cutoff wavelength, corresponding to the smallest 
characteristic value In terms (if the free-space wavelength Xo and 

the specific inductive capacity /ce = e/to, the guide wavelength is given by 



Xo'A%« 



k\v^J 



(17a) 



the permeability fi of the medium is assumed to be negligibly different 
from that of free space, ini. 

The wave type, or mode, corresponding to a characteristic value 

K„„ is designated as TE„„. It follows from Eqs. (5) and (12) that the 
transverse magnetic field is given by 



H, ^ ^, e--" V^. 



The complete magnetic field is, therefore, 
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H = Jv^J- +1^1.1 (18) 

The electric field is given by E = (l/jue) V x H or 

E. = -g^(Hxi.). (19) 

TM-waues. — The magnetic field is wholly transverse to the direction 
of propagation, whereas the electric field has a component E, in the 
direction of propagation. These waves are known also as ^-waves. If 
we write 

= •i>{x,y)e-", (20) 

<t>{x,y) must satisfy Eq. (6o) : 

V^,^, + = 0, (7.6a) 

which is the same equation as that for 4i{x,y) in the case of T'i'-waves. 
The essential difference between the problems arises from the boundary 
conditions. The boundary condition (I) is a statement that at the walls 
the tangential electric field must be zero. We thus require 

n^E, - UyE, = 0, (21a) 
E. = 0; i.e., <i>{x,y) = 0, (21b) 

over the waits. Substituting from Eqs. (4a) and (4b), we find that 
condition (21a) is equivalent to 

(n X V<^) = 0. (21c) 

If condition (216) is satisfied, the boundary corresponds to a curve of 
constant 0; hence V(t> is normal to the boundary, and condition (21c) is 
automatically satisfied. Further, from Eqs. (5a) and (5b) it follows that 
for TM-waves Eq. (21a) is equivalent to the boundary condition (II) 
on the magnetic field, stated previously. Again, therefore, we have a 
single boundary condition, namely, Eq. (216), to impose on the solutions 
of Eq. (6o). 

As in the case .of 7'E'- waves, it is found that solutions ^{x,y) of Eq. (6a) 
which satisfy the boundary condition exist only for certain character- 
istic values K„„; these are, of course, different from the T'£'-values. To 
each characteristic value there corresponds at least one wave type or 
TM-mode. The general remarks concerning the propagation constant 
7„„ and the conditions for free propagation are equally applicable to the 
TM-mode; the guide wavelength is given again by Eqs. (17) and (17a). 
It follows from Eqs. (4o) and (46) that the complete electric field, for a 
single mode, is given by 
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E = e-^'(^- + (22) 

the magnetic field obtained therefrom by H = — (l/jwn){T x E) is 

H, = (E X i.). (23) 

7'3. Orthogonality Relations and Power Flow. — Examination of Eqs. 
(18), (19), (22), and (23) shows that in a freely propagated mode, for 
which 7 = is a pure imaginary, the transverse electric and magnetic 
fields are in phase with each other and are in time quadrature with the 
longitudinal field component associated with the given mode. The func- 
tions ^ and 4> are arbitrary to within a multiplicative constant; by a 
simple readjustment of constants which does not affect the relative 
magnitudes and phases of the field components, the latter can be put in 
the following form: 



TE-wmea: 





= jHa.er'l^; 




(24a) 








E, 


= E.,e-'"-- 


E„, = V^.xi., 


(24b) 




= H„,e^ft-; 


H„< = ^ T4>a. 


(24c) 






TM-waves: 








E. 


= jEate-i»"; 


III 

Eal ' <l>a, 
Pa 


(25o) 


E. 


= Eafe-''"-'; 


Ea, = V4>a, 


(25b) 


H. 


= Ho^e-"'-; 


Ha, = — U X V<i>a. 

Pa 


(25c) 


where the functions 


Hat, Eas, Eal, 


and Ho( are all real. 


The subscript a 



represents the pair of mode indices m, n. Equations (24) and (25) are, 
of course, still to be multiplied by arbitrary constants determining the 
amplitudes of the waves. From these expressions it is seen that the 
Poynting vector S = y Re (E x H*) arises entirely from the transverse 
field components; the power flow is, therefore, entirely along the axis 
of the waveguide, no power flowing into the walls of the guide. 

The same expressions [Eqs. (24) and (25)] with /3a replaced by J7„, 7« 
being real, serve also for the modes that are beyond cutoff for the given 
operating wavelength. It is seen that in these modes the transverse 
electric and magnetic fields are in time quadrature; consequently, there 
is no energy flow along the axis of the guide. In fact, the Poynting 
vector S = ^ Re (E x H*) vanishes completely; the energy associated 
with these modes is stored in the waveguide in the neighborhood of the 
point of their excitation. 
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The modes possess important orthogonality properties.' The total 
power transported through any cross section of a guide that is supporting 
free propagation of several modes is the sum of the powers transported 
by the separate modes; there is no energy coupling between modes. 
For example, let us consider the power transport of the mixed Poyn- 
ting vector Sab = i(Eo( x Hw) of a pair of modes TEa and TEt; we have 

Pai=l J (E., X H«) . i. dS 

cross 
section 

= ^f [ Wa X i.) X v^t] • i. (^-S = ^ / "^if. • dS. (26) 
The last integral transforms as follows: 

j V^. ^T^l>tdS = j V - {-^a '^^i) dS- j lAaVVi. dS. (27) 

By means of Green's theorem, the first integral on the right-hand side 
transforms into a line integral over the boundary: 



/ 



V • (^, V^.) dS = -<ffa^ ds, (28) 

the positive normal to the boundary being taken as shown in Fig. 7-1. 
Since the function ^6 satisfies the boundary condition [Eq. (13)] for the 
r£-modes, the integral (28) is equal to zero. Making use of Eq. (66) 
we have then 



j V^, • V^i, dS = 4 j Mi dS. 



(29) 



Interchanging the role of ipa and in Eq. (28), we arrive in a similar 
manner to 



j • V^i^t, dS = kI j Mi dS. 



(29o) 



It is evident that if a 6, Eqs. (29) and (29o) can both be satisfied 
only if 

We have thus found that 

Poi = 0, af^b 

' H. A. Bethe, "Formal Theory of Waveguides of Arbitrary Cross Section," RL 
Report No. 43-26, March 1943. 
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It is readily seen that the proof applies without change to the case 
where one or both of the modes are beyond cutoff. Similar techniques 
lead to the result that there is no energy coupling between pairs of 
TM-modes or between a TE- and TM-mode. The power relation is 
only one of a number of orthogonality properties. The others are given 
without proof: if o 5^ b, 



j Ea,Et, dS = j Ha.m. dS = 0, 
j E„, • dS = j Ha, • Hw dS = 0. 



(32o) 

(326) 



7-4. Transmission -line Considerations in Waveguides.— We have 
concerned ourselves in the foregoing with a wave propagated in the 
positive «-direction; this is the physical situation which would exist in a 
waveguide extending to a = + « with a generator at some remote point 
along the negative 2-axis. It was found for every wave type that in a 
single mode there is a simple linear relationship between the transverse 
components of the electric and magnetic fields: 



TEM-mode: H = ^{5^ (i. x E), ZC" = ^^J*, 



(33o) 



TE-mode: E = (H x i.), Z* = (33(.) 



7, 



mn 



TM-mode: H = (i, x E), Z<»> = g- (33c) 

These are analogous to the current-voltage relationships in a single wave 
on an infinite two-wire transmission line. The quantity Z^J, is known 
as the transverse wave impedance. 

The general field for a single mode in a waveguide that does not 
extend to infinity consists of two waves, one propagating in the positive 
2-direction, the other in the negative s-direction. The field expressions 
for the latter are fundamentally the same as those given by the sets of 
Eqs. (24) and (25), but with e'^' replacing e''^-', and with the magnetic 
field components reversed in sign to give the proper direction to the 
Poynting vector of the wave. Consider, for example, the TEa-mode. 
Let Aa and be the amplitudes of the electric field in the waves propagat- 
ing in the positive and negative »-directions, respectively; from Eqs. 
(246) and (24c) we have then that the transverse fields are 

E, = (Aae-'^" + Rae'»-){T4,, x i.), (34a) 
H, = (A^e-'^" - B.eif>")\^.. (346) 
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On considering the scalar factors that express the dependence of the 
fields on position along the waveguide axis, it is seen that the mode 
can be set into equivalence with a two-wire transmission line of character- 
istic impedance Z^"'; the electric and magnetic fields are the analogues 
of the voltage and current, respectively. It must be noted that the 
characteristic impedance of the equivalent line differs from mode to 
mode; and consequently, a waveguide supporting free propagation 
of a number of modes cannot be set into correspondence with any one 
two-wire line. 

The definition of the equivalent two-wire line for a. given mode is 
arbitrary to a considerable extent. Given a function ^a{x,y), we may 
define a pair of vector functions 

g^{x,y) = Cl Vi/-,. X i„ (35a) 
ha(a;,2/) = C2 Vf„, (356) 

where the constants Ci and Cj arc required to be such that 



/ . (ga X h„) ■ i. dS = C,C2 / iV^„|2 dS = 1. 

J cross section J 



(35c) 



The constants ci and Cj are arbitrary. In terms of the new vector func- 
tions, Eqs. (34a) and (34b) can then be written 

E, = V.g.{x,y) = [Vj+k'-if- + V'a-'ei^-']g.{x,v), (36a) 

H, = hKix,y) = [Vl+'e-'f" - \T^e'^"]K{x,y). (366) 

The quantities Va and /„ will be named the voltage and current param- 
eters of the mode, respectively. The voltage parameter is the sum 
of two "voltage" waves traveling in opposite directions, of amplitudes 
V'+' and V'-\ respectively. 

Equations (3(w) and (366) serve to emphasize the arbitrary feature 
of the two-«'ii'e line equivalent of a waveguide mode. The ratio ci/ct 
can be chosen at will; given any ratio, the characteristic impedance of 
the equivalent line is 

Zo = ZL"' (37) 

the voltage and current parameters represent directly the voltage and 

current on the equivalent line. The voltage and cui-rent parameters 
possess one property that is unique, independent of the arbitrary choice 
of the constants Ci and Ci, provided Eq, (Soc) is satisfied. The net power 
passing through the cross section of the guide in the positive z-direction 
is 



[Ro (E, X H,*)] • dS = i Re VJ*. (38) 
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Thus, any choice of definition of tiie voltage and current parameters 
leads to a two-wire line representation in which the power flow computed 
on the basis of the equivalent voltage and cun-ent is equal to the power 
transport along the waveguide of the given mode. 

One possible choice of the definition of the equivalent transmission 
line is to take c, = c; = 1. I'he function \pa{i'.y) is itself arbitrary to 
within a multiplicative constant; it can, therefore, be chosen so that it 
satisfies the normalization condition 



The characteristic impedance of the line in this case is equal to the trans- 
verse wave impedance. This definition has one shortcoming: It is 

possible to change the dimensions of the waveguide, other than by a 
scale factor, without changing the characteristic impedance of the 
equivalent line. Consider, for example, a pair of two-conductor lines, 
having different cross-sectional dimensions and configurations, joined 
together to form an infinite line, The wave impedance of the TEM-mode 
is independent of the cross-section;i.l dinieusions, and on that basis alone 
the hybrid line is equivalent to an infinite homogeneous two-wire fine. 
The treatment of the junction effect can be simplified considerably by a 
different choice of the definition of the characteristic impedance of the 
line, obtained by multiplying the wave impedance by a factor d/ci that 
is a fimction of the cross-section geometry. In Sec. 7-0 it will be shown 
that there is a natural physical definition of the voltage and current 
parameters for a TEM-mode which leads to a characteristic impedance 
having the desired properties. Similar considerations apply to the other 
modes; it is possible to choose the ratio cj/ci in Eq. (37) to be a function 
of the cross-sectional dimensions of the \\aveguido in such a ^vay as to 
simplify the analysis of problems invohdng junctions between wave- 
guides of different cross section.' 

The transmission-line analogy develops more fully if we consider the 
waveguide to undergo sudden changes in structure. Such changes may 
be produced by obstacles inserted at some point in the guide, a sharp 
transition in the properties of the dielectric medium, or a sudden transi- 
tion to a waveguide of different cross section — to mention but a few. 
We shall consider in detail the simplest of these cases — a sharp transition 
in the dielectric in a guide of uniform cross section. For convenience 
the boundary between the two media will be taken to be in the plane 
2 = 0, as shown in Fig. 7-2. Let the constants of the medium to the 
left of z = 0 be ci, mi and those of the medium to the right of z = 0 be 




(39) 



cross section 



' For further details see J. C. Slater, Microwave Transmission, McGraw-Hill, 
New York, 1942, Chap. 4. 
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€s, Ms- A.S a typical case consider a TE-warve of a single mode to be 
incident on the boundary from the left. To the right of z = 0 we will 

have a transmitted wave and to the 
left a reflected wave, in addition 
to the incident wave. No other 
waves will occur, since the con- 
tours of the cross section are uni- 
^"^ ., form and there is no necessary 

Fig. 7-2. — Discontinuity m wavegiude struo- . n 

ture. distortion or the field configuration 

at the boundary ; these three waves 
will sufiice to satisfy the boundary conditions on the fields at the discon- 
tinuity. 

The field vectors of each of the three waves are derived from a scalar 
function ^{x,y) according to Eqs. (24a) to (24c). Furthermore, the 
scalar functions for the three waves all satisfy the same differential 
equation [Eq. (66)], and the same boundary conditions at the walls of the 
waveguide; hence, all three fields derive from the same scalar function. 
The ratio Cj/ci in Eq. (37) is of no immediate consequence in this case, 
because the cross section is uniform and may be chosen equal to unity; 
the function 4'{x,v) n^^y also be required to satisfy the normalization 
condition [Eq. (39)]. The only significant differences between the waves 
are the amplitudes and the transverse wave impedance. The field in 
region 1 is then^ 

E,, = [ys+'e-'^.' + 7i-'e'«.']g(x,y), (40a) 

and in region 2, 



H,. = ^ [71+'e'A' - V'T^ei^^']h{x,y); (406) 



E„ = [7^+'e-"*=']g(x,j/), (41a) 

H,, = [F<,+'6-'^']h(a:,2/). (416) 

According to the boundary conditions (Sec. 3-3) the transverse 
electric and magnetic fields must be continuous across the plane z = 0 ; 
we have then 

7C+) + = (42a) 

1 ^ V[->\ = y</'. (426) 



As in the case of a two-wire line, these equations express the continuity 
of voltage and current at the junction of two lines of different character- 
istic impedance. We can also define an electric-field reflection coefficient 

m, 

' The mode subscript a will be dropped to simplify the notation. 
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T{z) = ^1 = r(0)e2'A-, (43) 

which corresponds to the voltage reflection coefficient of Eq. (2-27). 
From Eqs. (42a) and (42b) the value of the reflection coefficient r(0) at 
« = 0 is found to be 

ycO) _ 7(0) 

r(0) = (44) 

It is evident that this is equivalent to the reflection coefficient of a line 
of characteristic impedance terminated in an impedance Z^§'. With 
respect to the terminal impedance, it will be noted that the line to the 
right, extending to infinity, is equivalent to a fine terminated in its own 
characteristic impedance and hence presents an input impedance ZSJ" at 
the plane 2 = 0. 

The reflection coefficient T{z) is to be regarded as the fundamental 
transmission-line quantity for a waveguide. Evidently it is free from 
the arbitrary factors entering into the definition of the voltage and current 
parameters and the characteristic impedance of the equivalent trans- 
mission line. It is apparent from Eq, (43) that it transforms along the 
line just like a voltage reflection coefficient. Also, on computing the 
Poynting vectors of the incident and reflected waves, it will be seen that 
the electric-field reflection coefficient bears the same relation to the inci- 
dent and reflected power as the voltage reflection coefficient (Sec. 2-7). 
At any point along the line we can regard the section to the right as 
presenting an input impedance, normalized to the characteristic imped- 
ance of the mode, 

The normalized impedance is also independent of the choice of the 
definition of the equivalent transmission line. Making use of the 
transformation property of V{z) expressed by Eq. (43) it is found that 
the normalized impedance transforms along the waveguide according to 

n _ + i tan fil , , 

± - r+,f(z)tan/3«' 

just as it does on a two- wire line. The normalized admittance can also 
be defined in the same manner as was done in Sec. 2-6, 

"^'^ = W)' 

and it is evident that it also transforms along the waveguide according 
to Eq. (46). Thus, the entire discussion in Chap. 2 on impedance mis- 
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match, standing-wave ratios, and line transformations can be carried 
over to the fields on any one mode in a waveguide. 

7-5. Network Equivalents of Junctions and Obstacles. — The develop- 
ment of the problem considered above proceeds in a similar manner for 
TEM- and TM-modes and leads to equivalent two-wire line analogies 
for any single mode. The discontinuity that we have considered in that 
problem is equivalent to a junction between a pair of two- wire lines of 
different characteristic impedances, such that the capacitative and 
inductive effects due to the junction are negligible. At such a junction 
both the current and voltage are continuous, corresponding to the 
continuity in the transverse magnetic and electric fields, respectively, in 
the waveguide problem. As a second step in developing the transmis- 
sion-line analysis we shall consider junction effects and the problem of 
obstacles inserted into a waveguide. The general theory of these prob- 
lems is treated extensively in other volumes of this series.' We shall 
restrict ourselves here to several qualitative remarks. 

As a specific problem let us consider a junction between two wave- 
guides of the same cross-sectional shape but different dimensions, joined 

in the plane z = 0 (see Fig. 7-3). 
The dimensions of both guides are 
assumed to be such that they can 
support free propagation at the given 
frequency in one mode only; we shall 
Fio. 7-3.- Junction" 'effects in wave- ^efer to the latter as the dominant- 
guides, mode wave. We shall assume the 
dominant-mode wave, set up by a 
generator at a remote point on the negative a-axis, to be inddent on the 
junction. Since there is a change in cross section at the junction, we 
should certainly expect to find a reflected wave of the dominant mode on 
the left and a transmitted wave of that mode in the waveguide on the 
right. The fields must join in tne plane z = 0 so as to satisfy tne appro- 
priate boundary conditions. Over the opening in the junction the trans- 
verse fields must be continuous; over the metal siirface of the junction 
the transverse electric field and the normal component of the magnetic 
field must vanish. The latter conditions cannot be satisfied by the three 
dominant-mode waves alone; higher modes must be excited in both 
waveguides at the junction. 

The generation of the higher modes arises from the necessary distor- 
tion of the electric and magnetic fields due to the edge of the junction 
and its metal surface. The electric-field lines must be normal to the 
latter — a condition that cannot be met by the dominant mode alone in 
the waveguide to the right. However, according to our assumptions as 

' Principles of Microwave Circuits, Vol. 8, and The Waveguide Handbook, Vol. 10. 
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to the waveguide dimensions, the higher modes cannot propagate; except 
within a short distance of the junction (of the order of a wavelength) 
the fields consist essentially of dominant-mode waves. The higher modes 
represent electric and magnetic energy stored at the jimction. It is 
possible to represent these energies as energies stored in a reactive network 
equivalent for the junction.' In the general case the network takes the 
form of a T- or Il-section (see Sec. 2-2). The effect of the junction on 
the dominant-mode wave thus arises from two factors: (1) a discontinuity 
in characteristic impedance and (2) a reactive four-terminal network 
inserted between the lines. The precise values of the elements of the 
latter network again depend on the definition of the characteristic imped- 
ance of the equivalent line for the dominant mode. A number of junc- 
tion networks are given in the Waveguide Handbook, Vol. 10 of this 
series; in each case, the definition of the characteristic impedance (or its 
reciprocal, the characteristic admittance) is given. The elements of the 
network can, of course, be expressed as normalized values with respect 
to the characteristic impedance of either guide. 

In the waveguide to the left, at a short distance from the junction, 
we have only the incident and reflected dominant-mode waves. Here 
we can apply transmission-line concepts to the dominant mode and 
define the corresponding electric-field reflection coefficient. This reflec- 
tion coefficient can be related to an effective impedance terminating the 
line at the junction. This impedance, in turn, may be expressed as due 
to a junction network across Iho output terminals of which there has been 
connected the characteristic impedance of the guide to the right. These 
procedures lead to consistent definitions of the junction impedance. 
The junction network necessary to represent the stored energies, when 
inserted between the transmission-line representations of the two wave- 
guides, gives rise to a reflection coefficient in the region on the left cor- 
responding to the electric-field reflection coefficient obtained on the basis 
of field-theory analysis. 

The theory of obstacles develops along similar lines. It is found, as 
in the case of junctions, that an obstacle has the same effects on impedance 
and energy stored as a four-terminal network inserted between a pair of 
transmission lines whose characteristic impedances are the wave imped- 
ances of the dominant mode. It must be emphasized that each mode 
which can propagate has its own transmission-line analogue and that 
simple transmission-line theory applies to a waveguide only when it can 
support but one mode. Transmission theory alone can give no informa- 
tion as to the network equivalents of junctions and obstacles; these 
must lie obtaincid by field-theory analysis. The equivalent network also 
depends on the particiilar dominant mode being considered. Once the 
equivalent network has been established, it can be expressed as a T-sec- 

* Sec Pn'rtciples of M irroivave Circuits, \'ol. 8 of this series. 
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tion, and the impedance transformation properties of such networks can 
be used in the conventional manner. 

7-6. TEM-mode Transmission Lines. — We have pointed out earlier 
that in general it is not possible to set up unique definitions of voltage 
and current in waveguides, and we have therefore set up transmission- 
line analogues in terms of wave impedances and field-reflection coefficients. 
In the case of TEM-modea, however, it is possible to set up transmission- 
line quantities that are directly related to the two-wire line quantities 
discussed in Chap. 2. 

It was found in Sec. 7-2 that the electric field over any cross section 
is derivable from a potential. Hence, over a cross section, the line integral 
of the electric field from the inner conductor Ci to the outer conductor 
Ci is independent of the path and indeed is equal to the difference between 
the values of the potential over the conductors. This defines the voltage ; 

rc, rci 
ye-" = / E . dr = e-^' / VU ■ dr = {Ut - C/i)e-". (47) 

JCi JCi 

There exists also a relation between surface integrals over any closed 
region in a cross section : 

j) {V xK) -udS = jue ^ E . i. dS = 0. (47a) 

It follows that the line integral of H over a closed curve surrounding C i 
is independent of the choice of the curve. In particular, let us take a 
path along the boundary of Ci. H is tangential to Ci and by the bound- 
ary condition (Sec. 3-3) is equal in magnitude to the surface current 
density K. Hence the line integral of H gives the total current carried 
by Ci: 

j)^ H • ds = 7c-". (48) 

The line integral of H along the boundary of Cj gives the total current 
carried by the latter; by virtue of the equality of the line integrals the 
two currents are equal. On carrying through the details of the vector 
calculation, it will be found that the current on Cj is opposite in direction 
to that on Ci. There is thus a direct two- wire line analogue with voltage 
V and current /. Corresponding to these we define a characteristic 
impedance, 




This is, of course, different from the wave impedance for the mode. 

The relationships between the Zo defined in Eq. (49) and the two-wire- 
line impedance become more evident on calculating the equivalent series 
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inductance and shunt capacitance per unit length of the two-conductor 
system. The magnetic energy for unit volume is ^ti\H\'\ and therefore 
the magnetic energy per unit length of line is 

W„^'. f [ \VU]^dS. (50) 

^ J J cross section 

If L is the equivalent inductance per unit length, then 
TF„ = iLP; 

hence 

« f f \vu\^ds 



p 



(50a) 



Similarly the electric energy per unit volume is iel^l^ and the electric 
energy per unit length is 

We = ^ [ [ \VU\'dS. (51) 

J J cross section 

The equivalent capacity C per unit length is then 



dS 



C = ' ' (51a) 

According to Eq. (2-20) the characteristic impedance of a lossless two- 
wire line is 



-I 



Combining this with Eqs. (50a) and (51a), we obtain the quantity defined 

in Eq. (49). 

For most practical purposes a two-conductor guide supporting the 
TEM-vs\aAs as its dominant wave can be treated from the voltage-current 
point of view. Applications of this fact will be made in Sees. 7-9 and 
7 '10 in discussing impedance transformations and matching devices for 
coaxial lines. 

7-7. Coaxial Lines: TEM-mode. — The only type of two-conductor 
guide of major importance is the coaxial line formed by a pair of concentric 
circular cylinders. Let a be the radius of the inner conductor, 6 the radius 

of the outer conductor. Cylindrical coordinates r, B, z are suited for the 
discussion of this system, r and B being polar coordinates in a cross section 
of the line. We shall first consider the ri?M-mode. The solution to the 
potential problem is well known from electrostatics: 
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where V is the voltage across the line. The electric-field intensity is, 

Line of zero field intensity-i 





Fia. 7-4. — Coaxial-line modes: (a) TEM-mode (no cutoff wavelength): (b) TEn-mod^ 
[X,,U) = {a + b)ir]. electric field; magnetic field. 



therefore, 




and the magnetic-field intensity 



(53) 



(53a) 



where i, and it are unit vectors in the directions of increasing r and 8. 
Here 7 has been replaced by j/S, and the double sign indicates a wave 
traveling in either the positive or negative z-direction. The field con- 
figuration and the current distributions on the conductors are completely 
symmetrical about the 2-axis; the former is shown in Fig. 7-4. 
The current is given simply by 2i!-rH{r) : 

It follows then directly that the characteristic impedance, in the sense 
of the previous section, is 



(54) 



For most dielectrics of interest m differs negligibly from the free-space 
value Mo- On introduction of the specific inductive capacity ke = e/eo, 
the characteristic impedance becomes 
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The series inductance and shunt capacitance per unit length of the line, 
computed from Eqs. (50a) and (51a), are found to be 

L^^inQ, (55a) 
C = (556) 



In 

7-8. Coaxial Lines : TM- and TE-modes. — In the study of the TE- 
and TM-modes we are concerned with the solutions of equations of the 
form 

+ ^ + = ^'-'^^ 

where F will stand for either of the functions ^(x,j/) or <t>{x,y) of p]qs. (12) 
and (20) respectively. On introduction of the polar coordinates r, d, 
the differential equation becomes 

^ + L^^ + ig + ,.^=0. (56) 

dr' r dr 66^ 

The equation is separable in the variables r and 6; in particular we shall 
write 

F = Rir) I 
then Rif) satisfies the equation 

This is the differential equation for the cylinder functions of order m, in 
the variable xr. The pair of linearly independent solutions suited to 
the finite region with which we are concerned here consists of the Bessel 
function /„(i£r) and the Neumann function .V„(Kr). The latter becomes 
infinite at r = 0; however, since the origin is excluded by the inner con- 
ductor, the Neumann function is admissible as a solution. The general 
solutions of Eq. (5G) are therefore 

'l''f'y\ I = [AJrninr) + BN„(Kr)KC cos md + D sin mfl). 



The field must be single-valued in 9; as a consequence m can have only 
integral values. Vor any given value of m it is possible to eliminate one 
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of the trigonometric functions by proper orientation of the x,y-a,xea. 
Without loss of generality we can set D = 0, talcing as the solutions 

1 = lAJ^i^r) + BN„C«-)] cos mB. (58) 

a. TM-modes. — We must consider the TM- and Tfi-modes sepa- 
rately. In the case of the TAf-modes we are concerned with the function 
<j){x,y) and the boundary condition of Eq. (216); we require = 0 for 
all values of flat r = oandr = b. This gives two homogeneous equations, 



AJ„{Kh) + BN^Kh) = 0, 



(59) 



for the determination of the ratio B/ A. Solutions other than A = B = 0 
exist only if the determinant of the coeflBcients vanishes: 



JUko) JV„(ica) 

J^Kb) N„{Kb) 



= J„iKa)N^(Kb) - J„(Kb)Ar„(*a) = 0. (60) 



This in turn is satisfied only for a discrete set of values of «; the latter are 
the characteristic values which, arranged in order of increasing magnitude, 
we shall designate by k„„. If we write u = ko, a = b/a, the equation 
appears in the standard form 

J„iu)N„{au) - N„{u)J^{au) = 0. (60o) 

Roots of this equation are given in Jahnke and Emde.' For a given value 

of a the smallest value of u„„ occurs for m = 0; this gives the longest 
cutoff wavelength for these modes. Examination of the roots shows that 
for 1 < a < 7, 

va ^ ^ 3o 



— a b — a 

Therefore the cutoff wavelength W^'l for the mode is given approximately 

by 

XiV«2(6-a). (61) 

We recall that propagation in a given mode can take place only if the 
wavelength in vmbounded dielectric is shorter than X<='. In all practical 
cases the spacing between the conductors is much smaller than the 
wavelength, and there is no need to be concerned about the simultaneous 
excitation of TM- and I'EM-modes. 

b. TE-waves. — Here we are concerned with the function \l/{x,y) and 
the boundary condition of Eq. (13); for the case at hand the latter 
becomes d^/dr = 0 for r = a and r = h. This leads to the conditions 

' E. Jahnke and F. Emde, Tables of Functions, Fig. 204, Dover Publicaticr.s 
Reprint, New York, 1943. 
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AJUi^a) + BN'jKa) = 0, 
AJ'^iKh) + BN'^iKb) = 0, 



(62) 



on the constants A and B. Nontrivial solutions for the latter exist 
again only for the characteristic values k„„ that satisfy 

JMKiKb) - J'„(Kb)NUm} = 0. (63) 

For TO = 0 we have the relation J'l^iz) = — /i(z), and similarly for the 
Neumann function; the characteristic values of the J'j&or.-modes are there- 
fore given by the roots of 

Jiiu)Ni(au) - Jiiau)Niiu) = 0, (63a) 

where u, a have the same meanings as previously. 

From what has been said about the roots of Eq. (60o), it is evident 
that the cutoff wavelength of the TEo„-modes is shorter than that of 
the Til/oi-mode and that the former are of no consequence as propa- 
gating modes in a practical case. The roots of Eq. (63) for m > 0 have 
been discussed by Truell.' For our immediate purposes we need con- 
cern ourselves only with the lowest mode of the series, the TEu-mode. 
The field configuration for this mode is illustrated in Fig. 7-4. For this 
case it is found that the characteristic value is given very closely by 

-en = (64) 

thus the cutoff wavelength is 

\[i = 7r(a + b). (64a) 

This is the mean circumference of the inner and outer conductors. To 

prevent propagation of the TEn-mode the mean circumference must be smaller 
than the operating wavelength. This imposes limitations on the dimen- 
sions of the line and in particular on the spacing between the conductors; 
the latter in turn limits the power-carrying capacity of the line. 

7'9. Cascade Transformers: TEM-mode. — The termination of the 
line in a radiating system in general gives rise to a reflected TEM-wa.ve 
and to excitation of TM- and TE-modes. We shall assume that the 
line dimensions are such that the latter modes cannot propagate and 
confine our attention to the region of the line where only the incident 
and reflected TEM-\\a,ves exist. The reflected wave represents an 
impedance mismatch, and it is necessary to consider a correction for it. 
Perhaps the most useful device is a cascade transformer, a section of 
coaxial line of characteristic impedance different from that of the main 
line. Two such transformers are illustrated in Fig. 7-5: (o) the sleeve 

» R. Truell, Jour. Applied Phys., 14, 350 (1943). 
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type with characteristic impedance smaller than the line impedance and 
(b) the undercut type with characteristic impedance larger than that of 
the line. As has been pointed out before, the junctions give rise to other 
modes; however, if the change in radius is small, the junction effect is 
small. Data on the latter ^vill be given below. 

i 1 



Generator Load 
(a) 



A 

•r ^ 



(W 

Fig. 7-5. — Cascade impedance transformers: (a) Hlceve t^ection; (h) undercut section. 

The dimensions desired in a transformer can be determined as fol- 
lows; Except for junction elTects, the voltage and current and the input 
impedance looking toward the right have the same values at adjacent 
points on either side of the junction. Let be the characteristic imped- 
ance of the transformei , Zo that of the line, and Zi the input impedance 
at B. Then, from Eq. (2-32), Sec. 2-6, the input impedance at A is 

Z(A) - Z„ [-^r^ jz-^^lj- (^^'^^ 
Impedance matching requires Z{A) = Zo; that is, 
7 - 7'{^ + tan 0l\ 

Separation of real and imaginary parts gives two equations from which, 
for a given value of X, one can obtain Zq and the length of the transformer 
that matches Z into Zo; the dimensions of the transformers are obtained 
from Z'o by means of Eq. (54a). 

There are points along the line at which Z is real. These points are 
X/4 apart, and the impedance is alternately rZo and Zo/r, where r is the 
voltage standing-wave ratio. If either of these is taken as the junction 
point B, it is found from Eq. (656) that I = X/4. The characteristic 
impedance of the quarter-wave section is found to be related to 2o as 
follows: 
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Z', <Zo if z = — , 
r 

Z'„> Zo if Z = rZo. 

The first of these corresponds to a sleeve section; the second to an under- 
cut section. In so far as matching is concerned, either can be used. 
The sleeve section has the advantage of simpUcity of insertion, since 
it is necessary only to slip a piece of tubing over the inner conductor 
and to solder the seam to ensure good contact ; it also has the advantage 
of strengthening the line mechanically. An undercut section requires 
machining and \\ eakens the line. On the other hand, the sleeve section 
reduces the clearance between the conductors and consequently the power 
capacity. In both cases the edges of the junction increase the break- 
down tendency; this difficulty can be minimized by rounding the edges 
of the junction without impairing the matching relations. 

It must be emphasized that a single transformer matches properly 
at only one wavelength. In general the load impedance is a function of 
frequency. Matching over a frequency band, such that the standing- 
wave ratio remains less than a prescribed value, can often be achieved 
by a series of transformer sections of different lengths and characteristic 
impedances. It is difficult to carry the analysis through analytically for 
an arbitrary load Z{\). A method of rather limited applicability employ- 
ing a tandem of quarter-wave sections has been developed by Fubini, 
Sutro, and Lewis.' 

While the matching condition of Eq. (656) always leads to a solution 
of the mathematical problem, it is not necessarily true that the trans- 
former will be satisfactory. If a large change in radius is required at the 
junction, the junction effect becomes significant, and we must add to the 
equivalent transmission-line reactive networks at A and B corresponding 
to the junction effects. It is found- that the network consists of a 
capacity across the transmission line at the junction points. The junc- 
tion effect can be studied experimentally by means of a half-wave section. 
From Eq. (65o) it is seen from transmisson-line considerations alone 
that if Z = X/2, then Z{A) = Z regardless of the value of Z[,; this means 
that the standing-wave ratio should be the same on either side of the 
transformer. Figure 7'6 shows experimental results obtained with a half- 
wavelength sleeve section on a 50-ohm coaxial line with inner diameter 
0.375 in. It is seen that the deviation from simple transmission-line 
behavior increases rapidly with increasing diameter of the sleeve section. 

7-10. Parallel Stubs and Series Reactances. — Another useful device in 
coaxial-Une design is the parallel stub consisting of a section of coaxial 

' "Frequency Characteristics of Wide-band Matching Sections," Radio Research 
Laboratory (Harvard tJniversity) Report Xo. 23, April 1043. 
' Waveguide Handbook, Vol. 10 of this series. 
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line at right angles to the main line. The arrangement is shown sche- 
matically in Fig. 7-7o. The stub is terminated by a metal cap to prevent 
radiation. Electrically the stub is a shorted section of transmission line. 
If is the characteristic impedance of the stub and I its length, then 
its input impedance, obtained from Eq. (65o) by setting Z = 0, is 
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Fio. 7-6. — Juiiction effects with cascade transformers; mismatch of a X/2 transformer as a 
function of diameter in a coaxial line of dimensions OD = 0.811, ID = 0.375 in. 

Z, = jZ\) tan pi. It is thus a reactive element. Consideration of the 
current division at A shows that, neglecting junction networks, the stub 
is to be regarded as a reactance shunted across the main line. If I = X/4, 
then Z = 00, and the stub introduces no change in impedance at A; 
such a quarter-wave stub is useful as a mechanical support for the inner 
conductor. We shall not consider here the refinements required to 
eliminate the frequency sensitivity. 

The stub can also serve as a matching device. In this connection it 
is more convenient to speak in terms of admittances. Let Yo = 1/Zahe 
the characteristic admittance of the main line, Y the admittance seen 
to the right of A, and Y, = — jTo cot fil the admittance of the stub. It is 
possible to locate the point A so that the admittance F is F = Fo + jB- 
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Insertion of the stub gives an admittance at the left of A equal to 
Y + Y, = Yo + j{B — Fo cot fil). For matching we require simply 
that 

Y'o cot 01 = B. (66) 

The structure illustrated in Fig. 7-76 is less widely used but is worth 
consideration. The region between AB and the outer conductor C2 acts 



--- -Va 
(a) 

^0 •^0 f 


Zo 








B 


A' ' 



1 H 

(6) 

Fig. 7' 7. — (a) Parallel stub reactance; {!>) series reactance element. 

as a cascade transformer. If Z is the impedance at B, the impedance 
just to the right of A in the transformer space is 

„ _ „„ f Z + jZ',' tan 0l \ 
^^"^ ~ \Z'l + jZ tan 

where Zq is the characteristic impedance of the transformei' space. The 
region AB within the inner conductor acts as a shorted section of line 

which presents an impedance at A equal to Zc,^ = jZJ tan j8/, where Zg 
is the characteristic impedance of the inner region. At A we have the 
voltage relation ^0,0, = Feu + T'^-ic, ; the impedance just to the left of A 
is given by 

Z(A) = Zcu + Z^c, 

The structure thus introduces a series impedance A. It is of interest 
to note that the length of the inner region can be made shorter than the 
length of the outer region. If the latter is made equal to an integral 
number of half wavelengths, the effect of the transformer region is 
eliminated and at A we have simply an impedance Zc,a in series with Z. 
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It is found in practice that stubs and series reactance transformers 
with dimensions calculated on the basis of the transmission-line formulas 
given above do not quite meet the simple theoretical expectations. This 
is due to the Junction effects neglected in the transmission-line arguments. 
The errors, however, are generally small and can be eliminated by small 
adjustments of the lengths of the structures. In the case of stubs, the 

shorting cap can be replaced by a sliding 
plunger in the experimental model to allow 
easy adjustment of the length. The use of 
series reactance transformers limits the 
power capacity of the line; the standing 
waves in the inner region produce intense 
fields at the open end and increase the 
tendency toward electrical breakdown and 
sparking. An alternative form, which 
mounts the transformer on the outer con- 
ductor where the electric field is weaker, is 
more satisfactory with respect to breakdown 
characteristic but is less desirable from 
assembly considerations. 

7-11. Rectangular Waveguides : TE- and 
TM -modes. —The hollow guide of rectangu- 
lar cross section is the most widely used 
line in microwave antennas. We shall take the x, y-axes to be oriented 
as shown in Fig. 7-8; a is the broad dimension of the guide; b the narrow 
dimension. The Helmholtz equation 




Fia, 



-Rectangular 
guide. 



dz'^^dy'^"' U{x,y) 
is in this case separable in the form 

F = Xix)Y{,y). 
Substitution into Eq. (6o) leads to the two equations 



(7-6a) 



+ «1X = 0; 



^ + = 0, 



(68) 



with 



4 + kI = k\ (68a) 

The solutions have the same form for both members of Eq. (68); for 
example, 

X{x) = A cos (kix) -j- B sin (k^). 



The general solution of Eq. (6a) is 
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4'{x,y] I ^ (.Qg (^^) _i_ B sin (k^)][C cos (si;) + O sin (k^j/)]. (69) 

a. TE-waves. — The solution ^{x,y) must satisfy the boundary con- 
dition d\l//dn = 0 over the walls. For the walls x = 0 and x = a, 
d^/dn = d\l//dx; w'e thus require that for all values of y 



dx 
dx 



= K,BY(y) = 0, (70a) 

. 1 = 0 

= -K^[A sin (kxO) - B cos {K^a)]Y{y) = 0. (70&) 
This requires that B = 0 and that Kx have the characteristic values 

= — , m = 0, 1, 2, • • • . (71) 

a 

Over the walls y = 0 and y = h, 34/ /dn = 34/ /dy. This boundary con- 
dition requires that D = 0 and that Ky have the characteristic values 

K„ = n = 0, 1, 2, • • • . (72) 

The characteristic values for tlie TK„„-\vave are therefore 

By use of Eqs. (18) and (19), the complete set of field components for 
the wave in the positive e-direction is found to be 

„ mir.r nwy „ „ 

H. = cos cos ^ e->■■»"^ E. = 0, 

a 0 



Twin 



— ^ . - cos I 



Hy = Ex = -Y I, - COS 1 I sm I -T^ ] e 

Jfn xlnb \ a / \ 0 / 

The significance of the integers m, n, is directly apparent: They represent 

the number of sinusoids in the intensity of the field components E^ and 
^i, respectively, over the cross section of the guide. 

The cutoff wavelength, the guide wavelength, and the transverse 
wave impedance for a r£„„-mode are respectively 

= - — -X (75) 
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my 



+ 



(76) 



(77) 



The TEvrHiode (m = 1, n = 0) has the longest cutoff wavelength. It 
is by far the most important mode for antenna work. The electric field 
has but one component, which is uniform in the ^-direction and varies 
sinusoidally along the a:-direction with symmetry about the central sec- 
tion of the guide. The field configurations for this and several other 
r^-modes are shown in Fig. 7-9. It will be seen from Eq. (75) that to 




(a) 





-i — I- 



■1 — t- 



H 1 



(rf) 

Fio. 7-9. — TE-mo dea in re ctangular waveguides : (a) rSio-mode [XiqW = 2a]; (6) TEn- 

mode[\ii'«) = 2ab/y/a' + b']; (c) rfiM-mode [Xjo''' = a]; (d) TEoi-mode (Xoi'«> = 26), 

electric field; magnetic field. 

ensure propagation of the TjEio-mode alone the dimensions of the guide 
must be such that 

a < \ < 2a; 2b < X. 

h. TM-waves. — The solution <t>ix,y) must satisfy the boundary con- 
dition 0 = 0 over the walls. It is evident from Eq. (69) that we must 
set A = O = 0 to satisfy the condition over the surface x = 0 and y — 0. 
Over the walls x = a, y = b the conditions are satisfied only for the 
characteristic values 



OTir 

a ' 
mr 
T' 



m = 0,1, 2, 
n = 0, 1, 2, 



(7-71) 
(7-72) 
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Thus the characteristic value k„„ for the rM„„-mode line, like that of a 
TE„n-yf&ve, is given by 



_ / mirV / niry 



(7-73) 



The cutoff and guide wavelengths are given by Eqs. (75) and (76) ; the 
characteristic wave impedance, however, differs from that of the TE-w&ve. 
It is 





FiQ. 7-10. — rjlf -modes in rectangu lar wave guidea : (g) I'M n-mode [Xn'"' = 2ab/\/a' + b']; 
(ft) rjlfsi-mode [Xji'" = 2o6/\/o« + b']. electric field; magnetic field. 

The complete set of field components obtained by means of Eqs. (22) 
and (23) is 

S. = sin(2^)sin(^)«--'; = 0, \ 

E.=^H,= - & cos sin (^'^) e-y-, ( (79) 



E, = 



J<i>€ 



^"^ \ir) ' " 



There is no mode for which either m or n is zero; the lowest is the TMn- 
mode.- It follows accordingly that a guide designed to cut off the TE- 

modes other than the TEia will likewise not support free propagation 
of any of the TM-modes. The field configurations for several of the 
latter are shown in Fig. 7 10. 

7-12. Impedance Transformers for Rectangtilar Guides. — Equivalent 
networks have been established for a number of types of obstacles in 
waveguides; these can serve to match out the reflected dominant mode 
wave set up by the line termination. We shall present here the pertinent 
data on elements designed for the TEio-mode in rectangular guide and 
shall indicate their applicability. The simplest, from the point of view 
of the equivalent networks, are the windows: metal diaphragms inserted 
in the cross section of the guide. Typical forms are illustrated in Fig. 
7-11. In the idealized case of infinite conductivity these elements behave 
like capacities or inductances- shunted across the two-wire transmission- 
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line representation of the r^io-mode. Accordingly, in using these ele- 
ments it is convenient to treat the line in terms of admittance rather than 
impedance. Let Y [l^ — 1/Z[l' be the characteristic wave admittance of 
the TE w-mode Une.' With any arbitrary termination, there exist points 
along the line, at quarter-wavelength intervals, at Avhich the input admit- 
tance looking toward the load is alternately (1) Y = Yo — jB and (2) 
Y = Yo jB. At the points 1 the load susceptance is inductive and a 
parallel capacity is required for matching. Points (2), ivhers the load 
susceptance is capacitative, require a parallel inductance. For the 




(c) id) 

Fio. 7'il- — Windows for rectangular guides: (a) .gymmetrif al capacitative; (5) symmetrical 
inductive; («) asymmetrical inductive; (d) resonant. 

former case the capacitative window (Fig. 7-1 la), is suited, while for 
points 2 the inductive windows (Fig. 7-116 and c) are appropriate. For- 
mulas and graphs for the susceptance of these and other windows, 
referred to the characteristic wave admittance of the TElio-mode, are 
available in the literature.' 

In practice the inductive windows are to be preferred, because the 
capacitative window, in presenting an edge across the electric-field lines, 
is more susceptible to electrical breakdown. Asymmetrical windows 
have experimental and design advantages in that only one side of the 
guide need be milled for an insertion.^ This reduces the amount of 
machining required in making test runs on impedance and eliminates the 

' We shall drop the mode notation hereafter and write simply and Yo for the 
characteristic impedance and admittance respectively. 

' Microuiaoe Transmission Design Data, Sperry Gyroscope Company, 1944; 
"Waveguide Handbook," RJL Group Report No. 43, Feb. 7, 1944, "Waveguide 
Handbook Supplement," RL Group Report Xo. 41, .Jan. 23, 1945; Waveguide Hand- 
hook, Vol. 10 of this series. 

' W. Sichak, "One-sided Inductive Irises and Quarter-wave Capacitative Trans- 
formers in Waveguide," RJ. Report No. 426, Nov. 17, 1943 
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problem of alignment of two halves of a symmetrical window. On the 
other hand, symmetrical windows lend themselves to use as pressuriza- 
tion devices; the two metal borders can serve as supports for a thin 
dielectric sheet. Such a sheet introduces an additional capacity in 
parallel with the window, the magnitude of which depends on the thick- 
ness and dielectric constant. No systematic design information seems 
to be available on this point at present, and the design of the pressurized 
window must be developed experimentally. 

The circuit equivalents of the windows immediately suggest the pos- 
sibility of combining a capacitative and inductive window to make the 
net susceptance zero, that is, to produce a resonant device that introduces 
no reflection in the guide. Such a resonant window is illustrated in Fig. 




o ^ I- 1 



Generator Load 

(b) 

Fig. 7'12. — Step transformer in rectangular waveguide: (a) transverse cross section; (b) 
longitudinal cros.s section. 

711(i. To a first approximation, the dimensions 5c, 6l can be so chosen 
that the capacitative and inductive susco])tances are equal in magnitude. 
The resonant window transmits all the incident power and, therefore, 
cannot be used as a matching device. It is useful as a pressurizing ele- 
ment to seal the waveguide; either the window frame serves as a support 
for a thin dielectric sheet, or the open area of the window is filled with a 
dielectric block. The dimensions of the window must be adjusted to 
compensate for the dielectric; this again must be determined empirically. 
It is obvious that true resonance behavior can be achieved at only one 
wavelength with a given window. 

The use of windows at wavelengths shorter than 3 cm is rather limited. 
Several difficulties arise due to the decrease in the dimensions of the 
waveguide with decreasing wavelength. The most striking of these are 
(1) the increased liabiUty to electrical breakdown in the neighborhood 
of a window, (2) errors in determining the position of the element, and 
(3) the machining and insertion of small parts. For wavelengths shorter 
than 3 cm the step transformer, illustrated in Fig. 7-12, is recommended. 
Tiiis is analogous to the cascade section discussed for coaxial lines. The 
characteristics of the step transformer can be expressed in terms of the 
input admittance presented at the generator side when the guide is 
terminated beyond the section in a matched load:' 

' Sichak, op. cit., p. 3, 
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+ w- cot — - \^~J + J A 



J _ F _ \d/ Xjd X, 



Fo ') (80) 

A = — -- cot — • 

d 'Kg 

The parameters Z, b, d are defined in the figure; X,, is the wavelength 

in the waveguide ; and F is a, function of d/b alone, a few values of which 
are given in Table 71. When I = Xj/4, Eq. (81) reduces to 

Table 71. — F-function for Step Transfobmer 
1 — % F-function 

0 0 

10 0.020 

20 0.063 

30 0 . 130 

40 0.235 

50 0.395 

60 0.598 

70 0.820 

b^ -ibFf _b^ WFA 
Y ^ X. XI ) 

Fo , , ibW^ ' 



1 + 



To design a transformer from either Eq. (80) or (80o) it is necessary to 
construct a graph, based on Table 7-1, from which the required values 
of F may be obtained. Over the range of useful values of h/d the section 
can be regarded as a quarter-wave transformer with a phase correction 
due to the capacitative effects at the junction. The phase correction 
makes itself felt in that the load end of the transformer is not placed at 
the point of a "voltage" minimum (the point of maximum load admit- 
tance) but is displaced slightly from that point toward the generator. 
To a first approximation the matching condition is that the conductance 
in Eq. (80a) be equal to the maximum normalized load admittance, 



1 + 



XS 



The latter directly equals the voltage standing-wave ratio due to the 
load. Accordingly it is suggested that the designer prepare for himself 
a set of charts of r or g, against d/h over the range of \ with which he 
will be chiefly concerned. For a given case the transformer with dimen- 
sions determined in the indicated manner can be prepared to slide in th3 
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guide, the bottom of the transformer being tinned before insertion. The 
transformer is moved along the guide until the best matching position 
is located and then soldered into place by heating the outside of the guide. 

7-13. Circular Waveguide : TM- and TE-Modes. — ^Let us consider 
next a hollow guide of circular cross section of radius a. As in the case 
of the coaxial line we are here concerned with solutions of the scalar 
Helmholtz equation in a circular region. The general solutions are the 
same as for the coaxial line: 

JI^'^J = [AJ^iKr) + BN^{Kr)] cos mO. (7-58) 

Here again r, 6 are polar coordinates over the cross section, and m is an 
integer. In the present case, since there is no inner conductor, there are 
no sources in the interior and the fields must be finite at all points. The 
Neumann function, however, becomes infinite at r = 0; accordingly it 
must be removed from the solution : B must be equal to zero. The funda- 
mental solutions are, therefore, 

JJ^'^^I = AJ^M cos me. (82) 

a. TM-modes. — By the boundary condition of Eq. (21&) we require 
<^ = 0 at r = o for all values of 6. This leads to characteristic values 
K„„ which satisfy the relation' 

Jm(limna) = 0. 

The complete set of field components for the rif„„-mode, obtained from 
Eqs. (22) and (23), are 

E, = kI,„ cos mdJ„iK„„r)e-""''; = 0, 

Er = ^ H) = — 7«nKmn COS Wl9j;„(K„„r)fi-T"'" , . 

jue f {po) 

E« = — ^ Hr = TOTmn sm md — e 

joie r 

The field configurations for several of these modes, together with the 
cutoff wavelengths, are shown in Fig. 7-13. 

b. TE-modes.— The function ^{x,y) is subject to the boundary con- 
dition of Eq. (13): d^/dr\r^ = 0 for all 0. The characteristic values /<„„ 
satisfy the relation'' 

J'^iK^nO) = 0. (84) 

• For lower roots 2m« = K„„a of this equation see E. Jahnke and F. Emde, Tables of 
Functions, Dover Publications Reprint, New York, 1943, p. 168. 

* For the lower roots = k„m of this equation see ibid. 
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The field components for the general TE^n-raode are found to be 
Hz = cos m9J'„(K„„r)e-i'""»; = 0, 



-KmnTmn COS 7nSy^((£„„r)e-T»««, 



(85) 



Er = m7„„ sm md — ^ ei^^'. 



These modes are illustrated in Fig. 7- 14. On examination of the roots 
of the Bessel functions and their derivatives it will be seen that the lowest 
mode, that is, the mode with the longest cutoff wavelength, is the TE^x - 




(a) r.l/oi-mode [X„,:=> = l.'Md]; 
O.S2d]. electric field ; 



(b) 



Fig. 7'13. — rM-mode in circular waveguide: 
r.Wo2-mode [Xoj<«) = l.OTdJ; (c) TMn-mode [\n^» = 
magnetic field. 

mode. This is the mode generally utilized in antenna systems. It is the 
circular guide analogue of the TEio-mode in rectangular waveguide. 

The use of circular waveguide is limited by several factors, of which 
perhaps the most significant is instability in orientation of the field con- 
figurations. Since the guide has rotational symmetry, the field configura- 
tion can be rotated about the z-axis without violating boundary conditions; 
there is no preferred direction 9 = 0. Small irregularities in the wall 
of the guide or matching windows can cause such rotation of the fields 
giving rise to subsequent difficulties in designing the radiating system. 
In rectangular guide, on the other hand, the orientation of the field 
configuration is uniquely determined by the orientation of the cross sec- 
tion. Another difficulty in round guide is mode control over an appre- 
ciable frequency band. The radius is the only parameter available to 
determine the cutoff wavelength; in rectangular guide, both the dimen- 
sions a and b enter into the characteristic values of the higher modes. 
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Other comparative factors will be pointed out in the discussion of wave- 
guide and horn feeds. 

7-14. Windows for Use in Circular Guides. — As with rectangular 

guides, metal diaphragms can be inserted into circular guides to serve as 
matching devices for the T^'u-mode. The circuit equivalents of these 
windows are again reactive elements shunted across the two-wire line 
representation of the dominant mode. Capacitative windows cut across 
the £J-line8, while inductive ^vindows cut across the transverse magnetic 
field in the cross section. The admittance characteristics of such windows 




(o) (6) 




(0 

Via. 7-14. J'A'-iuodi'.i in circular waveguides; (a) rji'oi-mode [\oi<"' = 0.82d]; (6) 

/'Ell-mode [An"' = I.TIJ]; (c) 2'£:2i-modc = 1.03d). electric field; 

niajtrictic field. 

may be found in the literature on the subject.' There is also available 
a resonant window which can be used as a frame to support a thin dielec- 
tric sheet to seal the waveguide. 

7'15. Parallel-plate Waveguide. — Another type of waveguide that is 

used in microwave antennas is that formed by a pair of parallel plates. 
The modes can be derived, as in the previous sections, by a direct solu- 
tion of the field equations, in the present case for a region bounded by a 

pair of parallel perfectly conducting surfaces of infinite extent. It will 
be instructive, however, to treat the parallel-plate system as a limiting 
case of the coa.xial line and the rectangular waveguide. 

The parallel-plate waveguide can be derived from the coaxial line 

^ Microwave Tnuisniisaion Design Data, Sperry Gyroscope Company, 1944; "Wave- 
guide Handbook," Group Report Xo. 43, Feb. 7, 1945; "Waveguide Handbook 
Supplement," RL Group Report Xo.41, .)an. 23, 1945; Waveguide Handbook, Vol. 10 
ot 'his series. 
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by allowing the radii o and 6 of the inner and outer conductors to become 
infinite in such a way that the spacing b — a between the conductors 
remains constant: 

b - a = s. (86) 

It will be recalled that the TEM-mode is independent of the radii of the 
conductors and is supported by the line for all frequencies with a wave- 
length equal to that in free space. We thus arrive directly at the result 
that the parallel-plate guide supports free propagation of a TEM-mode 
at all frequencies. The electric vector is perpendicular to the plates, 



y=s 




0 ^ 

Fig. 7-15. — The parallel-plate waveguide as a ILmiting case of a coaxial line. 

and the magnetic vector is parallel to the plates; neither field vector has 
a component in the direction of propagation. Taking Eq. (53) for the 
electric vector of the TEM-mode and writing r — a + y, b = a-{-s (cf. 
Fig. 7-15), we find that the magnitude of the electric field is 

„ I V 1 V 



Letting a become infinite we obtain 



(87) 



lim \E\ = -• (88) 



The magnitude of the electric-field vector is independent of position 
between the plates; the same result is obtained for the magnetic field. 
It will be recognized that Eq. (88) is the same expression as for the static 
electric field between a pair of plates at a difference of potential V. 

Considering next the TE- and TAf-modes of the coaxial line we note 
that as the radii become infinite, the periodicity condition disappears; 
that is, we need concern ourselves only with the modes of order m = 0 
[Eq. (58)]. 

TM-modes. — The longitudinal component of the electric field [the 
function (l>{x,y) in Eq. (58)] is 

E. = AJo{Kr) + BN,(Kr). (89) 
Making use of the asymptotic forms of the Bessel functions' for large 
(kt), we get 

' G. N. Watson, Bessd Functions, 2d ed., Macmillan, New York, 1945, Chap. 7. 
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„ / 2 \« r , / ^ A^T, ■ / , 

Ez ~ I — ^ 1 A cos I )c!/ + — ~ I + B sm [kij + ko — -^J ■ 

We have here introduced again r = a + y. In the Umit a = the 
solution takes the form 

= A' cos {Ky + t). (90) 

Applying the boundary conditions £j = 0 at ?/ = 0 and y = s, we find 
that T = (■ir/2) + 2m7r and that the characteristic values of the modes are 

= ^; n = 1, 2, ■ ■ ■ . (91) 
Equation (90) can thus be rewritten as 

E, = A'sin(^y (92) 
The cutoff wavelength for the Tilf „-mode is [Eq. (16)] 

Xk"' = ^> (93) 
and the guide wavelength for the freely propagated mode [Eq. (17)] is 



(94) 



The transverse components of the field are obtained from E, by means 
of the set of Eqs. (4) and (5) : 

Ey= -^^A' cos ; E, = 0, (95a) 

H. = ^^A'ooJ'^\ H, = 0; (956) 

l^n \ ^ / 

the constant y„ is defined by Eq. (14). 

TE-modes. — The derivation of the 7'i?-modes proceeds in a similar 
manner. Equation (90) in this case represents the longitudinal com- 
ponent of the magnetic field; that is, 

H, = A' cos {ay + t). (96) 

The boundary conditions dHJdy = 0 at 2/ = 0 and y = s lead to the 
result that t = ± 2mK and 

K„ = — , n = 1, 2, ■ ■ • . (97i 



238 



MICROWAVE TRANSMISSION LINES 



[Seo. 716 



The cutoff wavelength for the TE„-mode is given by Eq. (93), and the 
guide wavelength by Eq. (94). The complete set of field components is 



ft will be recognized that the field distributions and guide wave- 
lengths correspond to TM- and TE-modes of the rectangular guide. 
The TMji-modes of the parallel-plate system are the analogues of the 
TMi.n-modes, and the r£„-modes are the analogues of the TEo.n-modes. 
As the broadside dimension a of the rectangular guide becomes infinite, 
the modes of the latter pass into parallel plate modes. 

7- 16. Design Notes. — Several remarks on design practice may prove 
of interest to the reader. These are particularly concerned with coaxial 
lines and circular waveguides. Unless an antenna is being developed as 
a single experimental model or for production in very limited numbers, 
some attention should be given to the production problem or the avail- 
ability of parts. With respect to the coaxial lines and circular guides, 
dimensions should be chosen as near as possible to those of commercially 
standardized tubing. The primary considerations in the choice of 
dimensions are, of course, the characteristic impedance of the line and 
the control of higher modes; these, however, allow some latitude in 
design. 

Special care should be taken in the inspection of tubing. Erratic 
results in standing-wave measurements on lines have frequently been 
traced to irregularities in the cross section of the line. Ridges and waves 
are found in the tube wall if the die through which the tubing was 
extruded is worn or if the driving unit is faulty. Such ridges and waves 
can be detected only by cutting the tube in half. It is recommended that 
a sample length of tubing from each new lot be cut down the middle 
for inspection before using the material. It is often useful to force a steel 
ball of proper diameter through the tubing under pressure, thus siziag 
and polishing the inside surface. 




(97a) 



(97i) 



(97c) 
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MICROWAVE DIPOLE ANTENNAS AND FEEDS 

By S. Silver 

The early trends in microwave antenna design grew out of the prac- 
tice of using dipole systems at longer wavelengths. Nevertheless, little 
systematic information has been obtained about microwave dipole sys- 
tems. This is partly due to the greater difficulty in applying theory to 
practically useful microwave dipoles and partly to the urgent military 
needs which prevented systematic research during the early development 
in this field. More recently, attention has been concentrated on wave- 
guide and horn radiators, which are more amenable to quantitative 
analysis. Consequently, the design of microwave dipole antennas is 
st^ill in the empirical stage; quantitative data are available only with 
reference to particular systems. 

8-1. Characteristics of Antenna Feeds. — The dipole systems that we 
shall consider in this chapter are, with a few exceptions, designed to 
serve as primary feeds to illuminate rellcclors; it will be assumed through- 
out, unless the contrary is noted, that this is the end in view. The 
general design requirements and specifications imposed on primary feeds 
are the following: 

Radiation Pattern. — It is evident that a primary feed radiation pat- 
tern must be directive, with the major fraction of the energy radiated 
toward the reflector. We have studied in Chap. 6 the relation between 
the radiation pattern of the antenna as a whole and the intensity and 
phase distribution over the aperture. The relation between the latter 
and the primary pattern will be developed in later chapters on the design 
problems of special types of antennas. It may be noted here, however, 
that the design of a reflector — or a lens — is generally based on the assump- 
tion that the feed is a point source. Deviations of the feed from a point- 
source radiator result in phase errors over the aperture of the antenna. 

Particular attention must be paid to the phase. It was shown in 
Chap. 3 that many idealized radiating systems are effectively point 
sources in the sense that the equiphase surfaces constitute a family of 
concentric spheres. This situation is realized only approximately in the 
case of an actual feed. The pattern of the latter is usually specified in 
terms of tiie principal E- and //-plane patterns (Sec. 3- 18). In each of 
these planes it should be possible to find an equivalent center of feed, 
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with respect to which the equiphase lines are circular (to within a pre- 
scribed limit of error) over the region to be covered by the reflector. 
To minimize the problems of reflector design it is essential that the centers 
of feed for the principal planes be coincident. In general, it is desirable 
that on a sphere about the center of feed the phase shall be constant to 
within +ir/8, corresponding to path differences of +X/16; for some 
purposes, path differences of +X/8 can be tolerated. The cone within 
which the feed is a point source in the sense of these criteria will be referred 
to as the ■point-source cone. 

Impedance. — Impedance match is required over as broad a frequency 
band as possible. An antenna is generally considered to be usable 
throughout the frequency band in which the voltage standing-wave ratio 
is less than 1.4. Since interactions with the reflector tend to increase 
the total mismatch, it is 'desirable to keep the feed mismatch below the 
figure given above. 

Power-carrying Capacity. — This is limited by electrical breakdown 
which may occur within the feed line and around the feed components 
under the peak voltage of a transmitted signal. The effect of matching 
devices on breakdown characteristics was noted in Sec. 7 -9. The break- 
down problem is particularly significant in antennas intended for air- 
craft, because the breakdown potential decreases with increasing altitude, 
due to the decrease in atmospheric pressure and the increase of free ion 
content. Feeds for high-altitude airborne systems must therefore be so 
designed that air can be held in the r-f line under pressure. The average 
requirement is 10 to 15-lb gauge pressure relative to sea level atmospheric 
pressure. 

Weather Protection. — Antennas must be protected from the weather 
to prevent corrosion and consequent power dissipation in the antenna 
structure. Weatherization is an important consideration in shipbome 
antennas, which are exposed to sea-water sprays. 

Mechanical Strength, Light Weight. — Antennas installed in aircraft 
and ships are subject to high stresses due to rapid changes in the motion 
of the airplane or oscillations of masts of the ship in a high wind. In 
aircraft systems, mechanical strength must be attained with economy of 
weight. 

Reasonable Tolerances. — Tolerances should not be so close that pro- 
duction methods cannot be used effectively. 

8'2. Coaxial Line Terminations : The Skirt Dipole. — The theoretical 
prototype of the dipole radiators is the half-wave dipole fed at the center 
from a balanced two-wire transmission line. The significant features of 
this system are the following: 

1. The two wings of the dipole carry equal currents. 
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2. The current distribution is determined by the dipole structure, 
interaction between the dipole and the transmission line being 
negligible. 

3. The dipole termination does not upset the balanced condition of the 
line. 

While it is true that a coaxial line propagating the TEM-mode is equiva- 
lent to a balanced two- wire line, it is virtually impossible to make a 
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Fig. 8-1. — Skirt dipole: (o) simple form; (6) tapered gap to improve the impedance 
characteristics; (c) decoupling choke Cj to prevent current leakage along the outer wall. 

microwave dipole termination that behaves like the theoretical prototype. 

The skirt dipole illustrated in Fig. 8-1 is an example of a coa.xial-line 
termination that is used extensively at longer wavelengths and to a lesser 
extent in the microwave region. The two wings of the dipole consist of 
the unshielded section of the inner conductor and the folded-back section 
of the outer conductor (S in Fig. 81); we shall refer to the latter as the 
skirt. If the lengths h, U, of the respective elements are each about 
X/4, the system approximates a center-driven half-wave dipole. This 
termination maintains the radial symmetry of the line; the current dis- 
tribution over the wings is radially symmetric, and the radiation pattern 
has the axial symmetry of the idealized system. 

It is to be expected, however, that the meridional pattern will differ 
from that of the line radiator. One reason for this is the fact that the 
current distribution is spread over a finite area instead of being confined 
to a line. The currents at different points on a circumference of the 
skirt are consequently at different distances from a field point and give 
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contributions to the field that have correspondingly different phases. 
These phase differences are more significant with microwaves than with 
long waves, since they depend on the ratio of the skirt diameter to the 
wavelength. The' pattern is also affected by the finite dimension of the 
gap at the driving point; this causes the current distribution along 
the length of the dipole to deviate from the sinusoidal distribution of the 
line dipole with an infinitesimal gap. 

A further major factor is the coupling between the field of the dipole 
and the outside wall of the line, which produces a current distribution 
down the line beyond the skirt. This current distribution also radiates; 
the total pattern arises from superposition of this field and the dipole 
field. The pattern rapidly becomes less satisfactory as the current on the 
line increases; so the line current must therefore be kept as small as 
possible. It can be controlled in part by changing the cavity Ci formed 
by the skirt and the outside wall of the line. This region constitutes a 
shorted section of line and as such presents at the open end of the skirt 
a reactive impedance in series with the dipole and the outer wall of the 
line; by making the depth X/4, the reactive impedance can be made 
infinite. In practice it is found that best results are obtained with a skirt 
of length somewhat less than X/4. Proper operation is obtained only 
at the design frequency, since the impedance of the choke Ci varies rapidly 
with frequency. Improved over-all impedance characteristics have been 
obtained by shortening the skirt and compensating for the reduced 
physical length of C'l by filling it with dielectric to bring the electrical 
length up to X/4. It has also been found that more efficient decoupling 
between the dipole and the outer line can be effected by means of a second 
choke Ci mounted as shown in Fig. 8-lc. The electrical depth of C2 
should again be a quarter wavelength, so that the choke presents an 
infinite impedance at the open end. Ivxperimentally it is found that the 
decoupling is most complete when the separation of Ci and d is 0.15X. 

The structure of the gap G plays a significant part in determining the 
over-all impedance characteristics of the antenna. Because an abrupt 
discontinuity in structure gives rise to a reflected wave in the line, it is 
natural to replace the region G in Fig. 8- la by the tapered structure shown 
in Fig. 81b. The increased diameter of the dipole stub also contributes 
to maintaining uniform impedance over a larger frequency band (cf. 
Sec. 8.5). Further methods of controlling the impedance characteristics, 
such as decreasing the length U and loading the stub with a sphere (capaci- 
tative loading), will occur to the reader; we shall not dwell upon them 
here. 

8-3. Asymmetrical Dipole Termination. — The asymmetric dipole 

terminations shown in Fig. 8-2 are designed to give a radiation pattern 
with peak intensity along the axis of the feed line. The dipole in Fig. 
8-2a is center-fed from a two-wire line. The asymmetry of the tormina- 
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tion unbalances the current distributions on the inner and outer conduc- 
tors of the line, with the result that the two wings of the dipole are not 
equally excited. Also, strong coupling exists between the dipole system 
and the outer wall of the line, giving rise to radiating currents on the 
latter, just as in the case of the skirt dipole. The choke C remedies the 
situation to some extent; with a depth k of about X/4 the choke presents 
at its open end an infinite impedance, in series between the outer wall of 




(a) 




(6) 

Fio. 8-2. — Asymmetric dipole tenninatioiis: (a) open-end termination; (6) stub-support 

termination. 

the line to the left of the choke and the region of the line to the right. 
This serves to confine most of the outer-wall currents to the region between 
the dipole and the choke. 

The open-ended termination has poor structural properties. In order 
to maintain alignment of the dipole \\ings it is necessary to fill the termi- 
nal region of the line with a dielectric plug. The latter gives rise to 
further problems of impedance mismatch and to poor contact between 
the dielectric and the conductors, which may lead to electrical breakdown ; 
the seals generally deteriorate under exposure to moisture and thermal 
and mechanical stresses. In addition, radiation from the open-ended 
coaxial line distorts the dipole pattern. These defects are absent in the 
stub-support termination sho\\n in Fig. 8-26. The coaxial line is con- 
tinued for a distance I, ~ X/4 beyond the dipole system and terminated 
there in a metal plate. The latter region, known as the terminating 
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stub, is again a shorted section of line, presenting a reactive impedance 
at the input end. Consideration of the current division at the driving 
point of the dipole shows that the stub is equivalent to an impedance 
shunted across the gap between the dipole wings. With I, « X/4, this 
impedance is practically infinite; electrically the system is equivalent 
to an open-ended termination. 

The disparity in the currents on the two wings of a stub termination 
is even greater than that in the open-ended termination. The dead 
wing (or stub) D is excited only by leakage currents which make their 




<) 



I I I I I I 1 I _l 1 

0 5 10 15 20 25 30 

Distance from center of tfie dipole, cm 
Fia. 8*3. — ^Leakage currents along the line; stub-supported dipole-diak feed without choke. 

way through the opening in the outer wall and by coupling with the field 
of the live stub L. As in the case of the open-ended termination, coupling 
exists between the dipole system and the center wall of the line. A 
measure of the relative excitation of the dipole stubs is afforded by the 
intensity of the outer-wall line currents along lines in a plane containing 
the dipole axis. Figure 8-3 shows results of line-current studies made on a 
dipole system carrying a reflecting plate on the terminal stub. The 
standing-wave structure in the current is due to some obstruction on the 
outside surface at the input end of the coaxial line. 

Control of the outer wall currents is achieved by means of the choke 
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C (Fig. 8-2ti), as in the systems discussed previously. To present an 
infinite impedance at its open end the choke should, nominally, have a 
depth of X/4. However, because of junction effects at the open end and 
coupling with the dipole system, 
the optimum value is somewhat 
less than X/4. Figure 8-4 shows 
the line-current strength at a fixed 
point on the outer wall as a func- 
tion of choke depth for the system 
studied in Fig. 8-3; the optimum 
depth is 0.23\. Although this 
value is strictly significant only 
for the system illustrated, it has 
been found to give good results in 
other dipole systems employing 
chokes; it is a suitable value for the 
depth of the choke Ci of the skirt 
dipole considered earlier. 

It has been noted that the 
effect of the choke is to confine the 
outerwall current to the region be- 
tween the choke and the end of the 
line. This current distribution 
serves as a linear radiator along the axis of the feed line. From the 
general considerations of Sec. 3- 1.'') it will be evident that this radiates no 
energy in, the direction of the line axis; it will, in general, give rise to a 
pattern with peak intensity on a cone having its axis coincident with the 
line axis. The phase of the line current with respect to the dipole c\ir- 
rent is determined by the position of the choke with respect to the dipole 
system. In combination with a paraboloidal mirror, in which the feed 
line lies on the axis of the mirror, the interaction between the dipole and 
line-current system produces a phenomenon known as squint, in which 
the over-all antenna beam is pointed, not along the axis of symmetry of 
the system, but in a direction making a small angle with that axis. Use 
is made of this phenomenon for scanning. 

In closing the discussion of the asymmetric terminations, it should be 
noted that the input impedances of both the choke and the terminating 
stub vary rapidly with freciuency. As a result, these structures are 
strong contributing factors in the frequency sensitivity of the impedance 
of these antennas. In addition, the cut-away region of the line introduces 
distributed capacities and inductances. These factors restrict the 
usability of the antenna to a narrow frec]uency band. 

8-4. Symmetrically Energized Dipoles: Slot -fed Systems. — The 
shortcoming of unequal excitation of tlie dipole stubs, which charac- 
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terizes the terminations discussed above, is eliminated in the slot-fed 
systems shown in Fig. 8-5. Both wings of the dipole are mounted on the 
outer conductor, in which a pair of slots S is milled in a plane normal to 
the dipole axis. The inner conductor is short-circuited to the outer 
conductor on one side by the post P, which usually is in the line of the 
dipole axis but may be inserted at any point along the line in the slotted 
region. Both open-ended and stub-terminated systems are used, ana- 
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(b) 

Fig. 8-5. — Slot-fed dipole terminations on coaxial line: (a) open-ended termination; (fr) 

stub termination. 

logons to the systems discussed in the preceding section. The opien- 
ended type is used as a radiating element in linear arrays (c/. Sec. 9-8) . 

The operation of the dipole can be interpreted from various points of 
view. Perhaps the simplest picture is that the radiating system is 
energized by a voltage impressed across the slot. The origin of the 
voltage becomes evident on consideration of mode relationships in the 
slotted region. In the absence of the short-circuiting post P we would 
have the TEM-mode and possibly higher modes generated in the open- 
ended termination or, in the case of a wide slot, generated by the slot 
itself. All these modes, however, would be symmetric with respect to 
the plane containing the axes of the slots and give rise to no impressed 
field across the slot; under these conditions the dipole is not excited. 
With the insertion of the post, modes are generated that are symmetric 
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with respect to the plane determined by the axis of the post and the axis 
of the inner conductor. These modes, when superposed on the preceding 
set, must give rise to a field such that the tangential electric field is 
zero over the surface of the post. In the case of a narrow slot we can 
ignore (for the qualitative picture) the modes generated by the slot itself; 
the prime effect of these modes is to relax the cutoff conditions and allow 
propagation within the slotted region of some of the modes generated 
by the post. The most significant of the latter is the TBn-mode; Fig. 
8-6 shows how superposition of the TEn-moAe on the Tf/M-mode leads 

P E=0 

TEM TE^^ t;=t.„,„ 

Fio. 8-6. — Superposition of the TEM- and TiJn modes in the slotted region of the slot-fed 

dipolc. 

to a field configuration that satisfies the requisite liouiuiary condition 
on the electric field in the case of a thin post. The resultant configura- 
tion gives a field that is zero along the post and increases with angle to a 
maximum value directly opposite to the post. It is readily seen that 
this irnprns.ses a voltage across the slot, with resulting excitation of the 
dipole structiirf. 

The slol tod ilipole can also be analyzed from the transmission-line 
point of view.' The slotted region is conceived as a three-wire trans- 
mission line; this is the appropriate representation of a waveguide sup- 
porting simultaneous propagation of two modes, just as the two-wire 
line represents single-mode propagation. It will carry us too far afield 
to discuss the general theory of three-wire lines.- The equivalent cir- 
cuit representations for the open-ended and stub-terminated systems are 
shown in Fig. 8-7a and b respectively, for the case in which the post 
lies along tlio dipole axis. Here Zr is the impedance across the pair of 
lines conuoctcd by the post; Z,,- the impedance at the gap opposite to the 
post; Za is the input impedance of a dipole having the same wing struc- 
ture as in the given system, hut poutcr-fed from a balanced two-wire line; 
I,- is the length of the slot; and the length of the terminating stub. 
■Vt the end of tlie slot the outer lines are short-circuited, the three-wire 
line passing into the two-w ire line. 

' 11. liiblct, "Sliittcil Dijxilr liiipcdiinco Thiviry," liL llcport No. 772, Nov. 21, 
1!)45. 

^ S<'(' S. O. Hi('r, "St(';nl\' State Solutions of Transmission J.iiie lOtjuatiojis," 
Hell Syxlem Terh. Join:, 20, IHI (I'll 11. 
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In the case of the open-ended termination with a narrow slot it is 
possible to reduce the system to a two-wire line with appropriate loading, 
as shown in Fig. 8-7c. The impedance Zp has been taken to be zero; 
Z, is the characteristic impedance of the three-wire line under the con- 
dition that no current is flowing in the central line. It will be seen that 

in this particular case the slot con- 
tributes only a susceptance, like a 
short-circuited section of two-wire 
line. This circuit representation 
indicates that the length of the slot 
can be so chosen as to match out 
the other reactive impedance ele- 
ments involved in the termination. 

The slot not only equalizes the 
excitation of the wings but also 
serves as a choke element to de- 
couple the dipole system from the 
outer wall of the line. The result- 
ing system is completely free from 
the s(iuint phenomenon associated 
with the asj'rnmetric termination. 
In the case of open-ended termina- 
tions it is possible to design units 
with high power capacity; these 
have found application in linear- 
array antennas. The stub-termin- 
ated units, on the other hand, are 
more limited in their power capacity 
than the corresponding asymmetri- 
cal terminations and have been 
used in place of the latteronly where 
i t is imperative to have a squint-free 
system and relatively lower power 
levels are acceptable. 
8-5. Shape and Size of the Dipole. — The impedance problem has been 
a troublesome one with dipole feeds, largely because of the frequency- 
sensitive elements — such as the choke, terminating stub, and slot — 
needed in making various types of terminations. A certain measure of 
adjustment is available in the size and shape of the dipole. The depend- 
ence of the impedance of a center-fed dipole on its size and shape has 
been the subject of considerable theoretical work.' All of the work 

' S. A. SchelkunofT, Electromagnetic Waves, Van Nostrand, New York, 1943, 
Chap. J. Chu and J. A. Stratton, Jour. Applied Phys., 12, 241 (1941); R. W. P. 

KitiB and D. D. King, Jour. Applied Phys., 16, 445 (1945). 




<C) 

Fig. 8-7. — Three-wire line representa- 
tion of the slot-fed dipole: (a) open-ended 
termination ; {b) stub-terminated line; (c) 
reduced equivaient loading for Case a. 
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applies to an idealized system in which the dipole is driven from a balanced 
system across an infinitesimal gap; it is assumed that the coupling 
between the dipole and line plays no part in determining the current 
distribution of the wings. As we have noted above, this condition is 
never realized in microwave systems where the dimensions of the feed- 
line cross section are comparable to those of the dipole structure. 

The theoretical results, however, are helpful in a qualitative way. 
The various theories differ in quantitative details concerning the values 
of the impedance, but all show the same general qualitative features. 
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Fio. 8-8. — Input impedance of spheroidal dipoles with major axis L and minor axis D: 
(a) real component or radiation retustance; (^) imaginary component or reactance. {^From 
L. J. Chit and J. A. Slratton, J. Appl. Phyaica, by courtesy of the authart arid the American 

Institute of Physics.) 



The curves shown in Fig. 8-8 are taken from the work of Chu and 
Stratton. They apply to spheroidal dipoles, the major axis of which is 

designated by L and the minor axis by D. 

The curves show the dependence of the real and imaginary compo- 
nents of the impedance on wavelength for various values of the ratio 
L/D. It is observed that in the neighborhood of the resonant point, 
which corresponds closely to a length equal to X/2, the resistive compo- 
nent is virtually independent of the value of L/D and is equal to about 
70 ohms. The dependence of the resistance on wavelength does not 
become marked until the length is considerably larger than the resonant 
value. The reactive component, however, is seen to be a decided func- 
tion of the frequency. The larger the ratio L/D, that is, the thinner the 
dipole, the more rapidly does the reactance vary and the sharper is the 
resonant point. Thus, a thin dipole is more frequency-sensitive than a 
fat dipole. The dipole dimensions can be chosen such that its reactive 
component balances the reactance which is associated with the termina- 
tion; this in general will lead to better over-all impedance characteristics 
for the antenna than the choice of a dipole that alone has a flat reactance 
characteristic. The impedance characteristics of the dipole can also be 
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controlled by such processes as top loading with a sphere or other struc- 
lure in the same manner as is done at longer wavelengths. Here again 
the procedure is entirely empirical, and we shall not dwell upon it any 
further. 

8-6. Waveg\iide-line-fed Dipoles. — It is nauch simpler to feed a dipole 
from a waveguide line than from a coaxial line. Tlie technique of termi- 
nation is shown in Fig. 8-9. The dipole is mounted on a web that fits 

into the mouth of the guide, parallel 
to the broad face of the guide and 
transverse to the electric vector in 
the dominant r^nrmode. The E- 

FiG. 8-9. — Dipole termination on wavo- , • u i i ii_ j- i 

vector IS thus parallel to the dipole, 
which is driven by the radiation 
incident on it from the mouth of the guide. It is obvious that if the 
web is inserted symmetrically, the two wings of the dipole are excited 
equally. The tfiper shown in the diagram serves as an impedance- 
matching device; it also improves the radiation pattern in that it decouples 
the outer wall of the line from the dipole. The impedance of the system 
is also determined by the depth of insertion of the web and the -position 
of the dipole with respect to the mouth. 

8'7. Directive Dipole Feeds. — The design of directive feeds is based 
on the principle of interf(;reijce Ijctwpen dipoles properly spaced and 
phased (Sec. 3-17) and on the principle of images (Sec. 5-3). Early 
designs utilized the skirt dipole with a reflecting plate and the open-ended 
asymmetric termination followed by a second dipole or a reflecting plate. 
These designs have very poor structural characteristics; they will not be 
discussed here. Stub-terminated coaxial systems and waveguide systems 
lend themselves admirably to the construction of directive feeds, the 
stub or web providing mechanical support for the system of dipoles 
involved or for the reflecting plate. These directive systems are designed 
to radiate maximum power back along the feed line; the reflector that is 
to be illuminated by the feed is then also mounted on the feed line. 
This rear-feed type of installation (examples of which are to be seen in 
Sec. 12-11) minimizes the length of line and the series of bends and joints 
required (factors of considerable importance for generator stability) and 
forms a compact and rugged system. 

The directive system eraploying a reflecting plate, which may be 
termed a dipole-plate or dipole-disk feed, is based on the principle of 
images. In accordance with the general theory, to produce peak intensity 
along the feed line the reflecting plate is mounted a distance X/4 behind 
the dipole. The principle of images assumes, of course, a reflecting 
plate of infinite extent. In the case of the feed system the plate must be 
kept as small as possible. Otherwise the feed will present too extended 
an obstruction in the path of the energy reflected from the large mirror ; 
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the effects of such aperture blocking on the over-all antenna pattern 
are discussed in Sec. 6-7. It is thus necessary to sacrifice a certain 
measure of directivity, with the result that the primary feed has a back 
lobe, that is, radiation behind the reflector plate; this, too, has a sig- 
nificant effect on the over-all antenna pattern (c/. Sec. 12-5). 

The coaxial-line-fed multidipole systems are usually designed so that 
only one dipole is excited directly from the line. The other members 
(dummy or parasitic dipoles), arranged in a linear array, are fed by 
coupling with the directly excited element. Microwave feeds have 
usually included a single dummy element to complete a double-dipole 
system such as that discussed in Sec. 3- 18. In that section the case of 
\/4 spacing and relative phase ^ = w/2 was considered in detail. How- 
ever, by reference to Eq. (3-174) of Sec. 3-18, it may be seen that anj 
pair of values of spacing a and phase which satisfy the relation 

Y - 2 = WTT, jr = 0, 1, 2, • • ■ 

will give peak intensity along the direction normal to both dipole axes, 
that is, along the feed line in the practical case. These other systems, 
however, unlike the (X/4, 7r/2) system, in general also give rise to a back 
lobe in the direction 180° away from the peak. In practice, the phase of 
the dummy relative to the driven element is controlled by fbo relative 
dimensions of the dipoles as well as by their spacing; from Sec. 8-5 we 
see that it is possible to make one dipole capacitative or inductive relative 
to the other, by proper choice of dimensions. 

Directive feeds will be further discussed with reference to particular 
systems. In the following sections design data are presented on a num- 
ber of feeds that have been developed in the Radiation Laboratory and 
used extensively. It is not to be assumed that the results given here 
represent the ultimate that can be achieved with these sy.stems. 

8-8. Dipole-disk Feeds. — Two dipole-disk systems have been devel- 
oped, employing respectively the stub-terminated asymmetric dipole 
and the stub-terminated slot-fed dipole. 

o. Asymmetric Dipole Termination. — Three such feeds have been 
designed' to illuminate paraboloidai mirrors, of focal length 10.6 in. and 
30-in. aperture, at wavelengths of 9.1, 10.0, and 10.7 cm respectively. 
Details of the feed assembly are given in Fig. 8-10. The line has a 
characteristic impedance of 46 ohms; its dimensions are outer conductor, 
OD = 0.875 in. with wall thickness of 0.032 to 0.035 in.; inner conductor, 
OD = 0.375 in. Reasonable directivity was obtained with a reflector 
plate with diameter about 0.8X. The principal E- and //-plane feed 
patterns are shown in Fig. 8-11. The peAk intensity of the pattern is 

' S. Hrecn and R. Hiatt, U L Uc|)ort \o. .54-23, .Juno 21, 1943. 
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directed along the feed line, and the data in this region are, therefore, 
somewhat uncertain. The dotted portion of the curves have been 
obtained by extrapolation. It is observed that the j?-plane pattern is 
not symmetrical. This is due to the fact that one wing of the dipole is 
excited more strongly than the other in the asymmetric dipole termina- 
tion, as was pointed out in Sec. 8-3. The peak appears on that side of 
the axis which corresponds to the dipole wing carrying the major portion 
of the current. The /f-plane pattern, on the other hand, was found to 
be accurately symmetrical corresponding to the symmetry of the dipole 
structure in the plane. For comparison, there are plotted the theoretical 
patterns for the ideal system of a dipole placed X/4 in front of an infinite 
reflecting plane. It is seen that the feed pattern is considerably more 
directive; the gain of the feed is found to be equal to 7. 

The E- and H-plane centers of feed are coincident, lying between the 
dipole and the disk, somewhat nearer to the latter. The point-source 
cone is more than adequate to cover a mirror with dimensions given 
above. The unpressurized feed has a peak power capacity of 350 ± 35 
kw. With suitable matching transformers it has been possible to realize 
an impedance characteristic for the composite system (feed and para- 
boloid) such that the standing-wave ratio r did not exceed 1.23 over a 
band of ± 3 per cent about the matching frequency. 

6. Slot-fed Termination. — A unit designed to operate at a wavelength 
of 9.1 cm with a paraboloidal mirror of 3.6-in. focal length and 12-in. 
aperture is illustrated in Fig. 812.' The line has a characteristic imped- 
ance of 45 ohms, with an inner conductor of A in. diameter. The smaller 
line was used here to reduce weight, the power requirements on the feed 
having been smaller than in the preceding case. It will be noted that 
the disk diameter here is about 0.5\. The system has a single center of 
feed for both principal planes and is completely free from squint. The 
composite antenna made up of the feed and the mirror indicated above 
has an impedance band of ±1.25 per cent about the design frequency 
over which r < 1.23. 

8-9. Double-dipolq Feeds, a. Coaxial-line-fed Sysiem. — Such a feed' 
is illustrated in Fig. 8- 13; it is a lightweight unit employing a A-in. line 
like that discussed in Sec. 8-86. The spacing between the dipoles is very 
nearly X/8; correspondingly, the parasite element is longer than the driven 
element in order to produce the proper phase relationships. This sys- 
tem, like those discussed above, has a unique center of feed. An antenna 
consisting of this feed and a paraboloidal reflector of 3.6-in. focal length 
and 12-in. aperture ha ; a standing-wave ratio r < 1.23 in a band of ± 1 
per cent about the design frequency. 

' W. B. Nowak, RL Report No. 54-26, July 5, 1943. 
' Ibii. 
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Slot length 




Fn;. 8-in, — Dniible-diiiole fped on coaxial line. 
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b. Waveguide Systems. — A doiibie-dipole feed built up on a waveguide 
termination for use at a wavelength of 3.2 cm is shown in Fig. 8- 14.' 
The two dipoles are mounted on the web so that their axes lie on the 
plane of symmetry of the guide. The spacing between the dipoles is 



rectangular tubing 



Cut out V to dimensions as 
^given, bend, and hard solder. 
Bevel end to make It square. 




0.576 

Fig. 8- 14. — Waveguide double-dipole feed; X = 3.2 cm. 

about X/2.5; again the coupHng (and hence the relative phase)' of the 
elements is adjusted by the suitable choice of their relative dimensions. 

The radiation pattern has an appreciable back lobe which is "n some 
measure due to the guide itself ; this is reduced by tapering the terminal 
region as shown in the figure. The E- and //- plane centers of feed are 
not concident; however, their separation is negligible for most purposes, 
and the equivalent center of feed can be taken to be located just behind 
the first dipole. 

We have previously pointed out the dependence of the impedance on 
the taper, depth of insertion of the web, and the dipole factors. To 
obtain reproducible results, special care must be taken to remove excess 

' W. Sichak, "Double Dipole Rectangular ^Vave Guide Antennas," llh Report 
No. 54-2,'). June 26. 1943 
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solder at the base of the dipole and at the seams between web and wave- 
guide. Antennas made up of this feed and paraboloidal mirrors of 
18-in. aperture and focal length either 4.5 or 5.67 in. have a bandwidth 
of + 1.5 per cent over which r < 1.23 if the antenna is matched by an 
inductive window at X = 3.2 cm. The unpressurized antenna has a peak 
power capacity of 375 kw, corresponding to 50 kw at 50,000-ft altitude. 

8'10. Multidipole Systems. — The web termination on a waveguide 
provides a convenient base on which to build multidipole systems in the 
form of two-dimensional arrays. Two such arrays have been designed 



for the 3-cm band, one a triangular array of three dipoles, the other a 
rectangular array of four dipoles. Only the latter has been used in final 
antenna design. The four-dipole array shown schematically in Fig. 
8-15 can be regarded as a pair of the double dipole units discussed in Sec. 
8-9b, separated by a distance of approximately X/2. Each double- 
dipole unit can be replaced by its equivalent point source, reducing the 
system to two directive sources in phase, spaced X/2 apart. It is evident 
that no appreciable change is to be expected in the B-plane pattern. 
The H-pla,Tie pattern, however, must be multiplied by the directivity 
factor of two isotropic sources in phase and with X/2 separation. This 
factor is readily found to be [cos (7r/2 cos >i>)]^ where 0 is the angle with 
respect to the axis in the //'-plane. Hence if P2i<l>) is the /T-plane pattern 
of the double-dipole system, the pattern Pi(<t>) of the four-dipole system 
is given closely by 




Fm. S-15. — Four-dipole feed. 
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LINEAR-ARRAY ANTENNAS AND FEEDS 

Bt J. E. Eaton, L. J. Eyges, and G. G. Macfarlane 

9'1. General Considerations. — The technique of producing directive 
beams by means of arrays of radiators that are suitably spaced and driven 
with appropriate relative amphtudes and phases has been used widely 
at the longer wavelengths. These arrays have generally been in the 
form of two-dimensional lattices with the possible addition of a reflecting 
surface to confine the radiation to a single hemisphere in space. In the 
microwave region, attention has been confined almost exclusively to the 
one-dimensional, that is, linear, arrays. The wavelength advantage 
becomes evident at once, for with economy in physical size it is still pos- 
sible to have an array that is long measured in wavelengths and hence 
highly directive. 

The arrays that have been designed to date can be grouped into two 
general classes: (1) end-fire arrays producing a beam directed along the 
axis of the array and (2) broadside arrays producing beams the peak 
intensity of which is in a direction normal to or nearly normal to the 
axis. End-fire arrays have proved to be particularly useful where it is 
necessary to mount an antenna close to an object; for example, such arrays 
have been mounted along a gun barrel in airplanes to furnish gunfire 
range information and to serve as gunfire directors. Axially symmetrical 
broadside arrays which produce beams symmetrical about the axis have 
been designed for use as beacons; installed both in ground or ship and 
on aircraft they provide a communication system between ground (or 
ship) and aircraft. The patterns of these arrays are axially symmetricnl 
like the dipole patterns but have increased directivity in the meridional 
plane to give increased range. Other types of broadside arrays have been 
developed whose beams have a fair measure of directivity also in the 
plane perpendicular to the array axis. In a few cases, arrays of this type 
have been used as the terminal antenna system; more frequently these 
arrays have been used as line sources for illuminating cylindrical reflectors, 
in which case the reflector is placed sufficiently close to the array so as 
to be in its cylindrical wave zone. 

While there is no fundamental difference in principle between long- 
wave and microwave arrays, the microwave arrays present problems of 
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their own which are due to the wavelength region involved. In long- 
wave arrays it is possible to isolate to a large degree the feeding of one 
element of the array from another. Microwave arrays must be built 
on coaxial line or waveguides with the result that the feeding of the 
element becomes a mutual interaction problem. This type of feeding 
also requires special designs in the radiating elements of which there is 
quite a variety, at microwave frequencies. The physical size of the 
radiating elements is generally small, and tolerance problems are asso- 
ciated with microwave arrays that are generally uncommon at longer 
wavelengths. 

The problems and techniques of linear-array design have been divided 
in this chapter into three general parts. The first concerns itself with 
general pattern theory, that is, the relation between the far-zone pattern 
of an array and the amplitude and phase distribution among the elements 
and their spacing; in this section no attention is paid to the problem of 
realizing a given amplitude and phase distribution. The second part is 
a survey of the radiating elements that have been developed for micro- 
wave arrays. The final division treats the problems associated with 
combination of the elements into linear arrays and the techniques avail- 
able to produce the desired amplitude and phase distributions. 



PATTERN THEORY 

9-2. General Array Formula. — A linear array is a specialization of the 
general space array discussed in Sec, 3-19. The space factor of the system 

can be obtained immediately from 



/ 

/ 



Eqs. (3-179) and (3 180) by impos- 
ing on those equations the simpli- 
/ fications gained in working with 

a one-dimensional rather than a 
three-dimensional complex. It 
may be instructive, however to 



/ derive the space factor directly 
/ * y from the superposition of fields; 



we shall be concerned only with 
the far-zone field of the array. 

Ktu. 01.— Differenre in di.staiu^e from the Suppose that there are n ele- 
ttii element and from the pole to a distant mgnts in the arrav Under consider - 
point HI the direction d, <j>. . i i i ' i. 

atlon, and let the reference Ime of 
the array be taken as the polar axis. The ordering of the elements Po, P-,, 
. . . , Pn-i is shown in Fig. 9-1 with the element Po taken at the origin; 
the distance between two adjacent elements is s. I^et us consider the field 
at a point (R, d, 4>) in the far zone. According to Eqs. (3-lfi8a) and 
(3-168fe) the field due to the tth element at a distance ri from the element is 
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If the customary far-zone field approximations are made, n can be set 
equal to R in the denominator, while in the phase term we have 

Ti = R — is cos B (1) 

as shown in Fig. 9-1. The component fields are then 



= - g-J e-''"<P\Ae,4>)e'*<, 



(2a) 
(26) 



where is the phase difference between the ith element and the origin 
due to the diH'erence in path length to the field point: 



2irzs COS B 



(3) 



The elements of the array are identical in structure and carry similar 
current distributions. They differ only in the amplitude and phase. 
We can, therefore, write 

Fu{e,<t>) = aiF^(e,4>), (4a) 
Fiiie,<t,) = a,F2(e,<t>). (4b) 

The complex coefficients Oi express the amphtudo and phase of the t'th 
element with respect, say, to the zeroth element; they will be called the 
"feeding coefficients." 

By the superposition principle, the field of the array is 



n-I 

E>= ~Sjte''>'"F,(B,4>)^a,e' 

i-O 
-1 



(2irts 0O6 9)/X 



,0) ^ Oi, 



.gnZxia GOB 8)/\ 



(5a) 



(56) 



The last two factors in each instance represent the corresponding space 
factor of the array. The power pattern is proportional to the sum 
of the squares of the absolute value of the two space factors; that is, 



P{e,<t>) 



n—i 

I- 



+ 



71-1 

^2(9,0) ^ aie'^-"'"""^ 
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Since the absolute value of a product is the product of the absolute values, 

n-1 

»=o 

or 



t=0 



n-1 

.gn2iri» CO. t>/\ 



(6) 



The first factor is the power pattern of an individual element of the 
array. The second factor depends on the number of elements in the 
array, their amplitudes and phases, and their spacing. It is formally 
independent of the type of element used, although in practice the value 
of the feeding coeflScients Oi is intimately connected with the character- 
istics of the elements of the array. We fihall call this function the 
"array factor" and denote it by 

n-1 

> = o 

This factor is the power pattern of a similar array of isotropic radiators, 
for which Po(fl,0) = 1. Moreover, it is independent of 0 as was to be 
expected. 

If the feeding coefScient Oi is written as 

the array factor is seen to be the square of the magnitude of the resultant 

of n vectors; the magnitude of the I'th element vector is 'a,' and the angle 
between it and the zeroth-element vector is x; + ^i- The angles between 
the vectors vary with the angular position d of the field point, with cor- 
responding variation in the resultant vector. In general as 6 covers the 
entire range from 6 = Q to 6 = r, the magnitude of the resultant passes 
through maximum and minimum values. The absolute maximum value 
that could be attained by the resultant is the sum of the vectors when they 
are colinear and in the same direction. With arbitrary x», however, 
there may be no angle d for which this condition is realized and the 
maxima are less than the absolute maximum. Similarly, there may be 
no value of 9 for which the minimum value of the resultant takes on the 
absolute minimum value of zero. However, with special relations 
between the x< it is possible to have directions 6 for which the path-length 
phases compensate for the intrinsic phase differences Xi between the 
elements to bring all the component field vectors in phase: in this case, 
the absolute maximum resultant is attained. 



Sec. 9-3] 



THE ASSOCIATED POLYNOMIAL 



261 



A particularly simple and useful case is that in which the coefficients 
Oi are all real. This implies that the angle between any two vectors 
associated with adjacent elements is (2ts cos 9)/X. 

If the coefficients a; are equal, it is readily apparent that the resultant 
vector is 0 whenever the vectors constituting the sum permute among 
themselves under a rotation of less than 2ir. For then the resultant 
vector both rotates and remains unchanged and hence is 0. This occurs 
whenever (2ts cos 6)/\ is any integral multiple of 2r/n less than n. 
When {2irs cos d)/\ = 2ir, the vectors obviously reinforce one another 
and an absolute maximum results. 

Whenever = 0, then Ee = = P(e,0) = 0 [Eqs. (5o), (5b), 

and (6)] for all values of 0. The surface in spherical coordinates for 
which 9 is constant is a right circular cone. The cones on which ^(fl) = 0 
are commonly called cones of silence. 

9-3. The Associated Polynomial. — The vector representation of the 
array factor provides a method of rapidly analyzing the simple arrays 
frequently encountered in practice. Vector language is not, however, 
well suited to a more general study of arrays. An alternate method has 
been developed' that associates a polynomial with any linear array. 
The array factor may be completely analyzed in terms of properties of 
this polynomial. 

Let z be the complex number z = x -\- jy. The poljTiomial associ- 
ated with the Imear array of elements having feeding coefficients a< is 

/(g) = fflo + Oi« + • • • + a„_iZ"-\ 

The value of the polynomial for the complex number 

is the sum entering into Eqs. (6) and (7); the array factor is thus the 
norm^ of the associated polynomial for 2 = f, 

^(s) = |/(r)l^. (8) 

The complex number f is a vector from the origin in the complex plane, 
of magnitude unity, making an angle ^ = {2ts-s cos d)/\ with the real 
axis. As 6 varies z = f describes a circle of unit radius about the origin. 
In the future we shall not distinguish between z and f ; it is to be under- 
stood that 2 lies on the unit circle whenever ^(fl) is to be computed from 
the associated polynomial. When 5 = 0, ^ = 27rs/X. As 0 moves 
toward 5r, z moves along the unit circle clockwise toward the point where 
its angle ^ = — 27rs/X. In that interval z may traverse but a portion of 

' S. A, Schelkunoff, "A Mathematical Theory of Linear Arrays," Bell System Tech. 
Jour., 22, 80 (1943). 

^ The norm of a complex number as used here is the square of its absolute value. 
It may have a more general meaning. 
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the unit circle or may complete several circuits of it depending on the 
value of s. Its path will be referred to as the range of i. In Fig. 9-2 
the range of z is shown for three values of s. Since the angular distance 
traversed by z is 4ir5/X, the range of z is exactly one circuit of the unit 
circle when s = X/2, is less than one circuit when s < X/2, and is more 
than one circuit when s > X/2. 



0 0.33 n- 




Fi(i. 9-2. — The portion of the unit circle in the complex plane that is the range of z. 
The real axis is horizontal. The figures on the peritneter show tlie corresponding values of 
0 for certain values of z. 



Any polynomial can be expressed as a product of linear factors. In 
particular the associated polynomial mny be written in the form 

/(a) = a„-,(? - zi) {z - Zi) ■ ■ ■ [z ~ z„__,). (9) 

Since the feeding coefficients give only the relative phases and amplitudes 
of the elements of the array, On-i can be taken to be any convenient non- 
zero number. The complex numbers Zv (known as the "zeros" of the 
polynomial) are unaflfected. Their values depend only op the set of 
ratios ai/o„_i. The factorization of /(z) in Eq. (9) lends itself to a simple 
geometric interpretation of the array factor. Since the norm of a product 
is the product of the norms, Eq. (9) may be written 

= \z- z,\^\z - Z2\' ■ ■ ■ \z- z„_i|2 

for z on the unit circle. The zeros of /(z) are well-defined points in the 
complex plane but do not necessarily lie on the unit circle. For any value 
of z, \z — 2i|^ is the square of the distance between the point z and the 
point Zi. The array factor is then the square of the product of the dis- 
tances of 71 — 1 fixed points to a variable point moving on the unit circle. 
It is immediately obvious that ■>I'(0) =0 if and only if some Zi lies on the 
unit circle within the prescribed range of z. Shown in Fig. 9-3 is the range 
of z when s = X/4. The zeros of /(z) are shown for the case n = 9 and 
flo = Oi = ■ ■ • = fln-i = 1- The array factor then vanishes for four 
values of B and attains a maximum value at three points, each lying 
between an adjacent pair of nulls. The predominating influence on 
the value of is the distance from the corresponding value of z to the 
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,33ir 



0.50 r 



nearest zero of f{z). In this connection it should be noted that the 
zeros of j(z) lying outside the range of z have for the most part but small 
effect on the relative value of ^{6). For the case illustrated, the point 
z = 1 (corresponding to 8 = 7r/2) 
is farthest from a zero of /(z), and 
one would expect, as is the case, 
that has an absolute maxi- 

mum at 5 = ir/2. This is directly 
evident from the vector view- 
point of the previous section . The 
elements themselves are all in 
phase, and in the direction d = ir/2 
the distance is the same from all 
the elements to the field point. 
The contributions from the ele- 
ments in that direction are, there- 
fore, in phase, and the vectors are 
all in the same direction. 

It is frequently advantageous 
to separate from the relative phase 
Xi of each element as expressed in the coefficients a, a constant-phase 
delay between each pair of adjacent elements. This is equivalent to 
writing 




Fig. 9'3. — The location of the zeros of 
/(z) = I + z + !'' + ■ ■ ■ + z'. The range 
of z for 8 = X/4 is also shown together with a 
few of the corresponding values of 0. 



where now the angle of Oi is the deviation from —#0 of the difference in 
phase between the tth element and the element with index 0. Let 



2 = e-'^'z; 

then /(«) transforms into the polynomial 

n- I 



(10) 



(11) 



When z lies on the unit circle, z given by Eq. (10) does likewise, and we 
have/(2) = /(z). Since Eq. (10) is equivalent to a rotation of the com- 
plex plane through an angle V'o in the clockwise direction, the array factor 
may be computed from the zeros of /(I) in the same manner as before 
save that the range of I is the original range of z rotated clockwise through 
the angle ^0 (Fig. 9-4). Symbolically 



where 
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The association of a polynomial with any linear array of prescribed 
spacing provides a simple and elegant method for compounding array 
factors. Suppose and '^'2(9) are the respective array factors of two 

arrays with the same spacing. 
If fi(z) and fiiz) are the asso- 
ciated polynomials of the arrays, 
then the array whose associated 
polynomial is 

will have as its array factor 

<!r(e) = '^'1(6)^2(0), (12) 

for, as has already been observed, 
the norm of a product is the prod- 
uct of the norms. Explicit 
values of the feeding coefficients 
of an array whose array factor is 
given by Eq. (12) can thus be ob- 
tained by simply multiplying to- 
gether the polynomials /i(z) and 

Mz). 

9-4. Uniform Arrays. — A linear array that is made up of elements 
having equal amplitude and a constant-phase difference between adja- 
cent ones is of considerable importance. Such an array is called a "uni- 
form array." Its feeding coefficients are 




0.50X 

Fio. 9-4. — The range of z due to the con- 
atant phase delay =■ n /2 for s — X/4. 
The dotted curve indicates the range of i 
associated with that of i. The figures on the 
perimeter indicate the corresponding values 
of 6 for certain values of 2 and z. 



Although the associated polynomial of a uniform array will in general 
have complex coefficients, the related polynomial /(I) may, as was shown 
in the previous section, be used with equal effectiveness. Then 

/(I) = l+2 + z'+---+ I-', 

where 

2 = e-'*'z. (9-10) 

But 



/(e) = ■ 

The array factor is then 

*(e) = 

with 



1 



z - 1 



= 2(n-l)/2*: 



5^4 _ 3-V4 



2t6 

if/ = COS 0 

A 



2 = e"'* 



^0- 



(13) 
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However, |e'*| = 1 and le'^* - e-'^^l^ = 4 sin^ r^. Thus the array factor 
of a uniform array is given by 

*(^) = — -4t7 (14) 

together with Eq. (13). The number has been inserted in the denomi- 
nator as a normalizing factor. 

When ^ = 2kir and A: = 0, + 1, ±2, ■ • • , *(9) is indeterminate. 
It can be readily shown, however, that it approaches the value unity at 
those points. The corresponding values of 6 are given by 

cos » = 2^ {2kir + 4>o) [k = 0, ±1, +2, • • • ). (15) 

For every real value of 6 satisfying Eq. (15) ^(9) has an absolute maxi- 
mum. In these directions the differences in phase between the vector 

contributions of successive elements that are due to differences in path 
to the field point just compensate for the intrinsic phase difference between 
the elements. The contributions are then all in phase, and we have, 
therefore, an absolute maximum equal to the sum of the lengths of the n 
vectors. For values of s < X/2, however, there will be values of for 
which Eq. (15) has no real solution. 

Since *(d) is never negative, its absolute minima will occur when 
*(9) = 0, that is, for any value of 6 satisfying 

cos 9 = 2^ + (fc = 0, +1, ±2 • • . ) (16) 

other than those satisfying Eq. (15) ; for at those points the numerator 
in Eq. (14) vanishes while the denominator does not. The points 9 = 0 
and B = V may also be minimum points. Certainly "^{6) is an extremum 
at each of these values because it has the period 2r and is symmetrical 
with respect to the line 9 = 0. 

No other minima of '^'(9) exist.' The maxima, other than those given 
by Eq. (15), will occur close to the point where the numerator in Eq. (14) 
reaches its maximum value of unity; for the numerator is changing much 

' Differentiate *(8) with respect to 6. 

sm -^z ^ 



'2, and sin 6 vanish iiave already beer 
1 arise from the factor 

(n + l \ n + \ . (n - -i ,\ 



The points at which sin and sin 6 vanish have already been examined. The 

only other critical values can arise from the factor 



266 



LINEAR-ARRAY ANTENNAS AND FEEDS 



[Sec. 9-5 



more rapidly than the denominator. An excellent approximation then 
for the remaining maximum points of '^(6) is 



cos 6 



2ks [ 



{2k + 1) 



Q(= +1, ±2, 



) 



in which values of k divisible by n are excluded. 

Figure 9 5 shoAvs * as a function of ^ [Eq. (14)] for n = 12. For this 
functional dependence * has the period 2ir and is symmetrical with respect 




Fig. 9-5. — The function ,\ . , for n 
(n^ sin' Itp) 



12. 



to the line 4i = Q. An idea of the shape of the array factor for various 
values of s/\ and if-o may be obtained from the graph. Because 



2tvs cos B 

^ = r >pa, 



(9.13) 



This function, however, is monotone in any region between adjacent solutions of 
Eq. (16) because its derivative is 

n' — 1 n , 1 , 
2— 2 2 

Thus it can vanish no more than once in the region whose end points are successive 
roots of Eq. (16). 
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the portion of 'I' that represents the array factor lies in the region for 
which 

ya S Y < Vo- 

Thus the values of ^ that determine the array factor extend over an inter- 
val of length 4^s/\; this may be less than the period of or several of its 
periods.- In the language of Sec. 9-3 the range of z (whose angle is ^) 
may be less than one circuit of the unit circle or several circuits. 

9'6. Broadside Beams. — A linear array whose form factor has its 
absolute maxima only in directions normal to the axis of the array is 
known as a "broadside array." The array factor of such an array should 
then have a single absolute maximum in the direction 6 = ir/2. The 
power pattern of the radiating element employed will, of course, deter- 
mine whether, among other possibilities, the array will have a single 
direction of maximum intensity in the plane 9 = ir/2 or its intensity will 
be maximum in every direction in that plane. Both of these types of 
arrays have widespread application; the latter is sometimes called an 
omnidirectional antenna.^ In the microwave region the principal use 
of these antennas is as beacons, and in the following sections all such 
antennas will be referred to as beacons. 

We have seen that the array factor for a uniform array has absolute 
maxima for the values 9 satisfying the relation [Eq. (15)] 

-«'' = T + ^ (fc = 0,±l,±2, ...). 

This will have the solution 8 = 7r/2 if = 0, and it will be the only such 
solution if s < X. Arrays in which the elements all have the same ampli- 
tude and phase (^o = 6) are commonly referred to as uniformly illumi- 
nated arrays. For the moment let attention be restricted to the case 
« = X/2. It will bo shown later that this restriction is desirable. The 
array factor is then, from Eq. (14), 

■ , I nr \ 
sm' I cos 8 I 

= 4- (17) 

sin^ ( ^ cos 6 J 

Equation (17) is plotted in Fig. 9-6 on a decibel scale for n = 6 and n = 12. 

It will be observed that the side lobes (secondary maxima) on either 
side of the main beam decrease. Moreover, on the decibel scale used in 
Fig. 9-6, a straight line joining any two peaks on the same side of the main 
beam lies entirely above any intervening peak. That this is always true 

' It should be remembered, however, should this usage be encountered, that 
"omnidirectional" means all directions in a plane. 



268 



LINEAR-ARRAY ANTENNAS AND FEEDS 



5ec. 9-5 



may be verified by noting that the peaks of the side lobes lie approxi- 
mately on the curve 

^0 ~ 

n' sin^ ( ^ cos dj 

The second derivative of In *o with respect to 6 is 

IT j^^ csc^ cos dj sin^ 6 + cot ^ cos ffj cos sj- 
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FiQ. 9'6. — Graphs oi 



[rin.(^cos9)] 
j^n" sin' cos 6^ j 



for » = 6 (lull curve) and » = 12 (dotted 
curve) . 



This is positive in the interval on either side of the main beam; hence the 
p>eaks of the lobes on each side of the main beam lie on curves that are 
concave upward. 

Direct computation shows that the height of the first side lobe, that 
is, the one nearest the main beam, varies from 0.056 for n = 6 to 0.047 
for n = 12 and 0.045 for all sufficiently large n. The height of the last 
side lobe is for odd n and approximately that for even n. 

If the sine appearing in the denominator of Eq. (17) is replaced by its 
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argument, an approximation for the half-power width of the array factor 
may be obtained namely, 

^ 101.8° 

0 = 

n 

An indication of the magnitude of the error is contained in Table 91 in 
which both the actual half-power widths and those computed by the 
approximate formula are given. 



Table 9-1. — Magnitude or Error Resulting pkom the Use of the Approximation 
FOR THE Half-power Width 



n 


2 


3 


4 


5 


6 


12 


50 


101.8 
n 
0 


50.9 
60.0 


33.9 
36.3 


25.4 
26.3 


20.4 
20.8 


16.97 
17.19 


8.48 
8.50 


2.036 
2.039 



The relatively large height of the first side lobe is characteristic of a 
uniform array and at times may be annoying. Broadside arrays may 
readily be formulated, at least in theory, that have side lobes as small as 
desired. For example, consider an array whose associated polynomial is 

f(z) = a + z + z' + ■ ■ ■ + z"-')^ 

or 

/(z) = 1 4- 2z -I- • ■ • + m^"-' + ■ ■ ■ + 2«2"'-' -t- z'^-s. 

The elements are all in phase, but their amplitudes decrease uniformly 
from the central element. This is a special case of what is commonly 
called a gabled illumination. Its array factor is the square of the array 
factor of a uniform array; hence its first side lobe will have a height of 
but T per cent of the height of the main beam instead of the 5 per cent 
height of the uniform array. All of the other side lobes will be reduced 
in a similar fashion, but the main beam will be somewhat broader than 
the main beam of a uniform array with the same number of elements. 
The half-power widths of the gabled and uniform arrays are approxi- 
mately 146''/ti and 102°/n, respectively, where n is the number of ele- 
ments. Successively higher powers of the polynomial may be computed; 
the reduction in side lobes is accompanied by a rapid growth in beam width. 

A general discussion of the problem of constructing high-gain broad- 
side arrays with side lobes below a prescribed value will be given in 
Sec. 9-7. Attention may be called here to an array that eliminates side 
lobes completely. The feeding coefficients are equal to the binomial 
coefficients 
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The array is derived from the two-element half-wavelength-spaced uni- 
form array. The latter has an array factor 




I't(;. 9-7. — Array factora for three il-clemejit X/2-Bijaced arrays: (o) the uniform array 
am ( ~ IT cos v\ 



sin cos 



(Ji) the gabled array 



~ sin C3-T cos B 



;sing 



cos d 



; (c) the "binomial" army 



[^cos cos 9^ J ° 



this has no side lobes and has nulls at 9 = 0 and 6 = ir. Its associated 
polynomial is 

KZ) = 1+2. 

From Eq. (12) it follows then that the array whose polynomial is 

}{Z) = (1 + ZY = Co + C,,i2 + a,22^ +■■■-!- Cr.,Z' 

has an array factor 



(^cos»)- 



An inspection of the three space factors given in Fig. 9 7 shows that, of 
the three, the uniform broadside array concentrates the greatest per- 
centage of the radiated energy in the direction normal to the array. It 
can be readily shown that of all arrays in which the elements have the 

same phase and the spacing is ^ the uniformly illuminated array has 

the maximum gain. Let 
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n- 1 

^ arZ^ 

m 



2 «r 

r = 0 

be the polynomial associated with an arbitrary array of n elements, 
normalized so that /(I) = 1. 

Since the elements are spaced a half wavelength apart, z = e"^"''. 
The gain G in the direction 6 = n/2 (which corresponds to z = 1) is 
given by 

„ 4ir . . 



where 



G = % (19) 



sin 9de. (20) 



To maximize G, I must be minimized. In Sec. 9-7 it is shown that there 
is no loss in generality by assuming that /(«) has real coefficients. If we 
let ^ = cos 8, then Eq. (20) becomes, after expansion, 



where the numbers C, are combinations of the polynomial coefficients a,. 
Hence 

n-I 

2 V a\ 

I = ^T^' (21) 



and 



n — 1 n — 1 fi — ] 

fflt I ; flr 1 - y a, ^ a? 



dak 



= 4 — '^^^-^^ (fc = 0, 1, • • • , n - 1). 



We then have for a minimum the system of equations 
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n-l n-1 



2^ ar- 7,a? = 0 (fc = 0, 1, • • • , n - 1). (22) 

r = 0 

The difference between any two of Eqs. (22) is 



(a* - Oi) 



n-l 

^ a, = 0. 



Thus aic — Oi for all i and k. That these conditions actually yield a 
minimum may be shown by examining the second derivatives. Equa- 
tions (19) and (21) show that the gain of such a uniform array is n, 
the number of elements. 

The situation becomes more complicated if the restriction to half- 
wavelength spacing is removed. We shall attempt an answer only for 
broadside arrays having a total length (the distance betAveen the first and 
last elements) of X/2. In that event, the half-wavelength-spaced uniform 
array has the largest gain of all uniform arrays of the prescribed length. 
However, the uniform array does not yield maximum gain of all arrays of a 
given length. 

The array factor of an n-element uniform broadside array X/2 long is, 
from Eq. (14), 

sin^ ( — ^—r ^ cos 8] 
\?i — 1 2 / 

When n = 2, we have 

= COS cos ej- 
The two-element array will have maximum gain if 



* = 



■ ( n Tc \ 

COS I s cos d I ^ ^, V 

\2 / • / 1 T A 

n sin I 5 s cos S | 

Vn - 1 2 / 



in the interval 0 g < 5r/2. This inequality, however, is equivalent to 

( n TT \ . /n — 2Tr \ 

1 1 , cos d ] sm I V K cos d I 

\w — 1 2 / ^ \n — 1 2 / 

n w „ ~ n — 2ir 

IT ~ cos 0 -r cos e 

n — 12 n — 12 



sm 
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Because (sin x) /x is a decreasing function in the first two quadrants, the 
inequality is established and the two-element array has the largest gain 
of all uniform arrays whose total length is X/2. 

To show that the uniform broadside array has not, however, the 
largest gain of all broadside arrays of the same length, we shall consider 
as a specific example thp maximum gain of three-element quarter-wave- 
length-spaced arrays. Let 

, a + bz + cz^ 
= -a + h + c 

be the polynomial associated with any such array. As before, a, h, and 
c are assumed to be real. Then from Eq. (20) 



IT Jo 



or 



(a' + + -I- 2(ab + he) cos yj/ + 2ac cos 2^1/ 

{a + b + cY 



{a + b + cY 

The equations for minimizing 7 are 

(o -t- 6 + cYira + 2b) - 2{a + b + c)N = 0, 
(a + & + c)2(ir6 + 2a + 2c) - 2{a + b + c)N = 0, 
(a + 6 + c)2(tc -I- 2b) - 2(a -I- 6 -f c)N = 0, 



where 



Thus 



N = ^{a^ + ¥ + c^) + 2{ab + be). 



a = c, 

b = a = -0.7519a. 

Hence (? = 2.4 as contrasted to = 2.0 for the two-element half-wave- 
length-spaced uniform array. In Fig. 9 8 are drawn the array factors 
of the uniform array and the array whose gain was just computed. Also 
shown is the array factor for the uniform continuous array, that is, one 
in which n has been allowed to increase without limit, subject only to the 
restriction {n — l)s = X/2. 

In practice it is frequently desirable to avoid half-wavelength spacing 
because of the resonance that may occur at that spacing. As far as gain 
is concerned this is quite feasible; for the gain of a uniform array suffi- 
ciently long is nearly independent of the number of elements, provided 
only that the spacing does not greatly exceed a half wavelength. How- 
ever, it is only at resonance that the requirement that the radiating ele- 
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ments be in phase can be readily met.' Xonetheless, if the spacing does 
not differ by much from a half wavelength, the progressive phase delay 
thereby introduced [^o in Eq. (13)] causes but a small deflection of the main 
beam from the normal to the array; the exact amount is given by 




three-element X/4-spaeed arra>' with ni;iximum gain. 



9'6. End-fire Beams. — The feeding coefficients of a linear array may 
be chosen so that the array factor has an absolute maximum along the 
axis of the array. If an element of the array produces a pattern having 
an absolute maximum in the same direction and if the product of the 
array factor and the element pattern lias no other absolute maximum, 
the array is called an "end-fire"' arraj'. 

If the elements of the array are not directive, the radiation pattern 
of the array is determined entirely by the array factor The pattern 

is the surface in spherical coordinates given by 

r = 

and is therefore a surface of revolution symmetric with respect to the 
axis of the array. It is only by considering the three-dimensional picture 
that the great difference between end-fire and broadside arrays becomes 
apparent. The major lobe of an end-fire arraj' is a pencil beam; thus a 



'See Sec. 917. 
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one-dimensional configuration of sources produces radiation directive in 
two planes and does so without relying on any directivity of the individual 
sources. A broadside array on the other hand is directive in only one 
plane; it is omnidirectional in the plane perpendicular to the axis of the 
array. 

Pencil beams whose half-power widths are in the region from about 
15° to 35° can be produced quite readily by end-fire arrays that have 
lengths ranging from 3 to 18 wavelengths. The length of the array, 
however, varies inversely with the square of the beamwidth; narrow 
beams would require very long arrays. By properly choosing the feeding 
coefficients, end-fire arrays can be designed whose gains are almost double 
those of broadside arrays with the same length. This increase in gain 
has the greatest practical significance for arrays about 5 wavelengths 
long. 

In order to eliminate from the array factor large lobes in any direction 
except 9 = 0, it is necessary to restrict the spacing of the elements. The 
necessary relations can be obtained 



from a study of the associated poly- 
nomial and an examination of the 
range of z on the unit circle in the 
complex plane. Since the angle ^ 
of 2 is given by 

I 25rS 

i/ = — cos 6, 

A 



0.33ir 



0.23jr, 




1 0.50 >r 



0.67n- 

Fig. 9 9. — The range of ^, the angle of i, 
aa $ varies from 0 to n. The outer ring of 
figures shows corresponding values of d at 
various points on the unit circle in the z-plane 
for s = X/2. The inner set of figures shows 
values of 6 (or s = X/4, 



^ assumes all values from 2ws/\ 
to — 2xs/X as 0 ranges from 0 to ir. 

Because the array factor has a 
period 2ir as a function of ^, the 
spacing s/\ must be such that 
over the range of 6 the total varia- 
tion of ^ is less than 2ir; that is, 
the range of z in the unit circle 
is less than one revolution. In 
that case a principal maximum, which in the case of an end-fire occurs 
at ^ = 2ws/\, will not be repeated. In Fig. 9 9 the mapping of 8 on 
if/ is shown schematically. On the exterior of the unit circle in the 
z-plane are shown values of 6, corresponding to the indicated points on 
the circle for the spacing s = X/2. The values shown on the interior 
are for the spacing s = X/4. The array factor of a half-wavelength- 
spaced end-fire array will duplicate its value for 6 = 0 again at d = tt. 
To suppress such an undesirable back lobe it is necessary to separate the 
end points of the range of z. The quarter-wavelength-spaced array will 
be examined as a typical array that satisfies this condition. Figure 9-9 
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shows that the range of ^ for the quarter-wavelength spacing of elements 
is from ir/2 to — t/2. From the discussion in the previous sections it is 
seen that if such an array has equal feeding coefficients, it will have its 
principal maximum at 6 = Tr/2, that is, at ^ = 0. 

We have seen, however (Sec. 9-3, Fig. 9-4), that if a given array is 
altered by having superimposed on it a constant-phase difference from 
element to element, the effect on the array factor is to rotate the range 
of z through an angle equal to that phase difference. If, in particular, 
a quarter-wavelength-spaced uniform array is adjusted to introduce 

a phase difference of — ^ between each pair of adjacent elements, the 

principal maximum that occurs when 
^ = 0 corresponds to ^ = 0, and an end- 
fire antenna results (Fig. 9-10). The 
array factor of such an array is obtained 
immediately from Eq. (14) and is 




(cos d - 1) 



csos- 

FiQ. 9' 10. — The effect of intro- 
ducing a constant-pliase difference 
— ir/2 on the elements oi a quarter- 
wavelength-spaced uniform array. 
The inner semicircle shows the 
original range of z and the correspond- 
ing values of 8. The outer semicircle 
is the range of z due to the phase dif- 
ference; the corresponding values of 
6 are indicated. 



sin' -7 (cos 6 
4 



1) 



the 



The factor has been inserted in 
denominator so that ■i'(O) = 1. 

The gain is more easily computed 
from the polynomial associated with the 
array 



n-l 

t = 0 



2 = e' 



■t(«i.«-1)/2 



Equation (20) becomes, after substituting and making the change of 
variable yp = ir(cos 9 — l)/2, 

I = L -f 2 V (n - ft) cos A-^j 

k-i 

Thus from Eq. (19) G = n, the same gain as the longer half-wavelength- 
spaced uniform broadside array. 

A uniform array with constant-phase difference between adjacent 
elements is one readily reaUzed in practice. It is then well to inquire 
if the choice — 7r/2 for the phase difference is optimum for an end-fire 
array. If this difference is sUghtly less than —ir/2, then the range of z 
is displaced slightly more than ir/2. The direction e = 0 no longer repre- 
sents the principal maximum of 
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(24) 



but is displaced slightly from it (Fig. 9-11). However, the principal 
maximum of Expression (24) is not contained in the range of z. The 
end point of that range corresponds to 9 = 0 which then is a maximum 
of Expression (24) considered as a function of 6. The net effect is two- 



fold: Because the value of Expression (24) at 9 = 0 has been reduced, 
the relative heights of the side lobes are increased and the gain tends to 
be reduced. On the other hand, the width of the main beam has been 
diminished, which has an opposite influence on the gain. 

An estimate of the displacement yielding maximum gain may be made 
by approximate methods valid for large n. Suppose the phase difference 
between any two elements is — (ir/2) — ^o," that is, 




25 sin 2 1 



2 due to a displacement slightly more than Tr/2, 



4' = ^ (cos e - I) - ia. 



Then the array factor is 



*(e) = 




. (COS e-D- "f] 

[l (cose-l)-!!] 



The first factor has been inserted so that 'J'(O) = 1. An approximation 
of iihe gain may be obtained. If ^ = — (n/2)^, Eq. (20) becomes 
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^ = £— "^dy. (25) 



If n is large, the distant side lobes have little effect on the gain. We 
may replace sin^ y/n by its argument, thus reducing the height of the 
distant side lobes. The range of integration may then be extended to 
« and sin'' ^o/2 may be replaced by its argument with but a neghgible 
effect on the value of /. Then Eq. (25) becomes 

sin^ y J 




By graphical methods' it has been shown that 7 is a minimum when 
^fo = 2.94/n. Then the direction 8 = 0 corresponds to the point where 
the function given in Expres.sion (24) is 46 per cent of its maximum value. 
The main beam is about half as broad as that of a uniform array with a 
phase shift of — jr/2. On the other hand the heights of the side lobes 
have been more than doubled. The gain of such an array is 

G = 1.82n. 

Its half-power width is approximated by 

0 = ^°. 

■vn 

For a more general spacing s between adjacent elements, maximum 
gain occurs when 

, ^ 2.94X 
4ns 

Here still refers to the additional displacement of the range of z beyond 

7r/2. The phase difference between adjacent elements is — 2irs/X — ^o. 
The gain for the general case is- 

(?= 1.82^- 

However, s is not completely arbitrary. We still must conform to our 
assumption that the distant side lobes have small effect on the gain. It 
has been suggested^ that the approximations are valid for s < X/3. 

' W, W. Hansen and J. R. Woodyard, "A New Principle in Directional Antenn.n. 
Design," Proc. IRE, 26, 333 (1938). 
' Hansen and Woodyard, op. cit. 
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An entirely different technique for increasing the gain of an end-fire 
array has been given.' Again we start -with a quarter-wavelength-spaced 
uniform array with a phase delay —Tr/2 between adjacent elements. 
The polynomial associated with such an array is 



n-1 



(-;■)" 



■n 



(26) 



where u is the nth root of unity with the smallest positive angle. The 
array factor is then 



-n 



z — ju' 



k-1 



The numbers ju* lie on the unit circle, and, it will be recalled, the array 
factor is formed by computing the square of the product of the distances 
from these numbers to the variable point z. 
It is apparent (Fig. 9-12) that the zeros of 
f(z) lying outside the range of z add little 
to the directivity of the arra}'. Thus, an 
array whose polynomial is 




Fio. 912. — The location or 
the zeros of Eq. (26) with relation 

to the range of z for n — 8. 



retaining as it does only those zeros which 
lie on the range of 2, will have the same 
nulls as formerly and at the same location. 
Its gain will have been reduced but little, 
while its number of elements has been almost halved. 

9'7. Beam Synthesis. — The preceding sections have dealt principally 
with the problem of analyzing the properties of the array factors of given 
linear arrays. The inverse problem, that of finding an array which will 
yield an array factor having prescribed characteristics, is far more diffi- 
cult. The present section will treat some aspects of the synthesis problem. 

The nature of the synthesis problem depends on the manner in which 
the desired pattern is specified. The latter may be prescribed as a 
complete function of 8 over the physical range 0 g 9 ^ ir. In general a 
solution is sought that gives an acceptable approximation to the desired 
pattern. There can be no unique solution to such a problem, since the 
pattern is prescribed only as regards intensity distribution of the radia- 

' S. A, Schelkunoff, "A Mathematical Theory of Linear Arrays," Bell System 
Tech. Jtmr., 22, 80 (1943). 
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tion field; the phase distribution is arbitrary, and each choice of such a 
distribution will lead to a different array. Only a partial solution to the 
problem will be given. It will be based on the general characterization 
of the array factor of an n-element array and the formulation of the prop- 
erties that a pattern must possess in order to be the array factor of a 
linear array. All n-element arrays will be found that have a given array 
factor. The problem of finding the best approximation to a given pattern 
by a realizable array factor is beyond the scope of the present discussion. 

The desired pattern may be specified with regard to general proper- 
ties rather than as a complete function of 6. Examples of such synthesis 
problems are the design of a broadside array having minimum beamwidth 
for a given side-lobe level and the design of one having a minimum side- 
lobe level for a given beamwidth. These problems have exact solutions 
when the spacing of the elements of the array is X/2 or greater; they will 
be discussed later in this section. 

We shall consider first the characterization of the array factor of an 
n-element array. The array factor can be obtained from Eq. (8) by 
replacing f by efs"""*)'^ and expanding. If the real numbers Ai, and B* 
are defined by 

n-l-* 

A,+jB, = ^ a^^i, (27) 

r-O 

Eq. (8) becomes 

n-l 

= Ao -t- 2 ^ j^^t cos (k ^ cos + B„ sin {k ^ cos oj^. (28) 

Thus the array factor of any n-element linear array with spacing s is a 
trigonometric sum of order n — 1 in the angle ^ = (27rs cos B) /X. The 
tiigonometric sum is nonnegative for all real values of ^. Conversely, 
every nonnegative trigonometric sum can be realized as the array factor 
of a linear array. It follows then that the necessary and suflScient con- 
dition that there exists a linear array having the prescribed pattern as its 
array factor is that the prescribed pattern can be expressed as a nonnega- 
tive trigonometric sum of a finite number of terms. Expressing the 
prescribed pattern as such a sum determines the coefficients Ak and 
and in principle the feeding coefficients o, of the array can be determined 
from Eq. (27). 

To find an n-element array that will approximate the prescribed 
pattern, the latter may be approximated' by the terms of order less than 

* The method of approximation selected will depend on how the prescribed pattern 
is specified and what deviation from it is acceptable. For a general discussion of this 
problem see C. de la Vallee Poussin, Lefons sur V Approximation dea Fonetions d' uru 
Variable reOe, Paris, 1919. 
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n in its Fourier series expansion in the angle ^ = (2)rs cos 6) /X. When 
8 > X/2, the periodicity of^the Fourier series may present difficulty. If 
these terms form a trigonometric sum that is nonnegative for all ^|/, the 
coefficients Ai^ and may be used to determine the feeding coefficients 
of the n-element array. 

A direct solution of Eq. (27) is, however, difficult, Instead, define 
an auxiliary polynomial F(a) by 

71 — 1 n — 1 

Fin) = ^ - ifit)^"-'"" + ^02-' + y (4* + iB*)«-*-*. (29) 
Then Eq. (28) becomes 

*(9) = |F(e'"""""^>')|. (30) 

If Zk is a zero of F{z), so also is its conjugate reciprocal 1 /«*. The assump- 
tion that the trigonometric sum is nonnegative thus implies that the zeros 
lying on the unit circle, which are their own conjugate reciprocals, occur 
with even multiplicities. Hence the zeros of F{z) may be grouped in 
pairs; and aside from a constant multiplier, 

n-1 

F(.)=n[(^-^*)(^-^)} (31) 

One zero in each pair may be selected as a zero of a new polynomial 

n-1 

/(«) = n ~ (32) 

k-l 

For values of z on the unit circle 

1/(2)1^ = \F{z)\ = <t(e), 

where again a constant multiplier has been dropped. Equation (30) 
then implies that ^(ff) is the array factor of the array whose associated 
polynomial is given by Eq. (32). The separation of the zeros of F(2) 
into two sets can in general be done in many ways. Each such partition 
will usually lead to two different arrays; all arrays will have the same 
array factor. When all the zeros lie on the unit circle (as, for example, 
in the uniform array), only one method of division is possible and the 
two sets obtained are the same. It should not be assumed that finding 
an array having a given array factor is an easy computational problem, 
even when n is as small as 5. It is necessary to find the zeros of a poly- 
nomial of degree 2m — 2 and then perform the multiplications indicated 
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in Eq. (32) to find the feeding coeflBcients. Simpler but less general 
methods have been devised.' 

It is now possible to verify the assumption made in Sec. 9-5 that as 
far as the gain of broadside arrays is concerned, attention may be restricted 
to arrays whose elements are either in phase or out of phase by 180°, 
that is, to arrays whose feeding coefficients are real. The array factor 
of an arbitrary array is given by Eq. (28). If the sine terms are dropped, 
the resulting ^(6) is still the array factor of some array. Moreover the 
gain in the direction 6 = 7r/2 is unchanged, since both the field intensity 
in the direction d = t/2 and the integral in Eq. (20) are unchanged by 
eliminating the sine terms. The corresponding polynomial F{z) in Eq. 
(29) will have real coefficients, and its nonreal zeros occur in conjugate 
pairs. Hence in forming the associated polynomial f(z), the pairing of 
conjugate zeros may be maintained and f{z) will have real coefficients. 

Let us consider next the problem of minimizing the side-lobe level of 
broadside arrays with a fixed beamwidth or maximizing the beamwidth 
for a given side-lobe level. The problem has received an exact solution^ 
when the spacing between elements is at least X/2 and sufficiently less 
than X to eliminate any large end-fire lobe. For the present purposes 
a convenient definition of beamwidth is the angular difference between the 
position of the two nulls enclosing the main beam. Only those arrays 
will be considered whose main-beam nulls are symmetrically located with 
respect to the direction d = w/2. 

The array factor having either the minimum beamwidth or the lowest 
side-lobe level may be expressed in terms of the Tchebyscheft polynomial 
Tinix) = cos {2n COS"' x). This polynomial falls between —1 and +1 
in the interval —l^x-^\, assumes the value +1 at the end points of 
the interval, increases steadily outside the interval, and is symmetric 
with respect to the line x = 0. The actual array factor is given by 

*(») = ^ [1 + T,„{ax)], X = cos (^?-^y (33) 

Figure 9-13 is a graph of ^[1 + T2„iax)] for n = 4 and o = 1. In Eq. 
(33) the direction 6 = t '2 corresponds to z = 1. If 

i[l + TUa)] = r, (34) 
the relative height of each side lobe is 1 /r. The array factor with this 

' S. A. Schelkunoff, "A Mathematical Theory of Linear Arrays," Bell Syst em Tech. 
Jour., 22, 80 (1943); and Irving Wolff, "Determination of the Radiating Syste-n 
Which Will Produce a Specified Directional Characteristic," Proc. IRE, 25, 630 (1937j. 

' C. L. Dolph, "A Current Distribution for Broadside Arrays Which Optimizes the 
Relationship between Ream Width and Side Lobe Level," Proc. IRE, 34, 335 (1946). 
The results of Dolph have been generalized by Henry J. Riblet, Proc. IRE, 36, 489 

nam. 
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side-lobe level and having the smallest beamwidth is given by Eq. (33) 
with o a solution of Eq. (34). The null nearest x = 1 occurs for 

xi = - cos j^- (35) 
a 2n 

This, together with, x = cos [{irs cos S) /\], gives the beamwidth. If the 
side-lobe level is to be minimized for a prescribed beam width, Eq. (35) 
is used to determine a and Eq. (34) to find the height of the side lobe. 



9- 
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FiQ. 9-13.— The function Ml + T,(.x)]. 



The substitution x = i{z^ + z~^) transforms i[l + Ti^iax)] into 
z~^Fiz), where F{z) is a polynomial of the form of Eq. (29) with Bit = 0 
for all k. The symmetry of Ti„(ax) ensures that the fractional powers 
of z in F(2) are missing. The same substitution transforms 




into 2 = e»t2" Hence this substitution transforms Eq. (33) into 

Eq. (30), and thus Eq. (33) represents an array factor of some linear 
array. The feeding coefficients are obtained most easily from the zeros 
of -sfl -f- 7'2n(ax)], for these transform into the zeros of /(«), the associated 
polynomial of the array. 

The optimum properties of the Tchebyscheff array are readily estab- 
lished. An argument similar to one used earlier in this section is sufficient 
to show that attention may be restricted to arrays whose associated 
polynomials have real coefficients. The array factor can be represented 
in the form of Eq. (30). The polynomial F(z) defined in Eq. (29) has 
only real coefficients. Hence the substitution x = + trans- 
forms z~'^F{z) into a polynomial G{x) symmetric with respect to the line 
X = 0. Equation (30) is transformed into 
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- , -y, , IWS COS ^\ 

'J'(e) = G(,x), X = COS ( — - — I- 

Suppose G(x) is normalized so that (?(1) = r with r as in Eq. (34). It is 
impossible for G{x) to have a zero for a; ^ [Eq. (35)] and at the same 
time lie between 0 and 1 for 0 ^ a; ^ xi. Any such polynomial would 
then have (n + 1) points in common with ^[1 + 2'2„(x)], double points 
being counted as such. The symmetry then shows that the two poly- 
nomials, each of degree 2n, have 2n + 2 points of intersection and so 
must coincide. If s ^ X/2, there are real values of d corresponding to 
any a: in the interval 0 ^ a; ^ 1. Hence if the side-lobe level of the 
array is 1 /r, the requirement that 0 g G{x) ^ 1 f or 0 ^ a; ^ a;i must be 
met, and the only array possible is the Tchebyscheff array. 

RADIATING ELEMENTS 

9'8. Dipole Radiators. — The various forms of coaxial line-fed dipoles 
discussed in Chap. 8 can be adapted for use as a linear-array element to 
be mounted on either coaxial line or waveguide. Design and perform- 
ance are discussed here in terms of a rectangular guide; however, the 
fundamental ideas apply to all types of lines. The general properties 
desired of a dipole element are (1) a balanced excitation of the wings to 
give a symmetrical pattern, (2) a resistive load presented by the dipole 
because a reactive component means large reflections in the line, (3) an 
easily adjustable resistance with minimum frequency dependence, and 
(4) high power capacity. 

The requirement for balanced excitation of the wings favors the use 
of the slot-fed dipole (cf. Sec. 8-4). The open-end termination has been 
used almost exclusively; the stub-terminated units are more frequency 
sensitive and are also limited in power capacity by the standing waves 
in the stub section. The general arrangement of a slot-fed dipole adapted 
to a rectangular guide is illustrated in Fig. 9-14. The inner conductor 
of the coaxial line serves aa a coupling probe to the waveguide; it is evi- 
dent that the probe should be parallel to the electric field in the guide for 
efficient coupling. 

The important parameters of the dipole are slot depth, wing length, 
and outer-conductor diameter. The properties of the element are com- 
plicated functions of these parameters, and little is available in the form 
of systematic data. Breakdown tends to occur between the conductors 
of the coaxial section. The breakdown potential can be increased by 
increasing the slot width and the outer-conductor diameter; the extent 
to which this can be pursued is limited, however, by the unbalancing of 
the wing excitation. The unbalancing is due to higher modes becoming 
prominent and producing an asj mmetrical field across the line; the simple 
mode picture drawn in Fig. 8 6 is applicable only for slot widths and 
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coaxial-line dimensions that suppress the higher modes. The element 
illustrated in Fig. 9-14 designed for use in the 10.7-cm region has a high 
power capacity.' With the values of the parameters indicated in the 
figure the balanced condition is maintained, as evidenced by a symmetrical 
radiation pattern; furthermore, studies of the phase fronts indicate that 
the unit has a center of feed located in the inner conductor. The wave- 
guide serves as a reflector so that the unit mounted in guide forms ".ssen- 
tially a dipole-plate system. 



I 




FiQ. 9-14. — Cross section of a dipole on rectangular waveguide. 

In the arrangement shown in the figure, the dipole behaves hke a 
load shunted across the line. This is proved experimentally by measur- 
ing the input admittance of the dipole when it is followed by a variable 
reactance, which is provided by a movable plunger in the end of the guide; 
it is found that the conductance of the system is independent of the ter- 
minating reactance. The admittance of the dipole is a function of probe 
depth. With no probe the element presents an inductive susceptance 
component; the probe, like a tuning screw, is a capacitative susceptance 
(except for extreme depths of insertion); accordingly it is possible to 
find a probe depth at which the susceptance of the element as a whole 

'J. Whelpton, "Admittance Characteristics of Some S-band Waveguide Fed 
Dipoles," RL Report No. 1082, January, 1946. 
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vanishes. These relations are illustrated in Fig. 9-15, a plot of the dipole 
admittance as a function of probe depth. The depth to which the probe 
may be inserted is limited by breakdown, which can occur between the 
end of the probe and the bottom of the guide. This difficulty can be 
obviated in some measure by terminating the probe in a small sphere. 



1.0 




Q'l- 



FiG. 9-15.— Dipole admittance as a function of probe depth in inches (X = 10.7 cm). 

For a given depth of insertion, the sphere causes a slight increase in the 
capacitative effect of the probe. 

The impedances of these dipoles as single elements are practically 
independent of the orientation with respect to the axis of the line. In 
an assemblage of elements there are mutual interactions which are 
decided functions of orientation. 

For assemblages of elements the question of reproducibility of an 
element in production is of considerable importance; it has been found 
that characteristics can be reproduced quite accurately by centrifugal 
or die-casting production methods. 

9-9. Slots in Waveguide Walls. — It was noted in Chap. 7 that the 
electromagnetic field in the interior of a waveguide has a.ssociated with 
it a distribution of current over the boundary surfaces of the guide. 
This current sheet may be regarded properly as that required to prevent 



Sec. 910] 



THEORY OF SLOT RADIATORS 



287 



penetration of the field into the region exterior to the boundaries; it is 
indeed true that the metallic structure can be removed, providing the 
current sheet is maintained, without leakage of energy across the bound- 
aries. If a narrow slot is cut in the wall of a waveguide such that the 
long dimension of the slot runs along a current line or along the region 
of the wall where the current is zero, it produces only a minor perturba- 
tion of the current distribution and correspondingly very little coupling 
of the internal field to space. Examples of such slots are elements cut 
in a coaxial line with the long dimension parallel to the axis of the line 
or elements of the type c and e cut in a rectangular guide as illustrated in 
Fig. 9-16; the slot c lying along the central line of the guide is in a region 
of ?ero current density. Nonradiating slots offer a means of entry into 
the guide for studying the internal field and are used for this purpose in 
impedance measurements (c/. Chap. 15), 

On the other hand, a slot cut in a guide wall in a direction transverse 
to the current lines produces a significant perturbation of the current 
sheet, with the result that the in- 
ternal field is coupled to space. 
A slot of this type constitutes a 
radiating element. The degree of 
coupling depends on the current 
density intercepted by the slot and 
the component of the length of the 
slot transverse to the current lines. 
Thus the coupling at a given posi- 
tion on the guide can be adjusted 
by the orientation of the slot as is 
indicated for the elements d and / 

in Fig. 910, or the coupling can be adjusted by position Uke the radiating 
slot 6 and non-radiating slot c in the figure. The type of circuit element 
that the radiating slot presents to the transmission-line representation of 
the wave-guide is again a function of position and orientation. Under 
certain conditions the slot is in effect a shunt element; in others a series 
element; under very general conditions the slot can be represented ade- 
quately only by a T- or Il-scction inserted in the line. The general circuit 
relations and the fundamental properties of slots will be developed in the 
following section. 

9-10. Theory of Slot Radiators. — Let us consider a cylindrical wave- 
guide of arbitrary cross section with its axis the z-axis. It was found in 
(Jhap. 7 that the normal modes of such a guide fall into two classes: 

TE-mwim having an Ih- hni no /iVcomponent and 7'M-modes having 
an but no //^j-component. Each mode is characterized by its char- 
acteristic admittance Y'^\ and propagation constant /3„„; the latter is 
real for a freely propagated mode but is to be taken equal to — J7m„ for a 




9>ir>. — Slots in the wall of rectangular 
waveguide. 
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mode beyond cutoff. From the general discussion in Sec. 7-3 it is seen 
that the field components of a TE-mode of order o = mn can be written 

= jHaz exp i+j^aZ), \ 
E, = E„, exp i+jl3az), } (36) 

H, = ±Ha( exp i+jfiaZ), J 

where E( and Hi represent the transverse electric and magnetic field vec- 
tors and the upper or lower signs are taken according as the wave is 
going in the positive or the negative 3-direction. The general form of the 
ITM-mode field components is the same as in Eq. (36) with H, replaced 
by 

E^ = jEa^exp i+j^aZ). (37) 

If Pa is real, the functions Eaz, Haz, 'Eat, and H^j are all real and depend 
only on a, x, and y. We have also seen (cf. Sec. 7.3) that the component 
vector functions Eat and Hat have the orthogonality property 



j (E„, X Hbf) -udS =Q, a7^h\ 
= Sa, a = b, ) 



(38) 



where Sa is twice the Poynting energy fiux for a freely propagated mode 
and is is a unit vector in the direction Oz. The normal modes of the guide 
form a complete set in terms of whicli ;ui arbitrary field distribution over 
the wall of the guide can be expressed in the form of a Fourier expansion. 

Now consider a slot from Zi to Zi in the wall of the infinite guide. 
We assume that the guide is to be excited by a known field distribution 
along the slot. Then the field in the guide, which is denoted by subscript 
1, will consist of outgoing waves on either side of the slot; that is, it will 
contain only waves going to the right for « > and only waves going to 
the left for « < Zi, 

El, = ^ AaEal exp i-jfiaZ), 2 > 2j, 



El, = ^ BaBal exp (jlSaZ), Z < Zl, 

a 

Hi, = ^ AoH-at exp (-j^aZ), Z > Z2, 

a 

Hi, = BoHa, exp U0aZ), Z < Zl. 



(39) 



The amplitudes of waves going to the right and left are not necessarily 
equal and are denoted hy Aa and Ba respectively; they must be such 
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that on superposing the two sets of waves a field is produced which 
matches the field over the slot according to the general boundary condi- 
tions formulated in Chap. 3. 

In order to evaluate the amplitudes A a and Ra an auxiliary relation 
must first be derived. Consider two fields Ei, Hi and E;, H2 of the same 
frecjuency and both satisfying the h imogeneous field equations. By 
virtue of these c(iuations we find 

V . (E, X H,) = V . (E, X H,) = -M(E, ■ E, + mH, • H^), 

Mence 

V.[(E, XH2) - (E2 xH,)] = 0. 

If V is any closed region bounchui by a surfatie ti, it follows by the diver- 
gence theorem that 

(E, X Ha - E2 X H,) • n' (IS = 0, (40) 

where n' is the unit vector normal to dS and directed outward from V. 
First, we shall evaluate Ba. I>et the field Ei, Hi be the field set up in 
the guide by the slot as formulated in Va\s,. (39). For the field E2, H2 let 
us take a normal mode, free propagation of which is supported by the 
guide, traveling toward the right, and let a be the index of this mode. 
Furthermore, take as the region V tlu^ .seclion of the guide containing the 
.slot, bounded on the left by the piano z = 23 < 2, and on the right by the 
plane z = Zi > Zi. The surface S to which F^q. (40) is to be applied 
consists then of these two planes and the wall of the guide. Over the 
plane z = Zt the fields 1 and 2 consist of systems of waves traveling in 
the same direction. When the indicated substitutions are made and the 
orthogonality property of Kq. 38 is used, the integral vanishes. On 
the plane z = Z3 the fields 1 and 2 are composed of waves traveling in 
opposite directions. Making \iso of the orthogonality relation again 
and noting that for this surface n' = — i^, the integral over this surface 
is — 2/;„»S„. Considering the integral over the wall, the second term in 
the integrand is zei'o ev(!rywhere, for it can be written as Hi • (n' x Ej), 
and n' x E2 is zero over the wall, since Ea is a normal mode. Similarly 
the field Ei must satisfy the condition n' x Ei = 0 over the metal wall 
boundary. The only nonvanishing (Hnitribution from the wall area arises 
from the first term of the integrand over the region of the slot. One 
thus finds 

21} Jf^ = - / (E, X Hj) • n dS, (41) 

y slot 

where n is a imit vector normal to the wall and directed into the interior 
of the guide. If -c is a unit ve(^tor perpendicular to the axis of the guide 
and tangent to the surface of the guide, then 
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n = -c X i^. (42) 
Substituting this last relation into Eq. (41), we obtain finally 

2BaSa = / {-jE„Hm + EuHa,) exp (-jfe) dS. (43) 

J slot 

Second, we shall evaluate Aa. The field Ei, Hi is again taken to be that 
set up in the guide by the slot, and the field E2, H2 is taken to be the 
normal mode of index a travefing to the left. In this case the plane 
z = 83 does not contribute to the integral in Eq. (40), and the plane 
2 = «4 contributes —2AaSa; over the wall of the guide the only non- 
vanishing contribution arises again from the first term of the integrand 
over the area of the slot. It is thus found that 

2Aa.S:a = - / (El X H2) • n dS 
y slot 

= - / UE^,H^. + EuH„) exp (j/3,2) dS. (44) 
y slot 

The interpretation of Eqs. (43) and (44) for the amplitudes becomes 
clearer if the magnetic field components and Ha, are replaced by 
surface current densities Ka, and —K^r respectively. These are the com- 
ponents of the surface current, in the direction of the axis of the guide 
and in the direction transverse to it, that exists over the area of the slot 
in the nonslotted guide supporting the ath mode. In terms of these 
currents the amplitudes 'become 



= / 

^slot 



2BaSa = / UEirK.r + EuK,.) cxp (-J/?a3) dS, (45) 



= / {^EuKar - EuKa.) cxp (jM dS. (46) 

J Plot 

It is evident from these equations that in general the slot does not radiate 
equally in both directions within the guide. The formulas also show that 
the slot will couple the ath mode to space only if it cuts across current 
lines corresponding to that mode. There are various special conditions 
under which a small slot is symmetrical with respect to the oth mode. 
If all the dimensions of a slot are small compared with the wavelength, 
the variation of a phase factor exp {+jl3az) across the slot can be neglected; 
without loss of generality the slot can be located at 2 = 0, in which case 
the phase factors are replaced by unity. We then observe that 

1. Aa = Ba if Eu or Kaz is zero. Reference to Eqs. (39) shows that 
as far as the ath-mode contribution is concerned, Eu is continuous 
at the plane z = 0 while the magnetic field is discontinuous; in 
fact, Hi"'; is in opposite phase to Hf,. With respect to the ath 
mode the slot acts like a shunt element in a transmission line. 
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2. Aa = —Ba if Eir OF /Car is zeTO. In this case Eu is discontinuous 
and Hi, is continuous at the plane 2 = 0 as far as the oth mode is 
concerned; the slot behaves like a series element in the oth-mode 

transmission line. 

The slots of more general interest are narrow ones having a length of 
about X/2 and a width small compared with the length. The electric- 
field distribution in such a slot is nearly sinusoidal along the length and 
independent of the feeding system ; the direction of the field is transverse 
to the long dimension. There are also special conditions under which 
such slots reduce to series or shunt elements: 

1. Axis of the slot perpendicular to the guide axis. In this case the 

phase factor exp ( ±jl3az) can again be replaced by unity. Further- 
more E,r = 0; hence if Ka^ ^ 0, Aa = —Ba and the slot behaves 
like a series element in the ath-mode transmission line. 

2. Axis of the slot parallel to the guide axis. In this case Eu = 0 and 
the second members of the integrands of Eqs. (45) and (46) 
vanish. The variation of the phase factors exp (+j/3a2) cannot 
be neglected; however, Kar is constant, and Eir is an even function 
along the slot; therefore only the real parts of the phase factors 
contribute to nonvanishing integrals, and one has Aa = B^. The 
slot oriented in this manner behaves like a shunt element. 

Except when special conditions of symmetry are imposed on the field 

and on the currents in the slot, for orientations more general than (1) 
and (2) above, Bo ?^ + A^, and the slot behave,s like a more complicated 
combination of shunt and series element. In this case the slot is repre- 
sented by a T- or Il-section equivalent in the ath-mode transmission line. 

9'11. Slots in Rectangular Waveguide; TEio-mode. — The theory of 
slots in rectangular guide that supports only the T'-E'io-mode will be devel- 
oped in detail. The discussion will be based on the following assumptions: 

1. The slot is narrow; i.e., 2 logio (length/width) » 1. 

2. The slot is cut so that it is to be near the first resonance (length 
of the slot « X/2). 

3. The field in the slot is transverse to the long dimension and varies 
sinusoidally along the slot, independent of the exciting system. 

4. The guide walls are perfectly conducting and infinitely thin. 

5. The field in the region behind the face containing the slot is 
negligible with respect to the field outside the guide; this is tanta- 
mount to extending the face containing the slot into an infinite 
perfectly conducting plane. 

The third assumption concerning the field distribution is closely in 
accord with experimental conditions. The fifth assumption is probably 
the most radical in its departure from the actual conditions. 



292 



LINEAR'ATIRAY ANTENNAS AND FEEDS 



[Sec. 911 



First the equivalent circuits arc given for the common types of slot, 
and then the method is given for calculating the values of the elements 



by means of Eqs. (45) and (46) 



(0) 



w 



lb) 



o VW- 

r*jx 



fc) 



and the electromagnetic formula- 
tion of Babinet's principle (Sec. 
5-15), provided the reactive field 
of the slot is zero.' The rectan- 
gular guide has the dimensions 
shown in Fig. 9- 17. The shunt 
conductance of a slot normalized 

' to the characteristic admittance 
of the Ti^io-mode line is g, and the 
series resistance normalized with 

> respect to the line characteristic 
impedance is r. We have then 

' (1) for a longitudinal slot in the 
broad face (shunt element b in 
Fig. 9-17) 




g = gi sm 



where 



= 2.09 J 

A 0 



(47a) 



(47?.) 



t j6 



' ' (e) " * ° 

Fig. 9-17. — Parameters and equivalent 
circuits of slots in rectangular waveguide 
(reference point for circuit elements is the 
center of the slot), (a) waveguide dimen- 
sions; ib) longitudinal slot in broad face, 
shunt element; (c) transverse slot in broad 
face, series element; {d) centered inclined slot 
in broad face, series element; (e) inclined slot 
in narrow face, shunt element. 



(2) for a transverse slot in the 
broad face (series element c in 
Fig. 9-17) 



where 



ro = 0.523 



r = ro cos2 i^^^ (48a) 

(7f)"S»'(£)^ 



(48b) 

(3) for a centered inclined slot in the broad face (series element d in Fig. 
9-17) 



r = 0.131 



where 



m 

J(e) 



7(0) sin d + cos 



1 - e ~ 1 



(49a) 



(49b) 



' The results to be quoted are due to A. F. Stevenson, "Series of Slots in Rectan- 
gular Waveguides," Parts I and II, Special Committee on Applied Mathematics, 
National Research Council of Canada, Radio Reports 12 and 13, 1944. 
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element e in Fig. 



(50) 



As an illustration of the method of deriving the above relations we 
shall conclude this section with a summary of the procedure for the 
longitudinal slot in the broad face of the guide, Case (1) above. Choose 
dimensions as indicated in Fig. 9-176. Suppose a r^io-wave of ampli- 
tude unity to be incident on the slot from the left; this field induces a 
field across the slot so that the slot radiates waves in both directions in 
the guide and into space outside the guide. The amplitudes Bio and A\a 
(the mode index a is here replaced by 10) of the waves radiated in the 
interior are given by Eqs. (45) and (46) in terms of the field in the slot; 
the field, according to the third of our initial assumptions, is 

Eu = Ea cos [kz), 
Eu = 0, 

where is the field at the center of the slot. We have also for the other 
quantities entering into Eqs. (45) and (46) 




(51ft) 



where FiJ is the characteristic wave admittance of the TE\irmoAe.^ On 
inserting these quantities into the expressions for the amplitudes it is 
seen at once that .4 m = £10; that is, the slot is a slumt element, in agree- 
ment with the previous conclusions relative to slots parallel to the guide 
axis. The amplitudes are given explicitly by 

A.. = B. = -iu,E.l {£) sin (^^) .OS (^-f) (52) 

' Thp constiiiits of (/vio), and .SH, corrcspiitul to the mode being so normalized that 
the flfctric fielil across the guide is given liy -jr«ii> — 



and (4) for an inchned slot in the narrow face (shunt 
917) 



30 lx,\ V 



sin 0 cos 



sin^ e 



(51a) 
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where w is the width of the slot. It is useful to express the slot excita- 
tion in terms of a "voltage" transformation ratio. The "voltage" 
across the slot is defined to be the line integral of the field across the slot 
at its center, i.e., 

7o = wEo, 

while the voltage in the guide corresponding to any one of the dominant- 
mode waves is defined as the line integral of the field across the center of 
the guide, i.e., 

7, = hA,o = hBio. 
The voltage transformation ratio is then 

^:=-lG^)'-('f)-("> 

It is recognized further that the amplitude Aio measures directly the 
reflection coefficient T {nt z = 0) in the transmission-line equivalent of 
the dominant-mode wave. If the slot is resonant, the value of r at 3 = 0 
must be real, because the impedance looking to the right is real at that 
point at resonance. Then if the slot is a shunt element of normalized 
conductance g, the total admittance at 2 = 0 is I + g; while if the slot 
is a series element of resistance r, the input impedance at z = 0 is 1 r. 
From Eqs. (2-30) and (2-36) g and r may be expressed in terms of T by 

2 2 
g= r= • (54) 

I + - 1 - 

The value of T can be evaluated for a resonant slot by energy-balance 
relations. The total energy incident on the slot is equal to the sum of 
the reflected, transmitted, and radiated energy. The incident power is 
Sa/2 for an incident wave of unit amplitude; the reflec^ted power is 

{Aio)~^- The total amplitude of the dominant-mode wave to the right 

of the slot is 1 -|- Bio; hence, the transmitted power is 



(t) 



Re (I + B,o)^ 



In computing the power radiated by the slot use is made of a result 
obtained, by means of an electromagnetic Babinet's principle,' for the 
radiation resistance of a center-driven narrow slot in an infinite perfectly 
conducting plane sheet of zero thickness. In this case the input resistance 
is 

' H. Booker, "Babinet's Principle and the Theory of Ilesonant Slots," TRE Report 
No. T-1028. 
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p _ 1 Mo 

~ 4 X 73 €„■ 

In the infinite sheet problem the slot radiates to both sides of the sheet; 
in our case the slot radiates to one side so that the radiation resistance 
is assumed to be simply twice the above value. The power radiated 
by the slot is then given by 



= 73K§-" watts 



Writing the energy balance equation and remembering that Am = Bio, 
we have 

§ = |! |A,„|^ + f [1 + |A,„|^ + 2Re (.4,0)] + 7375^. 
Finally, since Aio = F is real, we obtain from the above 



1+1 _73!i^L (55) 



Making use of Eqs. (51a) and (51b) and substituting this last result into 
Eq. (54), the conductance of the resonant shunt slot is 

We already have the voltage transformation ratio in Eq. (53) ; substituting 
this into Eq. (56) gives the final expression for the normalized shunt 
conductance, 

9"12. Experimental Data on Slot Radiators. — Confirmation of the 
theory developed in the last section has been obtained by experiment 
for the longitudinal slot in the broad face of the guide (Case b, Fig. 9-17) 
and for the inclined slot in the narrow face (Case e, Fig. 9-17).' The 
resistance of a longitudinal slot as a function of its position with respect 
to the center of the guide is shown in Fig. 9- 18; the points are in good 
agreement with the formula 

' A. L. CuUen, "The Characteristics of Some Slot Radiators in Rectangular 
Waveguides," Hoyal Aircraft Establishment, Great Britain, Tech. Note Xo. Rad. 200; 
Dodds and Watson, "Frequency Characteristics of Slots," McGill University, PRA- 
1O8; Dodds, Guptill, and Watson, " Further Data on Resonant Slots," McGill Univer- 
sity, PRA-109; E. W. Guptill and W. H. Watson, "Longitudinally Polarized Arrays 
of Slots," McGill University, PRA-104. 
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g = gi Sin 



/ Trxi\ 



(9.47o) 



but the numerical constant gi is 1.73 whereas the theoretical value given 
by Eq. (47b) is 1.63. The discrepancy is probably due to the assumptions 
underlying the theory. The frequency characteristics of longitudinal 
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Slot displacement from center of guide to center of slot, in. 
Fig. 9-18. — Resistance offered by a longitudinal slot as a function of its displacement 
from the center. The slot dimensions are ^hy 2 in., the waveguide is 1^ by 3 in.. X = 10.7 
cm. The data fit the relation G = Zt/R = 1.73 sin' [(tti/o)!]. (From. J. W. Dodds, E W. 
GuptUl, and W. H. Watson by permission of the National Research Council of Canada.) 

slots as a function of slot width are presented in Fig. 9- 19, which shows 
that the wider the slot the flatter the frequency response. The maxi- 
mum of conductance does not coincide with the vanishing of susceptance. 

For practical convenience dumbbell-shaped slots such as the one illus- 
trated in Fig. 9-20 have been used in arrays in place of rectangular slots. 
The perimeter of a resonant slot is generally equal to a wavelength. The 
length of a resonant dumbbell slot is therefore less than that of rectangular 
ones; they can be used with less sacrifice of mechanical strength, since 
less guide is cut away. The dumbbell slot is also simpler to machine 
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because the dumbbell areas are drilled rather than cut by a milling 
machinp. Another technique for shortening the resonant length is to 
place a thin sheet of dielectric over the slot; a sheet of polystyrene of 
0.007-in. thickness reduces the resonant length by 1.13 per cent at 10.7 
cm. The dielectric sheet also serves as a pressurizing device. 

If the conductance and frequency characteristics of each element of a 
slotted linear array are known, it is possible to place a given number of 
longitudinal slots Xe/2 apart so that they are effectively in parallel and 

to short-circuit the far end of the guide X„/4 from 

I ^ the last slot so that the admittance in parallel 

\ C O c ■^^'tli the last slot is zero. Then if there are n 

I I elements, the relative conductance of each slot 

Fio. 9-20. — Dumbbell-shaped must (by suitably choosing Xi) be made to equal 
to 1/n in order to provide a good match. 
Because the slots are placed in the same way as a set of dipoles, end to 
end, the mutual impedance of the slots is negligible. 

The conductance of a longitudinal slot cut in the broad face of the 
guide can be readily determined by measuring the input impedance of 
n slots in parallel because the mutual impedance between slots is negligi- 
ble. This is not so when the slots are cut in the narrow face. The effec- 
tive conductance of this slot may be found by measuring the additional 
conductance produced when one slot is added to an array. In practice 
a number of slots, for example 10, are cut and the input admittance 
determined. The input admittance is then again determined when addi- 
tional slots are cut in sets of, say, 3. Eventually the total susceptance 
becomes constant and the conductance linearly proportional to n (if the 
susceptance is also proportional to n, the slot depth is adjusted for 
resonance). The incremental and ordinary conductances are plotted 
in Fig. 9-21 as functions of the angle 6. Both obey very well the law 

g = go sin'' 8 

over the measured range. This is in good agreement with Eq. (50) for 
small angles 6. 

Slots cut in the narrow face have the very useful feature that the 
variation of susceptance with frequency is very small compared with 
that for slots in other positions in the guide. The variation of admittance 

with slot depth is also small as is shown by Fig. 9-22. Thus a change of 
± 1 mm in depth from the resonant point produces a change of only 4 per 
cent in conductance and only a small change in susceptance. Because 
the depth of cut can always be accurately controlled in a milling 
operation, this represents a tolerance which can easily be attained. 
Since the angle of the slot to the guide axis can also be accurately held, 
the system represents a satisfactory array from the constructional point 



Sec. !)131 



PROBE-FED SLOTS 



299 



of view. A possible objection is that there is an appreciable degree of 
unwanted polarization in these beams. The field over the slot has a 
longitudinal component proportional to cos 6; the transverse component 
of the field does not reverse direction with reversal of the direction of 
inclination of the slot and gives rise to an unwanted side lobe at about 
40° to the main beam. For tilt angles up to 15°, hoAvever, the unwanted 
polarization is less than 1 per cent of the radiated power.' 
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0.002' — I 1 ' 1 ^ 1 1 
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Inclination of slot (0), deg 

Flo. 9-21. — Incremental and ordinary conductance as a function of alot inclination. 
(From the work of E. W. GuptiU and W. H. Watson by permission of the National Research 
Council of Canada.) 

9-13. Probe-fed Slots.— It was pointed out in Sec. 9-9 that there are 
various positions in a guide and various orientations of the slot axis for 
which no radiation takes place. It is possible, however, to make any 
slot of this type radiate by inserting a suitable probe into the guide adja- 
cent to the slot.' The probe introduces the necessary asymmetry in the 
field and current distributions for excitation of a field across the slot. 
The probe-fed unit has many advantages. In particular the direction 
of the field across the slot depends on the side in which the probe is 

' Dodds, GuptiU, and Watson, op. cil. 

^ R. v.. Clapp, "Probe-fed Slots as Iladiating Elements in linear Arrays," RL 
Report No. 455, Jan. 25, 1944. 
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inserted; the phase of a given slot can be shifted 180° by switching the 
probe position. An example of this phase reversal is afforded by the 
array of slots on rectangular guide illustrated in Fig. 9-23; here the phase 




-0.002 



Fig, 9-22. — Admittance of a 1£" inclined slot on narrow edge of rectangular waveguide. 
The waveguide dimensions are IJ by 2J in., X = 10.7 cm., and the width of the slot is i 
in. (From the work of J. W. Dodds, E. W. Guptill, and W. H. Watson by permwaion of 
the National Research Council of Cav^ada,) 

reversal of the probe is used to compensate for the 180° phase difference 
corresponding to the Xj/2 spacing of the slots; the result is an array of 

equiphased slot radiators. 

Another advantage of the probe-fed unit is that the amount of energy 
radiated by the slot is controlled by the probe insertion. For the ease 
illustrated in Fig. 9-23 where the probe is parallel to the field, the coupling 
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is adjusted by the probe depth. To excite a slot in the narrow side of a 
rectangular guide a bent probe is used, as shown in Fig. 9-24; here the 
coupling can be varied by the angle between the hook of the probe and 
the electric field. In some cases the screw head of the probe introduces 
undesirable impedance characteristics; the head of the screw can be 




Fig. 9-23. 



-Probe-fed slots on rectangular waveRuide. 

flow. 



The arrcws show lines of current 




ground off after the desired coupling has been obtained, or the unit can 
be balanced externally by a dummy screw head. Many variants of the 
probe can be developed for various typos of guides and modes; the reader 
is referred to Clapp's report for dctiiils. 

9-14. Waveguide Radiators. — The impedance of a radiating element 
has been seen to consist in general of a resistive and a reactive component. 
The reactive component is gener- 
ally undesirable, since it enhances 
the frequency sensitivity. The 
reactance vanishes under special 
conditions, but these are not 
always optimum operating con- 
ditions; for example, in the case 
of the dipole element discussed in 

Sec. 9-8 resonance occurs at a probe depth that is generally too small 
to meet power-extraction requirements. Slots and dipoles suffer another 
severe disadvantage at short wavelengths as in the 1-cm region where 
they become so small that they have an insufficient power-handling capac- 
ity and the tolerances on the dimensions become impractically restrictive. 

The waveguide radiators illustrated in Fig. 9-25 are less subject to 
the above limitations. ' The element consists of a waveguide coupled to 
the main guide by a T-junction. As shown in the figure, two arrange- 

' W. Sichak and E. M. Piircell, "Cosee^ Antennas with a Line Source and Shaped 
Cylindrical Reflector," RL Report No. 624, Nov. 3, 1944, pp. 7-13. 



Flo. 9'24. — Frobe-fed transverse slots on the 
narrow face of rectangular waveguide. 
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ments are possible corresponding to longitudinal and transverse polariza- 
tions. The longitudinally polarized element, just like a slot with axis 

transverse to the guide axis, presents an impedance in series with the 
main line; the transversely polarized element, like a slot with axis parallel 
to the guide axis, is equivalent to a shunt element across the transmission 
line, inserted in the plane of symmetry of the radiator that is perpendicu- 
lar to the guide axis. It has been found experimentally (c/. Sec. 10-11) 
that the open end of a waveguide can be represented by a load admittance 
consisting of the radiation resistance in parallel with a capacitive react- 



Fio. 9-25. — Waveguide radiators: (a) longitudinally polarized; (b) transversely polarized. 

ance. The network equivalent of the T-junction consists in a similar 
manner of a capacitative reactance in parallel with the input impedance 
of the branched guide. Both the input and termination capacities are 
junction effects and may be expected to be of the same order of magnitude. 
If the length of the branch guide is \'g/i where X', is the guide wavelength 
in the branch, the terminal capacitative reactance is transformed into an 
inductive component at the input end ; and since the inductive component 
is in parallel with the T-junction capacitance, a near-resonant condition 
should result. In actual practice, hoAve^-er, the length of the section is 
different from \[ 4. The correct length has been found to be given 
closely by the result of an analysis of a branched waveguide Avhich takes 
the junction effects into account, namely, 



The dimensions b and 6' are defined in Fig. 9-25. With the above length 

the element has been found to be very closely a pure resistance. 

The coupling of the element to the line, i.e., its resistance or conduc- 
tance, is a function only of the relative dimensions of the branch guide and 
the main guide. It is the particular advantage of the waveguide element 





(58) 
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that the coupling factor can be adjusted independently of the resonance 
condition. On the assumption that the impedance presented to the 
main guide when the branched guide radiates into free space is not very 
different from that when the branched guide couples to a second guide 
parallel to the main guide, the resistance of the longitudinally polarized 
element has been calculated to be 



The quadratic dependence on b'/b is in accord with the experimental 
results; these results indicate, however, that the numerical factor is not |. 
No systematic study of a single element has been made as yet. The 
coupling factor for the transversely polarized element has meaning only 
in terms of a complete array because wit h these elements mutual inter- 
actions become very significant. The results will be given later in the 
discussion of nonresonant arrays which make use of these elements. 

The length of the element given in Eq. (58) can be increased by any 
integral multiple of X'„/2 without affecting either the resonance or the 
coupling factor. This is advantageous in that it provides a method for 
shifting the phase of the radiator 180°. For the same power extraction 
the b' dimension of the transversely polarized element must be larger 
than that of the longitudinally polarized element because the former cuts 
across transverse currents that are smaller than the longitudinal currents 
on the broad face of the guide. Consequently, the tolerances are less 
restrictive for the transversely polarized element, and it therefore is 
preferred if all other considerations are equal. At short wavelengths, 
e.g., at 1 cm, the length of the radiator is so small that the wall of the 
main guide can be constructed of that thickness, and the radiating ele- 
ment then takes the form of a slot in this wall. This produces a sturdy 
mechanical system. 

9'15. Axially Symmetrical Radiators. — For general communication 
purposes it is desired to have a stationary antenna with an axially sym- 
metrical pattern covering a large region of space. The simplest antenna 
of this type is a half-wave dipole. The gain of the dipole, however, is 
too low to meet the usual requirements on range, and it is therefore 
necessary to design an antenna having the axial symmetry of the dipole 
but with a more directive meridional pattern. The latter can be achieved 
by means of a linear array of axially symmetrical radiating elements, 
an example of Avhich is illustrated schematically in Fig. 9-26. The ele- 
ments to be discussed fall into two groups distinguished by the polariza- 
tion of the field: (1) transversely polarized radiators producing a field in 
which the electric vector lies in planes normal to the axis of the array, 
(2) longitudinally polarized radiators producing a field in which the elec- 
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trie vectors lie in meridional planes having the axis of the array as a 
common line of intersection; the transverse element is analogous to a 
magnetic dipole, and the longitudinal element to an electric dipole. 
The transverse elerhent in its ideal form should consist of a circular ring 

of uniform current, while the idealized 
longitudinal radiator should consist 
of a short circular cylindrical current 
sheet of uniform density running 
parallel to the axis of the cylinder. 
In practice these elements can best 
be approximated by an array of ele- 
ments located at points disposed 
symmetrically about the array axis in 
a plane normal to it. Thus the an- 
tenna as a whole is, in fact, a three- 
dimensional array; however, design 
problems for the azimuthal and merid- 
ional patterns are completely separ- 
able. The meridional pattern is a 
straightf onvard linear-array problem. 
The azimuth pattern reflects the 
symmetry of the arrangement of the radiators about the array axis and 
consequently deviates from a uniform pattern, showing maxima and 
minima. The ratio of maximum power to minimum is referred to as the 
azimuth ratio; it is generally required that this ratio be less than 2. 




y 

Fig. 9-26. 



Power 



-Array of axially symmetrical 
radiators. 




Fig. 9-27. — Dipole fed b.v three-wire line. 



The Tridipole Transverse Element. — First the elements designed for 
transverse polarization will be considered. A simple approximation to 
the circular current ring is obtained by arranging three half-wave dipoles 
on the circumference of a circle. The ba.sic unit illustrated in Fig. 9'27 
is a three-vvire-line-fed dipole analogous to the slotted dipole discussed 
earlier. The central hne serves as a probe to couple the dipole to the 
interior of a waveguide. The axially symmetrical tridipole array shown 
in Fig. 9-28 is designed for use with a coaxial line. The element is made 
so as to slide over the outer conductor and is soldered to the latter at the 
appropriate location. In order to maintain the azimuth pattern sym- 
metry it is essential that the three probes bo inserted to etjual depths. 
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The line coupling can be achieved either by inserting the probes so as to 
make contact with the inner conductor of the line or by capacitive 
coupling in which the probes do not make contact with the inner conduc- 
tor. In the former case the probes are soldered to the inner line; a more 
reliable procedure is to have threaded holes in the inner conductor into 
which the probes can be screwed and then soldered to ensure good contact. 
For capacitative coupling, probe settings can 
be made by slipping a shim of suitable thick- 
ness over the inner conductor; the shim is 
subsequently removed. 

Satisfactory results have been obtained 
with tridipole elements over the 10-cm band' 
and at various longer wavelengths. The im- 
pedance characteristics of a single unit can be 
adjusted in the course of design by the choice 
of the dimensions of the dipole wings; the 
impedance characteristics of an array of units 
are adjustable by means of the probe depth. 
Figure 9-29 shows the frequency sensitivity of 

the pattern of a tridipole unit designed for the 056 X 

10-cm band, the unit being fed from a 50-ohm j,^^ 9-28.-Tridipole radiator, 
line with a ^ in. OD. The pattern exhibits a 

high degree of stability. The same element with its probes 0.5 mm from 
the inner conductor handles 10-kw peak power without breakdown. It 
was found that at 10 cm the dimensions of the unit are not critical and 
the elements can be produced in quantity by die-casting techniques with 
good reproduction of performance. A 3-cm version, however, requires 
manufacturing tolerances too close for practical use. 

Axially Symmetrical Slot Array. — Another type of unit for transverse 
polarization is provided by an array of slots along the circumference in the 
wall of a circular guide or coaxial line, the long dimension of the slots 
being parallel to the axis of the guide. A number of factors enter into the 
design of the unit. 

The most important is that the line must carry a radially symmetrical 
mode so that the slots are excited equally. This condition is fulfilled by 
a coaxial line supporting only the TEM-mode and by a circular wave- 
guide propagating the TMoi-mode as indicated in Fig. 9-30. However, 
for both cases a slot cut parallel to the guide axis does not radiate. It 
is therefore necessary to excite the slots by means of probes as shown in 
the figure, and to ensure symmetrical excitation the probe depths must 
be uniform. 

• H. Riblet, "Horizontally Polarized Nondirectional Antennas," RL Report No. 
517, Feb. 14, 1944. 
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FiQ. 9-29. — Patterns of a tridipole unit in the plane of the unit. 




~ Current flow induced by probes. 

Transverse electric-field config- 
uration of unperturbed mode. 
Fig. 9-30. — .\xially Byininetrical radiating unit formed by a circular array of slots. 
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A second factor is the minimum number of slots required to produce 
a pattern ha^•ing a satisfactory azimuth ratio. This is found to depend 
on the size of the hne ; the larger the guide diameter the greater the num- 
ber of elements. For a 1-in. OD coaxial line operating in the 3-cm band 



210° 200° 190° 180° 170° 160° ISO" 




330° 340° 350° 0° 10° 20° 30° 



Fig. 9-31. — Patterns of circular arrays of four and six slots on coaxial line of 1 in. OD. 

the minimum number is six; Fig. 9-31 shows the patterns obtained from 
four and si.x elements; the former reflects strongly the fourfold symmetry 
of the array. Figure 9-32 illustrates the pattern resulting from a seven- 
element array on li-in. circular guide, again for the 3-cm band. 

The minimum number of elements is also related to a problem of 
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mode control. The conventional coaxial line in the 3-cm band, for which 
all modes other than the TEM-iaode are beyond cutoff, is too limited in 
its breakdown properties and mechanical strength, the latter being an 
important factor in long arrays. Line of a larger size is therefore used 
which can support other modes. Considerable care must be taken at 
the input end of the line to ensure 

radially symmetrical excitation. I 

The probe inserts for exciting the ; 

slots likewise excite higher modes. ; ; 

No mode will be excited, however, if ; 

its planes of symmetry do not con- ' ^ 

tain the symmetries of the geomet- ; ; 

rical configuration. There is thus ' • 




seven slots on circular waveguide with Ij in. verier 
OD. 

A similar mode-control problem exists in the circular guide, for a 
circular guide that can support propagation of the Til/oi-mode neces- 
sarily supports the TExi-mode. It is therefore necessary to feed the guide 
in such a manner that the TE n-mode is not excited, and again there is a 
minimum number of slots required. The proper feeding of the circular 
guide is achieved by transition from the TEio-mode in rectangular guide 
through a TEio- to TM m-mode converter, which is illustrated in Fig. 
9-33. Briefly the principle of its operation is as follows: The distance I 
is equal to Xu/4 or 3Xii/4 where Xn is the guide wavelength for the TEn- 
mode; this puts a large series reactance for this mode at P between the 
rectangular and circular guide so that the mode is not fed into the latter 
guide. The diameter d is chosen to be Xoi/2 where Xoi is the TMoi- 
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Fig. 9-34. — Longitudinally polarized 
axially symmetrical radiating unit. 



mode guide wavelength; for I = 3Xii/4, this gives a good match for the 

TMoi-mode. 

Longitudinally Polarized Elements. — Satisfactory elements of this type 
in the microwave region have thus far been developed only for the 10-cm 
band. A longitudinal element analogous 
to the tridipole unit can be produced by 
a circular array of dipoles with axes 
parallel to the guide axis. It is found, 
however, that a longitudinally polarized 
tridipole array gives rise to a pattern 
having a decided threefold symmetry 
while a larger number of dipoles results 
in a unit whose design is very critical. A 
cylindrical element with three-point ex- 
citation provides a simple solution; the 
element is shown in Fig. 9 34. It can 
be thought of as being derived from a 
system of three longitudinal dipoles of 
the type illustrated in Fig. 9-27 in which 
the wings have been extended laterally 
and joined into a cylinder. The currents 
tend to spread out uniformly over the sur- 
face giving a uniform azimuth pattern. The unit is made in two parts, 
one consisting of a die-cast spider carrying the two outer lines of the 
three-wire line-feeding system and the other the pair of cylinders that 
correspond to the dipole wings. As with the transverse unit the system 
is fed by probes which couple the cylinders to 
the line; the general remarks made previously 
concerning the insertion and aUgnment of the 
probes likewise apply here. 

Attention should be called to a longitudi- 
nally polarized slot radiator which can be design- 
ed with a coaxial line. The element illustrated 
in Fig. 9-35 consists of a slot running completely 
around the wall. Mechanical support is pro- 
vided by filling the line with dielectric. The 
element obviously gives a uniform pattern but 
suffers from a number of disadvantages. It is 
very frequency-sensitive; mechanical properties, 
particularly of long arrays, are poor; satisfactory contact between the 
dielectric and metal is difficult to maintain particularly under mechanical 
and thermal stresses with the result that the system becomes susceptible to 
electrical breakdown. Development of arrays with these units was 
finally given up because of these limitations and difficulties. 




Fig. 9-35. — Longitudi- 
nally polarized slot radiator 
for coaxial line. 
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9-16. Streamlined Radiators. — Arrays of axially symmetrical radia- 
tors have been developed for airborne, ground, and ship installations. 
With the development of high-speed planes, however, aerodynamic con- 
siderations have become in- 
creasingly significant in antenna 
installations. Arrays of elements 
of the types already discussed 
produce sufficient aerodynamic 
drag to present a serious installa- 
tion problem. It has therefore 
been necessary to make some com- 
promise between pattern and aero- 
dynamic requirements and to 
design elements whose geometry 
has a less deleterious effect on the 
aircraft. For this purpose various 
types of streamlined elements have 
been developed which, though 
lacking the uniform coverage of 
the axially symmetrical units, still 
produce patterns with not too 
large an azimuth ratio. 

Two types have been devel- 
oped, one for transverse, the other 
for longitudinal polarization. Let 
us consider the transverse radiator first. It has been found that two slots 
cut opposite each other on a coaxial line and excited 180° out of phase 
produce a pattern with an azimuth ratio not exceeding 5 or 6; this is shown 




Fig. 9-37. — Array of tlirpe pairs of slots on streamlined elliptical waveguide. 

in Fig. 9-36. The ctuTcnts tend to run completely around the cylinder, 
giving a continuous, if not completely symmetrical, current distribution. 
Starting from this observation, one can proceed in several directions to the 
design of streamlined elements. First, the outer conductor instead of 
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9-S6. — Pattern produced by a pair .of 
antiphased slots. 
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Fig. 9-38. — Transversely polarized streamlined radiator. 

being cylindrical can be made elliptical or streamlined, or the inner con- 
ductor can be omitted entirely and a streamlined section of sufficient 
size used instead as a waveguide. Figure 9-37 for example, shows an 
array of three slots on streamlined 
elliptical guide for the 3-cm bund. 
Transition to the elliptical guide 
from rectangular guide is effected 
by a tapered section. It has been 
found that if the ratio of major to 
the minor axis of the ellipse is at 
least 4 and if the minor axis is 
approximately X/4, the azimuth 
ratio is in the neighborhood of 2; 
this figure has been obtained with 
the three-unit array referred to 
above. 

A method of introducing the r-f 
that provides a good impedance 
match is shown in Fig. 9-38 for a 
10-cm band system. Here the two 
slots are cut at the point of maxi- 
mum width of the guide. A slotted 
dipole on the end of small coaxial line is used to excite the slots. The 
wings of the dipole are cut to fit, and each wing acts as an exciting antenna 
for one slot. The VSWR obtained with a single element is less than 1 .2 




310" 



290° 



270° 



250° 



230° 



150° 180» 210" 

Fig. 9-39. — Kadiation pattern of a trans- 
versely polarized streamlined radiator. 
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over a 16 per cent band. The pattern shown in Fig. 9-39 is likewise satisfac- 
tory. The only longitudinally polarized unit that has been built is for 
the 10-cm region. It consists essentially of two vertical dipoles about a 
quarter wavelength apart supported on opposite sides of coaxial line. 
Two such dipoles in free space would have an oval pattern which, how- 
ever, does not have too large an azimuth ratio. This, of course, is modi- 
fied by the coaxial line; but if the line is small enougn (ordinarily i in. 
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FiQ. 9-40. — Longitudinally polarized 
streamlined radiator (/f-element). 



150° 

Fig. 9-41. — Radiation pattern of a lon- 
gitudinally polarized streamlined radiator 
(//-element). 

OD), the effect is small and does not seriously impair the pattern. The 
unit, generally referred to as an //-element, is shown in Fig. 9-40. The 
two dipole wings are supported by elliptical straps, and the whole unit is 
placed over the coaxial line and excited by the probes projecting into it. 
The elliptical straps serve also as a wave trap, to prevent currents running 
along the coaxial line. The pattern produced by the unit is shown in 
Fig. 9-41. An array of such elements is ordinarily enclosed in a close 
fitting elliptical housing. 

ARRAYS 

It is shown in the sections on general pattern theory that the pattern 
of a linear array is determined essentially by three factors: (1) the rela- 
tive amplitude and phase of the current distributions on the elements of 
the array, (2) the spacing of elements along the axis, and (3) the form 
factor of the pattern of a single element. In practice these factors are 
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not independent variables; the amplitude and phase of the elements are 
determined in part by interactions between the elements, which in turn 
are functions of their spacing. At longer wavelengths feeding techniques 
are available whereby the amplitude and phase, except for external field 
coupling between the radiators, are independent of spacing. In micro- 
wave antennas the elements must be fed in cascade from a transmission 
line; the phase of the radiator thus depends on the phase velocity in the 
line and the position of the element along the line; phase and spacing are 
thereby most intimately related. The relation becomes complicated 
further because the feeding arrangement results in a loaded transmission 
line with propagation constant and characteristic impedance different 
from those of the unloaded line. Finally mutual interactions between 
the elements because of their external fields must be considered. The 
result of these interrelations is that the transition from the properties 
of a single element to a composite array is not a calculable design pro- 
cedure but must be determined to a large extent on an empirical basis. 

9'17. Loaded-line Analysis. — The relation between the parameters of 
loaded and urAoaded lines will be investigated first. Consider a line, 
whose unloaded parameters are the characteristic impedance Zo and the 
complex propagation constant 7 = 0+ loaded at regular intervals { 
with identical radiating elements. Taking a fixed reference point in a 
radiator, the radiator in general can be regarded as a bilateral passive 
four-terminal network inserted at the reference point between two seg- 
ments of line. It was shown in Sec. 2-2 that such a network can be 
replaced by a T- or Il-section equivalent; in the notation of Sec. 2-2 the 
three impedance elements of the T-section will be designated by Zi, Z2, 
and Z3 and the elements of the Tl-section by Za, Zb, and Zc- The rela- 
tion between the T- and IT-section elements is given in Eq. (2.10). 
The radiating elements that have been discussed in the earlier sections 
all have at least one plane of symmetry; if the reference point is taken in 
this plane, the T- or Il-section equivalent of the radiator is symmetrical; 
i.e., Zi = Z2 and Za = Zc. It was shown further in Sec. 2-9 that a sec- 
tion of homogeneous transmission line of length I has a symmetrical 
T- and Il-section equivalent; from Eqs. (2-8), (2-56a), and (2-566) the 
elements of the T-equivalent are found to be 



By means of Eqs. (2-7), (2-8), and (2-10) the elements of the equivalent 
Il-sections are obtained from these. The Il-elements are 




(59) 





(60) 
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On replacing both the radiators and the line segments by their equivalent 
T-sectior.s, the loaded line is reduced to a cascade of networks as shown 
in Fig. 9-42a; the points A and A' are the reference points in the radiating 
elements. By splitting the shunt element Z3 into a pair of impedances 
2Z3 in parallel, the line is further reduced to a chain of symmetrical net- 
works, a single unit of which is shown in Fig. 9-426. 
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Fig. 9-42. — Network system equivalent to a loaded transmission line: (a) T-section 
replacements of radiators and line segments; (6) reduction to symmetrical networks; (c) 
n-section equivalent of the network in (&). 



The characteristic impedance Z'g and propagation constant 7' of the 
loaded line are obtained by reduction of the network in Fig. 9-42E) to its 
equivalent T- or Il-section and subsequently determining the parameters 
of a homogeneous line having a length I for which the above T-section 
(or n-seetion) constitutes an equivalent representation. In the present 
case the simplest procedure is to reduce the network to a Il-section by 
replacing the T-network of elements Z, + 3i and .33 by its Il-equivalent. 
The completely reduced network is shown in Fig. 9 •42c. If S'a 3fi 
are the elements of the reduced network, the loaded-line parameters are 
given by 
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K coth = 3x ; Z', sinh (t'O = S'b- (61 ) 

If the values of 31 and S'b given in Fig. 9-42c together with the values 
of 3i and ^3 given in Fa\. (59) are in.serted in Eq. (61), the half-argument 
identities for hyperbolic functions may be used to obtain Campbell's 
formulas: 

cosh {y'D = + 0 cosh (yl) 

\z, + Z„ tanh (^^) I 
sinh (t'O = t = \fLLL sinh (7/) 



+ 2 [Zi + Z„ tanh j- (63) 



For the present purposes the attenuation in unloaded waveguides due to 
conduction losses in the walls may be neglected; under these conditions 
7 = j|8 and the propagation constant of the loaded line is given by 

cosh (7'0 = ^1 + COS pi + j + + sin 01. (64) 

It is seen at once that the loaded line has a complex propagation con- 
stant 7' = a' + j0' in which both the attenuation and phase constants 
are functions of the loadinf; and the spacing of the olernents. Equation 
(64) shows, however, that if the spacing is equal to half the wavelength in 
the unloaded line, the relation reduces to 

cosh (77) = - (^1 -H Z = (65) 

If the radiating element is a pure shunt element so that Zi = 0, it is 
found directly from Eq. (()5) that 

.27r 

7 = J T- = 7- 

Similarly if the element is a pure series element, in which case Z3 = « , it 
is found that y' = 7. Thus there is no altenuation in a line loaded with 

pure series or pure shunt elements at half-wavelength interimh. The same 
is true of a line loaded at wavelength intervals. For arbitrary spacings 
the propagation constant of the shunt-loaded line is given by 

cosh (77) = cosh (7^) -I- ^ sinh {yl) (66) 
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and for the series-loaded line 

cosh (7'/) = cosh {yl) + ~ sinh (yl), (67) 

where Z4 is the impedance of a single element. 

The pure series- and shunt-loaded lines with half-wavelength spacing 
have the additional property of producing a uniformly illuminated array 
when the line is suitably terminated in a short circuit. For the series- 
loaded line the short circuit is made an integral number of half wave- 
lengths beyond the final element; by virtue of the half-wavelength spacing 
the array is equivalent to a simple series circuit of equal impedances; all 
the elements therefore dissipate equal amounts of power. The shunt- 
loaded line is terminated X„/4 -f- riKf/2 beyond the final element, n being 
an integer; this array is equivalent to a system of equal impedances all 
in parallel, and again all the elements dissipate equal amounts of power. 

The loaded-hne analysis takes no account of coupling between the 
elements by means of the external fields. Campbell's formulas do show, 
however, the interrelation between the amplitude and phase of the ele- 
ments and the spacing and also the relation between the amplitude of 
the element and its phase, for the phase velocity is a function of the 
coupling between the radiator and the guide. 

9-18. End-fire Array. — The only important examples of end-fire 
arrays for the microwave region were two very similar antennas for opera- 
tion at wavelengths of 10.7 and 11.7 cm.'^ They consist of 18 individual 
radiators a quarter wavelength apart and fed from a coaxial line. The 
antenna shown in Fig. 9-43 is a 14-element experimental model. An 
antenna of this type must be terminated in a dummy load to absorb 
the unradiated power in the line thereby eliminating a reflected wave; 
otherwise the reflected wave would give rise to an end-fire pattern in its 
direction of propagation, that is, in a direction 180° away from the prin- 
cipal beam. 

The elements are built up from the fundamental dipole shown in 
Fig. 9-27. Each consists of two such dipoles having their wings bent into 
arcs of circles and joined to form a unit. Like the a.xially symmetrical 
tridipole units these elements are simply slipped over the outer conductor 
of a coaxial line, and they also can be represented by a shunt impedance. 

Two conditions must be satisfied if an end-fire array of this type is to 

• H. J. Riblet and B. L. Birchard, "End-fire Array Antenna," RL Report No'. 577, 
July 11, 1944. Dielectric-rod antennas may be designed to have end-fire patterns 
with gain, beamwidth, and side-lobe properties as good as those of linear arrays. 
Cf. C. E. Mueller, "The Dielectric Antenna or Polyrod," BTL Report No. 251, Jan. 26, 
1942; J. E. Eaton, "Dielectric Rod End-fire Antennas Close to Metal Surfaces," RL 
Report No. 969, Jan. 23, 1946; R. E. Dillon and L. J. Eyges, "Compact Horns Inter- 
mediate between Polyrods and Reflectors," RL Report No. 961, Jan. 31, 1946. 
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have maximum gain. (1) There is an optimum value for the wavelength 
Xj of the coaxial line. It was shown in Sec. 9 9 that maximum gain for 
quarter-wavelength-spaced end-fire arrays with a constant phase delay 
occurred when the phase delay between adjacent elements was 

E , 2.94 
2 n ' 

The total phase delay between the first and last elements is then approxi- 
mately 



(68) 







0 '.^ : 





FiQ. 9-43. — An experimental model of the 11.7-cm end-fire array. 

If L = nX/4 is taken as the length of the array, Eq. (68) becomes 



or 



L ^ L 1 
X, X 2' 



9) 



(2) The attenuation has a definite optimum value; it must be neithe'f so' 
large that most of the power is radiated from the first few elements npr ' 
so small that an excessive amount of power is lost in the dummy l(^ad. 
This optimum attenuation is ordinarily assumed to be that which allpWaj 
from 5 to 10 per cent of the total power to be absorbed in the dumfay 
load. < , 

The desired attenuation and phase shift can be obtained in priniJBli 
in a very simple way. From Sec. 917 we have seen that periodic loading 
of a transmission line changes the propagation constant of the line. 
Hence it should be possible to choose the impedance of individual radi- 
ators so that they cause just the right change in attenuation and phase 
velocity. In fact, if the impedances of the elements are known as a func- 
tion of several parameters, the propagation constant can be calculated 
from Eq. (62) as a function of the parameters and the best value chosen. 

In the design of the particular arrays described above, the impedances 
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of the individual elements were not known in enough detail to allow this. 
Hence a different approach was used. The gain was measured as a func- 
tion of probe depth for various lengths of the dipole wings. This gave 
the two parameters necessary to adjust for the correct phase velocily and 
attenuation. The gain of the 11.7-cm array finally obtained in this 
manner was around 15.4 db, slightly greater than the theoretical value of 
15.2 db for such an array; the theoretical value, however, is based on 
isotropic radiators. The gain of the 10.7-cm array, which used 




90» 80° 70" 60<> 50" 40" 30<> 20» 10" 0 10" 20" 30" 40" 50" 60" 70" 80" 90" 

Angle 

I uj. 9-44, — S-pliine piittern of an 18-olement end-fire array, X = 11.7. A i? the pat- 
tern in tlie direction of the main lobe, and B is the pattern in the direction of the back 
lobe. 



11.7-cm elements, was 14.8 db. The £-plane pattern of the 11.7-cm 
antenna is shown in Fig. 9-44; the //-plane pattern differs from it only in 
minor details. 



BROADSIDE ARRAYS 

9-19. Suppression of Extraneous Major Lobes. — The majority of the 

applications of microwave arrays have called for a beam having the 
principal maximum in a direction normal to or nearly normal to the axis 
of the array. Arrays of this type will be referred to as broadside arrays 
with the arbitrary limit on the classification that the principal maximum 
lies within 25° of the normal to the array. In general there must be no 
principal maximum other than that of the broadside lobe, that is, all 
other maxima must be in the form of side lobes at considerably lower 
levels. This requirement gives rise to a spacing and phase problem 
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common to all arrays of this type. It was seen in Sec. 9-5 that the ele- 
ments of a uniform array must all be in phase for an accurately normal 
main lobe while to produce an off-normal lobe [cf. Eq. (23)] there must be 
a small progressive phase delay. If there are to be no other major lobes, 
the spacing between isotropic radiators must be somewhat less than X, 
the free-space wavelength. The exact amount depends on n and the 
acceptable side-lobe level; no portion of an accurately normal main beam 
will be repeated in the direction 9 = 0 if s = (1 — l/n)X. To produce 
uniform phase, the radiators must be spaced at intervals of X„, the guide 
wavelength. However, for all the air-filled microwave lines discussed 
in Chap. 7, it was found that X„ ^ X with the result that the spacing 
exceeds the limit stated above. 

There are various techniques for circumventing the difficulty. The 
less-than-wavelength spacing limit applies strictly to an array of isotropic 
radiators. However, in Sec. 9-2 it 
was shown that the pattern of an array 
is a product of an array factor corre- 
sponding to the pattern of an array 
of isotropic radiators and the, pattern 
of an individual radiator. If the 
latter pattern is made sufficiently dire- 
tive with a maximum in the direc- 
tion normal to the arrav, a principal Fig- 9-45.— Array of transverse slots 
... " , . with horns to eliminate end-fire lobes. 

maximum will occur only in the 

region where the array factor and the radiator pattern simultaneously 
have appreciable values. In this case the spacing can exceed X without 
the appearance of extraneous major lobes. Illustrative of such a direc- 
tive device is a horn fed by a slot; an array of this type is shown sche- 
matically in Fig. 9-45. 

A procedure that suggests itself immediately is to shorten the guide 
wavelength to a value below the allowed spacing limit. The methods that 
have been used to do this are described here because they have been gener- 
ally unsatisfactory. The simplest technique is to fill the guide with 
dielectric and thus reduce the guide wavelength. However, the use of 
dielectrics gives rise to a number of problems: the loss, particularly in long 
arrays, results in diminution of the gain ; it is difficult to maintain proper 
contact between the guide walls and the dielectric, with the result that 
electrical breakdow'n tends to occur and with it reduction in the power- 
handling capacity of the array; and also of no small significance is the 
increase in the weight of the antenna. Another method that has been 
tried is that of using a corrugated line. With coaxial line the inner 
conductor is corrugated as shown in Fig. 9-4(ia, while with rectangular 
guide one of the broad faces is replaced by a corrugated wall as shown in 
Fig. 9-466. The systems can be thought of as a transmission line loaded 
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periodically with reactances. The wavelength in the loaded line^ has been 
found to be given approximately for coaxial line by 




(a) 




(6) 

Fig. 9-46. — Corrugated lines for shortening X^: (a) coaxial line; (6) waveguide. 

and for rectangular guide by 

A - = \ + 

O^e)^ Xj 

where \z is a solution of 

27r7. 



''"tanh^ 



= 1. 



These lines have proved impractical for the same general reasons as the 
dielectric-filled line: There is a significant increase in weight and great 
reduction in power-handling capacity, and in addition the corrugated 
sections are difficult to manufacture. Some of the difficulties, however, 
are due to the high percentage reduction in wavelength that is being 

' H. Goldstein, "The Theory of Corrugated Transmission Lines and Waveguides," 
RL Report No. 494, Apr. 3, 1944. 
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etfected. The corrugated line has been used with more success in other 
antenna designs where only a small wavelength reduction was attempted. 

The most successful technique that has been developed is in the design 
of radiators whose phase can be shifted 180° by simple structural 
changes; the elements can then be spaced at intervals of \/2 and brought 
into phase by the structural phase reversal. Since the guide wavelength 
is generally in the range \ S \ ^ 1.5X, this spacing is acceptable. The 
procedure is also satisfactory from the point of view of the loaded-line 
analysis. If the elements are pure series or shunt elements, the propaga- 
tion constant is unaffected by the loading and a uniformly illuminated 
array results. The phase reversal does not alter the impedance presented 
by the radiator to the line. A brief summary of the phase-reversal tech- 
niques for the various types of elements discussed previously is given 
below : 

1. Slotted dipole, Fig. 9-47o, the dipole is rotated through 180° about 
the coupling probe. 

2. Tridipole radiator, same as for the slotted dipole. 

3. Shunt slots in, broad face of rectangular guide, Fig. 9-476, the slots 
are placed on alternate sides of the axis of the guide. 

4. Shunt inclined slots on the narrow face, Fig. 9-47c, the inclination of 
alternate slots is reversed. 

5. Probe-fed slots, coupling probe is placed on opposite sides in alter- 
nate slots, or the orientation of the probe in the guide is reversed 
(see Figs. 9-23 and 9-24). 

6. Longitudinally polarized waveguide radiator, the length of alternate 
slots differs by X',/2. 

7. Transversely polarized waveguide radiator, elements are staggered 
with respect to the guide axis just like the shunt slots in Fig. 9-476. 

9-20. Resonant Arrays. — Broadside arrays can be divided into two 
general classes: resonant and nonresonant arrays. The resonant type 
yields an accurately normal beam and is well matched at the design fre- 
quency; the impedance match, however, deteriorates rapidly with depar- 
ture from the design frequency, and the array can be used only over a 
very narrow frequency band. An array of this type consists of a number 
of single series or shunt elements, spaced a guide half-wavelength apart 
on waveguide or coaxial hne, with successive elements mechanically 
reversed in their feeding to give the phase reversal discussed in the 
preceding section. The resonant array is uniformly ilhiminated, since, 
as Eqs. (66) and (67) show, there is no attenuation in a hne loaded with 
half-wavelength-spaced single series or shunt elements. The fact that 
uniform illumination is produced has been verified experimentally by 
measurements of the radiation directly in front of the array with a small 
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exploring horn. Furthermore, the secondary patterns of these arrays 
are in agreement with the patterns of an array of uniformly excited ele- 
ments. The uniform illumination is an advantageous feature where the 
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Fig. Q-47. — Phase-revensal technique: (a) phase reversal of dipoles; (6) phase reversal 
of longitudinal slots in the broad face of rectangular waveguide ; (c) phase reversal of inclined 
slots in the narrow face of rectangular waveguide. 

prime requirement is high gain; on the other hand the array is unsatis- 
factory when side lobes are the major consideration, since the first side 
lobe is over 4 per cent of the peak intensity. 

The impedance match of the array is obtained by choosing the imped- 
ances of the elements properly and by adjusting a short-circuiting plunger 
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at the end of the array. The short-circuit termination is a characteristic 
feature of broadside arrays; the reflected wave causes no difficulties such 
as would arise in end-fire arrays; for since the elements are half wave- 
lengths apart, the radiation pattern due to the reflected wave is again a 
normal beam. The well-matched condition on the design frequency and 
the narrow bandwidth property of the array will be discussed for n series 
elements; the argument, phrased in terms of admittances, is similar for 
shunt elements. We assume that the impedance of each element has 
been adjusted to Zo/n, where Zo is the characteristic impedance of the 
line. The line is terminated in a short circuit at a distance X„/2 from the 
last element. Since the spacing is Xg/2, the entire array is equivalent 
to n elements in series. The input impedance is therefore n{Z^ln) = Zo) 
that is, the array is matched. 

When the exciting frequency is not the design frequency, the elements 
are no longer exactly a half wavelength apart. Then the impedances 
do not add up to 2o, and the array is not matched. The mismatch for 
frequencies off resonance cannot be calculated unless the frequency varia- 
tion of the impedances of the elements is known. Their variation can often 
be neglected over the bands in which one is interested. A simple 
graphical analysis can then be carried out on an impedance chart. Let 
us take for e.xample a 10-element X(,/2-spaced array of series elements, 
each of resistance 0.1 Zo, and plot on an impedance chart, starting from 
the terminal short circuit, the input impedance seen looking to the right 
from a point just to the left of each successive element. At the design 
freqxiency these points fall along the JJ/Zo-axis as indicated on the line (S 
in Fig. 9-48. 

Suppose, for example, that the wavelength decreases by 1 per cent. 

The spacing between elements is now greater than X,/2. The short 
circuit now presents a small positive reactance in series with the tenth 
element. As one proceeds from element 10 to 9, the path traversed is 
greater than Xj/2 so that the reactive component increases more than for 
the resonant wavelength. With each transformation to the next element 
there is an increase in reactive component due to the excess of the path 
over Xo/2, with the result that the input impedance to the array as a whole 
has an appreciable reactive element. The transformation is shown as 
line S' in Fig. 948. The frequency sensitivity is evidently greater the 
longer the line. Common practice has been to limit the length of the 
array to 15 wavelengths, because longer arrays have been found to be 
too frequency-sensitive. 

There are additional frequency-sensitive characteristics that should 
be noted. (I) Because the spacing is no longer equal to Xb/2 for fre- 
quencies ofT resonance, attenuation sets in [c/. Eq. (67)] and the array is 
not vmiformly illuminated. (2) The beam is no longer accurately normal 
to the array. These effects are generally less important than the imped- 
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ance sensitivity because they are relatively insignificant for the narrow 
band over which the impedance match is acceptable. 

The impedance characteristics of a resonant array can be improved 
by a process of "overloading" the line, i.e., using elements with imped- 
ances greater than Zo/n. Of course, the array is then not matched, and 




Fio. 9'48.- — Input impedance of 10-eletnent resonant array. 

a matching transformer must be used. 'However, the combination of 
overloaded elements and transformer will generally have a broader band 
than the array matched by itself. The theory is best shown by example. 
Let us take again a 10-element \|,/2-spaced array with series elements. 
Suppose now that the resistances of the elements are 0.2Zo and, for 
definiteness, that the array is matched by a tuning screw. As before, 
the line 10, 9, 8, ... in Fig. 9-49 represents the input impedances to 
successive elements for the frequency at which the spacing is Xe/2, and 
1 represents the input impedance to the array as a whole. 

The array is matched at the design frequency by traveling clockwise 
on a constant VSWR circle to point P on the unity R/Zo line and by 
inserting a tuning screw there to transform to the point Q where Z = Zq. 
If the wavelength is again assumed to decrease by 1 per cent, the imped- 
ance to the array is given by 1'. This is quite close to point 1. If this 
impedance is transformed to the screw, it falls on the point P' and 
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the input impedance to the array is then Q', which is quite close to Zo. 
Thus the array is still fairly well matched. In practice this method is 
quite successful, sometimes to the extent of doublyig or tripling the 
bandwidth. 
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Fig. 9-49. — Input impedance of overloaded resonant array. 



As an example of the performance of resonant arrays one antenna of 
this type will be discussed in detail.' Figure 9-50 shows an axially sym- 
metrical array for transverse polarization designed for the 3-cm band. 




Fig. 9-50. — An axially symmetrical array for transverse polarization. 



The elements consist of the axially symmetrical units of slot radiators 
shown in Fig, 9-30. The line is a circular waveguide having an outer 
diameter of li in. and supporting the TM oi-mode. It is fed by the con- 
verter shown in Fig. 9-33. The distance from slot to slot along the axis 
of the guide is X„/2. Phase reversal of the slots is achieved by putting 

> H. .1. Riblet, "Horizontally Polarized Non-directional Antennas," RL Report 
:;o. 489, Apr. 22, 1944. 
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Wavelength, cm. 

Fig. 9-51. — Frequency sensitivity of axially symmetrical transversely polarized array. 
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Receiving - 
antenna 



Transmitting — - 
antenna 



the exciting screws on one side of a given slot and on the opposite side 
of the next slot. Between each bay of slots there is shown another set 
of screws. It was found that an array without these screws was exces- 
sively frequency-sensitive. The screws partially cancel the reflected 
waves from each bay of slots and hence increase the bandwidth of the 
array. The input VSWR to this 
array is shown in Figs. 9-51 and 
9-52 shows the meridional pattern. 
The beamwidth is about 4.5°; the 
theoretical width calculated from 
Eq. (14) with s = .870X is 4.9°. 
The first side lobes are about 4^ per 
cent, a value expected for uniform 
illumination. The asymmetry in the 
pattern is due to spurious reflections 
from objects surrounding the pat- 
tern-measuring equipment. 

9-21. Beacon Antenna Systems. 
In beacon systems the responder 
(receiver) and tran.sponder (trans- 
mitter) are ordinarily on two differ- 
ent frequencies. This necessitates 
two different antennas, one for trans- 
mitting and one for receiving, 
These two antennas must be so 
arranged that there is no "cross- 
talk" between them; i.e., very httle 
energy from the transmitter is pick- 
ed up directh' by the receiver. 
Actually a little is always picked 
up, but in satisfactory antennas it 
is at least 40 db down. 

The ordinary Avay of arranging a transmitter and receiver is to place 
one directly above and on the same axis as the other. The major prob- 
lem is then to feed the upper antenna. This has been solved in two 
different ways. First, an external feed line can be used. Such an arrange- 
ment is shown in Fig. 9-53. The transmitter and receiver of this beacon 
antenna are resonant arrays of slot-type axially symmetrical radiators. 
The external feed naturally has an effect on the azimuth pattern of the 
bottom antenna. This effect is relatively small and not intolerable. 
It usually takes the form of superimposing a series of sharp maxima and 
minima on (he ordinary azimuth pattei'n. 

For some uses, particularly for airborne beacons, an external feed is 
so bulky and clumsy that an alternati^•e design is used. It is applicable 




Fig. 9'63.- 



Waveguide 



-Beacon antenna with an exter- 
nal feed line. 



328 



LINEAR-ARRAY ANTENNAS AND FEEDS [Sec. 9-22 



only when the antennas are built on coaxial line. In this design the 
inner conductor for the bottom antenna is made hollow and another 
conductor runs inside it, forming a coaxial feed line for the upper antenna. 
This "inner" inner conductor is then tapered to normal size as it enters 
the upper antenna. 

Such double antenna systems have been built at both 3 and 10 cm, 
and almost all the coaxially-fed axially symmetrical radiators previously 
discussed have been used. Figure 9-54 shows such an antenna for 3 




FiQ. 9-54. — Double antenna system, X — 3 cm. 



cm.^ The elements are axially symmetrical radiators consisting of slots 
on a coaxia! line having a 1 in. 01). The rectangular waveguides, ^4 and 
B feed the coaxial lines for the top and bottom antennas respectively. 
C is the hollow tube that serves as inner conductor for the bottom antenna 
and as the outer conductor for the coaxial line feeding the upper antenna. 
D is the inner conductor of the latter coaxial hne. E is a tapered section 
of coaxial line. 

9-22. Nonresonant Arrays. — The nonresonant broadside array may 
consist of a number of elements spaced a little more or a little less than 

X(,/2 apart. Consequently the beam is not normal to the array but at an 
angle given by Eq. (23). This may be a disadvantage in some applica- 
tions. The advantage of this type of array is that its impedance match 
is generally good. Because the elements are not \g/2 apart, reflections 
from later elements tend to cancel reflections from earlier ones so that the 
array remains matched over a much wider band than the resonant array 
of the same length. 

Although the nonresonant array eliminates the matching problem 
inherent in the resonant array, it presents an illumination problem that 
the resonant array does not have. The elements of the nonresonant 
array are not equally excited as in the resonant array; Ies.s power reaches 
the later elements; and if the elements are all alike, an exponential illu- 
mination results. Such illumination is undesirable because it reduces 

' L. J. Eyges, "Omnidirectional Antennas for BUPX," KL Report No. 996, Jan. 17, 
1946. 
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the gain. There are a number of ways to control the illumination and in 
particular to make the last elements radiate as much as the first. One 
method is to vary the elements themselves so that the first elements take 
out small fractions of the power incident on them while the later ele- 
ments couple out larger and larger fractions. Thus if the elements are 
dipoles, successive dipoles can have deeper probes; if they are inclined 
slots on the narrow side of the guide, the inclination can be increased 
with distance along the array. Another useful and advantageous 
method permits the elements to be all identical. This consists in taper- 




Fia. 9-S5. — Transversely polarized array of waveguide radiators. 



ing the guide in its narrow dimension so that it is smaller toward the end 
of the array. If there were no radiating elements, this would mean that 
the energy density would become larger toward the end of the array 
because a given amount of energy would be flowing through a smaller and 
smaller area. When there are radiating elements, the taper can be made 
to compensate for the loss of energy, thus maintaining a constant energy 
density in the guide. 

In such an array there must be no appreciable wave reflected from 
the end. If the original wave radiates a beam at an angle 6 to the normal, 
the reflected wave will radiate an undesirable lobe at an angle — 6. To 
avoid this lobe the array is usually terminated in a matched load. This 
may be a dissipative load, and ordinarily arrays are designed so that about 
5 per cent of the total power gets beyond the last element and is dissi- 
pated as heat. To avoid this waste of power, a matched load can be 
made of one of the radiators backed by a short circuit and matched with 
an iris. With this on the end of the array there is no reflected wave and 
all the energy is radiated. 

Shown in Fig. 9-55 is a section of a nonresonant array, built for the 
1-cm region. The elements are the transversely polarized waveguide 
radiators shown in Fig. 9-256. The wall of the guide in which they are 
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cut is a quarter wavelength thick. The elements are spaced nearly 

apart; and for phase reversal, alternate elements are staggered with 
respect to the center line. The whole array feeds into parallel plates that 
flare out to the proper size for beam shaping in the other plane. The 
guide is tapered for uniform illumination. The coupling formula for the 
fraction of incident power abstracted by each element' is 




Fig. 9-56. — Geometrical parameters in Eq. (70). 
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(70) 



where P/Po is the average fraction of power abstracted per radiator and 
X„, Xj, and Xo are respectively the guide wavelengths in the main guide, 
the branching guide, and the parallel plates. The geometrical parameters 
are defined in Fig. 9-56. The physical length I of the branching guides 
must be chosen so that its effective electrical length is Xj/4. An approxi- 
mate formula for I is 



7 — 
' ~ 4 



Equation (70) has not been checked directly, but arrays based on it 
have been built, and their performance was almost that expected. 

Another type of nonresonant array has been designed that has a 
normal or closely normal beam, like the resonant array, but is much more 
broadband in impedance. Like the resonant array it has its element 
spaced at half-wavelength intervals. In order that the array be matched, 

•For a derivation of this formula see W. Sichak and E. M. Purcell, "Cosec' 
Antennas with a Line Source and Shaped Cylindrical Reflector," RL Report No. 624, 
Nov. 3, 1944, pp. 7-13. 
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each element is matched to the guide; i.e., it is nonreflecting when termi- 
nated in the characteristic impedance of the guide. 

There are a number of different ways to realize such a matched ele- 
ment. One obvious method is to match each element individually by a 
tuning screw or iris in front of it. This is always theoretically possible, 
but in practice it may be difficult; because the transmission-line equations 
are not valid close to the radiating elements, it is not always easy to find the 
proper size and position of the iris or screw to match the elements. This 
difficulty is avoided by the use of inclined displaced slots. It is possible 
to choose the length, displacement, and inclination of these slots so that 
they present an input conductance of unity, shunted by a susceptance. 
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Fig. 9-57. — Section of nonresonant array with spacing (Xb/2)(X = 1.25 cm). 

A tuning screw placed at the center of the slot will match it. Another 
type of element that is matched without tuning screws or irises has been 
built for the 1-cm band. It combines features of the waveguide radiators 
and inclined displaced slots in that it consists of asymmetrical inclined 
slots cut through the quarter-wavelength thickness of the broad wall of 
the waveguide. Successive slots are set on opposite sides of the center 
of the guide, and succeeding slots run together. The exact dimensions 
of these slots had to be determined experimentally. Figure 9-67 shows 
a sketch of these slots.' 

It is obvious that an element which has an input impedance of Zo 
when terminated in Zo cannot be either a simple series or a simple shunt 
element; it must be represented by some T- or Il-network. Thus the 
waveguide is equivalent to a line loaded with T- or U-networks, and (see 
Sec. 9-17) there is attenuation in such a Hne. For uniform illumination 
some device must be used to enable the later elements to abstract as 
much power as the first. This can be done by increasing the coupling 
of later elements or by tapering the guide. 

9-23. Broadband Systems with Normal Beams. — The various arrays 
we have discussed thus far have one feature in common : The direction of 
the beam is a function of frequency. Whether the beam is normal for 
the design frequency as in the resonant and second type of nonresonant 
arrays or is not normal as in the first type of nonresonant array, the beam 

' J. Steinbcrgcr and F.. B. rhisholra, "Linear Array," RL Report No. 771, Jan 31, 
1946. 
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angle shifts when the frequency changes. This feature is disadvantageous 
for many applications. This section treats systems of arrays that have 
the two properties of constant beam angle and broadband impedance 
match. 

The one feature common to all the array systems discussed in this 
section that causes the beam to remain normal over a band is that they 
are excited in the center. Such a system can be considered as two end- 
fed component arrays. These two arrays are arranged so that at the 
design frequency their component patterns add up exactly to give a result- 
ant normal pattern. When the frequency changes, the beams from the 
individual arrays move in opposite directions; the resultant beam is 
still normal to the array. Of course, the resultant beam broadens some- 
what and, if the frequency changes excessively, begins to split, but it 
remains normal to the array system. Three different arrays of this type 
have been built; the differences among them lie in the methods of obtain- 
ing a broadband impedance match. 

One consists of two nonresonant arrays each with a beam at an angle 
B to the array.' The two arrays are arranged in a V of angle 180° — 26, 
and the power is applied at the vertex of the V. Generally a parallel- 
plate waveguide is placed in front of the array to give a satisfactory pat- 
tern in the other plane. The impedance properties of such an array are 
very similar to those for a single nonresonant array, and it remains 
matched over a broad frequency band. The main disadvantage of this 
array is that it is not linear. The V-shape and the flaps on the parallel- 
plate section make it clumsy and heavy. 

The disadvantages of size and weight are eliminated in the second 
example of broadband array with a normal beam. This array consists 
also of two component arrays excited in the center, but these are of the 
second type of nonresonant array.'' Since the beam of each component 
array is normal to it, the two arrays can be placed in a straight line. 
Thus, the major disadvantage of the clumsiness of the V-shape is over- 
come, but there is a ne\ir disadvantage in that the component arrays are 
more complicated. 

The third example of array, like the other two, consists of two com- 
ponents excited in the center. In this array, each component is a 
resonant array.' The broadband impedance match is obtained by dis- 
placing one array with respect to the other until the reflections from the 
components cancel each other. Such a system is illustrated in Fig. 9-58 
and is made of two arrays, I and II, with identical spacing and phasing; 

' J. R. Risser et al., "Linear Array for Use in the AN/APS-23 Antenna," RL Report 
No. 973, Mar. 19, 1946, pp. 1-7. 

^ J. Steinberger and E. B. Chisholm, "Linear Array," RL Report No. 771, Jan. 31, 
1946. 

" Risser et at., op. cii., pp. 7-13. 
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but array I is placed a distance A ahead of the other, and the distance x 
to the first element of array I is different from d, the corresponding 
distance for array II. There are two requirements for a satisfactory 
pattern and a broadband impedance match. First, for complete can- 
cellation of the reflected waves at any point P in the main guide, the length 
from P to the first element of array I must be X„/4 longer than the cor- 
responding distance for array II; then the reflected waves from the two 
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Fig. 9-58. — Schematic of broadhaiid normal-firing resonant array system. 

arrays will be just a half wavelength out of phase and will cancel. The 
condition for this X,/4 path difference is 



X - d + A ^^ 



(71) 



For a satisfactory radiation pattern there is another condition. The line 
AB must be a line of constant phase. For generality suppose that array 
II feeds into some sort of parallel-plate system in which the wavelength 
X' is not necessarily the free-space wavelength. The condition for equi- 
phase along AB is then 



x + A ^ _j_ A 



(72) 



A simultaneous solution of Eqs. (71) and (72) is A = X'/4 and 

X — d 

If X' = X,, then x = d. 
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CHAPTER 10 



WAVEGUIDE AND HORN FEEDS 

By J. R. RissEH 

10-1. Radiation from Waveguide of Arbitrary Cross Section. — The 
problem of radiation from the open end of a waveguide could be dis- 
cussed in principle from several points of view. Rigorously, the radiation 
can be considered to arise from the current distribution on the inside 
walls of the guide, which is just the current distribution associated with 
the fields propagated in the interior of the guide, together with the cur- 
rents flowing from the open end out upon the exterior guide surface. 
Were it not for difficulties in the analysis, this current distribution and the 
radiation field at an external point could be calculated. This has, how- 
ever, not yet been accomplished. On the other hand, the approximate 
methods of diffraction theory developed in Sees. 511 and 5-12 have been 
applied to the problem with some degree of success.' The guide opening 
is presumed to act like a hole or aperture in an infinite screen, the trans- 
verse fields in the aperture being assumed to be identical with those in a 
parallel cross section inside the suido. The vector IIuvKcns principle is 
applied to obtain the radiation field from the aperture field distribution 
as discussed in Sees. 5-11 and 5-12. 

In all important practical cases the guide allows propagation of only 
one mode, called the dominant mode. Over a cross section inside the 
guide sufficiently far from the aperture, any component of the field is 
the vector sum of the components associated with incident and reflected 
waves of the dominant mode. In the aperture, however, additional 
higher-mode fields exist locally, excited by the discontinuity in the guide. 
It is not possible to determine the details of the higher-mode field distri- 
bution empirically; they can be obtained only from a rigorous solution of 
the boundary problem. The contribution of the higher-mode fields are 
neglected in the approximate diffraction theory used in this chapter. 
This is one source of inaccuracy in the method. 

The effects of the reflected dominant mode wave can, however, be 
taken into arcoimt. They are expressible in terms of a reflection coeffi- 
cient r which can be determined empirically by standing-wave measure- 
ments in the guide. The reflection coefficient T is the ratio {Ei)r/(Ei)i 
of the transverse components of the reflected and incident electric field 

'L. J. Chu, "Calculation of the Radiation Properties oi Hollow Pipes and Horns," 
Jour. Applied Phys., 11, 603-610 (1940). 

334 



Sec. 101] WAVECrinE OF ARBITRARY CROSS SECTION 



335 



vectors; it varies in phase but not in magnitude along the guide. When 
extrapolated to the plane of the aperture, F can be interpreted in terms of 
an equivalent circuit admittance j) for the aperture by the relation 

the admittance i? is normalized to the characteristic wave admittance of 
the guide. The characteristics of -q and F will be discussed later (Sec. 
10-11). It is assumed here that V is a known quantity. The total trans- 
verse electric field E( of the dominant mode in the aperture is then given 
by 

E, = (I + r)(E,)i, (2) 

where (E,)i is the transverse electric field of the incident dominant-mode 
wave. The trans\ eiso magnetic field Hi can be obtained from E( using 
Eqs. (7-33<>) and (7-33c) : 



(HOi = t[i. X (E<)d, 
(H,)r = -^i^x (E,),], 

where 

< = ^ for r^-modes 



(3) 



to/x 



for 7'71/-modes. 



Therefore Hi can be written 

H, = t(l - F)[i,x (E,)i] 

The relation between the electric and magnetic fields over the aperture 
is thus of the form of Eq. (5- 104) with the constant a = 1(1 — Y)/(l + F). 
It should be kept in mind that the value of F is not altered by the inser- 
tion of a matching transformer in the guide because the reflected wave 
still exists in the region between the transformer and the aperture. 

To calculate the radiation field at a point P outside the pipe, we sur- 
rovind P by a closed surface containing the aperture. This surface con- 
sists of the aperture, the exterior surfac^o of the guide and the sphere at 
infinity. The vector Huygens principle is applied to this surface. As 
in other diffraction problems the sphere at infinity coutribiites nothing. 
Over the exterior surface of the guide the electric field is necessarily normal 
to the s>irface, and therefore E, is zero. There is, however, a tangential 
component of the magnetic field associated with currents originating at 
the aperture. As in the case of the higher modes in the aperture, inability 
to solve the boimdary problem at the end of the waveguide means that 
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these currents are unknown, and Hj is assumed to be zero on the guide 
surface. This is a second source of error in the method. 

The effect of neglecting the higher-mode fields in the aperture and the 
tangential component of the magnetic field on the outside surface of the 
guide depends on the dimensions of the aperture as measured in wave- 
lengths. It is reasonable to assume that both factors contribute a smaller 
fraction of the total radiation field as the aperture dimensions increase. 
It is, in fact, the case that the calculated radiation field is in increasingly 
better agreement with experiment as the aperture dimensions increase, 
so that the hmitations of the theory are apparent principally for small 
apertures. Unfortunately the dimensions of waveguide actually used are 
fractions of a wavelength. A more rigorous treatment of the problem 
would be desirable. 

By neglecting the higher modes and the current distribution over the 
exterior surface of the waveguide, the problem is reduced to a simple 
aperture problem. The radiation field is calculated by means of Eqs. 

(5- 110) and (5- 1 lOo) . The trans- 
verse electric field appearing in 
the latter is replaced in the pres- 
ent case by the resultant electric 
field Et of the dominant mode over 
the aperture. The latter, in turn, 
is expressed in terms of the inci- 
dent electric field by means of Eq. 
(2). 

The coordinate system is 
shown in Fig. 101. Rectangular 
coordinates {x,y) are used in the aperture, taken to be the plane 2 = 0, 
and spherical coordinates R, 6 and <p are used to locate the point P. From 
Eqs. (5-lllo) and (5-1116) the components of Ep become 

Es = Q, 




y 

FiQ. lO'l. — Coordinate system used in dis- 
cussing radiation from open waveguide. 



where N is the vector 



(5) 



(A''x sin ip — Ny cos <^) 



J A 

= (1 4- r) j (EOie'*''""'""*"^""*"^*' dS. 



(6) 



10'2. Radiation from Circular Waveguide. — The radiation vector 
N of Eq. (6) can be computed for waveguide of circular cross section using 
the expression for the transverse field vector of the dominant mode given 
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in Sec. 7-13. In computing N it is convenient to express (E,)i, the 
incident wave field in the aperture, in rectangular coinponents. 

Case 1. TE-wcves. — In this case the rectangular components of (E(),- 
are' 



E. = [J„-,(<f»„p) sin im-l)4' + J„+,(<c„„p) sin (m + 1 

Ey = [ym_it,K„„p) cos (m - 1)4/ - J„+i(k„„p) cos (m + 1)^]. 



(7) 



Writing x = p cos yf/, y = p sin ^, the expressions to be evaluated become 



jup-K^Jl + T) 



"2ir 



^ , J ^ , <*->f> [/„_! (-c„„p) sin (m - 1 )^ 



jW^mnCl + r) 



' 0 y 0 



a /•2 



+ J„,+i(/<m„p) sin (to + l)^]-pdf dp; 



(8) 



(9) 



= ■ ^'"^■"""^^^ ' ' e'*'''"»-<*-*)[J„_i(w) cos (m- 1)^1 

- Jm+i(iim«p) COS (m + l)i;']p#dp. 
These are evaluated Avith the help of the Bessel-Fourier series 

e>x,c„(*-*) = j^(^xp) + ^ 2j''J„{\p) cos ni<i> - ^) 

n-.l 

and the Lommel integral formula 

xJniax)J„(0x) dx = ^ ^J„{ax) ^ J„(0x) - JnOSa;) ~ Jn{aX 

(10) 

Using these together with the recurrence relations and recalling that 
J'mi.'^mna) = 0, the field components are obtained as follows: 



' ^ 2R 



1 + ~ cos 9 + r ^1 - ^ cos ej^ 



J , , Jm{ka sin e . 
sm 0 



Jm{K,„„a)J'„{ka sin B) 

cos m<t> € 



1 



/ A- sin eV 



* The following recurrence relations are needed for this section: 
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Case 2. TM-waves. — Following the same procedure as above, the 
integrals to be evaluated are found to be the same. Specifically the 
integrals in the two cases are related as follows : 



{Ny)TM = —{Ny)TE. 



(12) 



(13) 



It will be recalled that the characteristic values of k„„ for TJlZ-waves are 
obtained from the roots of J„(K„na) = 0. On evaluating the field com- 
ponents, it is found that due to this condition, is zero and there is but 
one component: 

= -^-"^^ 2re-« [x + « + r - cos e)] 

J„Xka sin d)Jl,(K^„a) 

/ \2 ^ • 

\k sin ej 

The J'£'ii-mode which has the lowest cutoff frequency is the one most 
commonly used in circular-guide antenna feeds. The remainder of the 

discussion will be confined to this mode. On setting m = I into Eq. (7) 
it can be seen that the electric field over the aperture is symmetrical with 
respect to the 2/2-plane, which is thus the Z?-plane of the system. Figure 
10-2 taken from Chu's paper shows the calculated E- and //-plane pat- 
terns as a function of aperture. The effect of the reflected wave in the 
pipe on the aperture distribution has been neglected' (i.e., V has been set 
equal to zero) in computing these patterns. Figure 10-3 shows a com- 
parison between an observed pattern and the corresponding theoretical 
pattern. The agreement is quite good considering the factors neglected 
in the theory. 

There are various measures of the sharpness of the beam. One cri- 
terion that has been used in the literature is the angle from zero to zero 
including the main beam. In the £-plane (<#> = x/2), Et is zero when 
ka sin 6 = 3.83. The beam angles in the E- and //-planes are then 



„ . _i/3.83X\ 



2 sin" 



/ 5.33X \ 



(14) 



The beam is thus sharper in the E-plnne than in the //-plane. Equation 
(14) is, of course, meaningless for the £'-plane when 2o/X < 1.22 and for 
' This is a good approximation for circular guide. For standard Radiation Labora- 
tory waveguide (2a = 0.75X) r is found to be small. 
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the ff-plane when 2a/X < 1.7. From a practical standpoint, more useful 
measures of the beam sharpness are the full angular widths between half- 
power points and tenth-power points. For values of X/a < 1, the half- 
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Fig. 10'3. — Theoretical and observed radiation patterns from waveguide of circular cross 
section; A = 3.2 cm. (a) £-plane; (b) H-plane. 

power and tenth-power widths in the principal planes are given in degrees 
by 



0^ = 14.7°-; 0« = 18.6°^; 



(15) 



Another characteristic of interest is the gain relative to an isotropic 
source. It is given by 

P(0,0) 



(? = 4,; 



Pi 



where Pt is the total power radiated and P(0,0) is the maximum power 
radiated per unit solid angle, which is in the direction B = <t> = 0. This 
power is 

P(0,o) = ^ k^aw 1 + f + r (i - 0[ ^!(«n«)- (16) 
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To find the total power radiated, the Poynting vector \ Re (Ei x H*) is 
integrated over the aperture. This is evaluated as follows: 



inserting the values of Ex and Ey from Eq, (7), we have for the T'^n-mode, 



— 2J o(iiiip)J 2{kup) cos 2^]p d'l/ dp 
= ^ / MoUiiP) + JjlxiiPjJp ap. 

The last iutesral is evaluated by means of a Lommel formula' resulting in 

Pt - g [Jl{Kna) + J\{Kna) + Ji(Kiia) 

— J l{Kua)J 3(<£llffl)]. 

Making use of the recurrence relations and the boundary condition 
J'i(itna) = 0, Ave obtain finally 

P. = '"'^ Wua^ - l)J!(.ua). (17) 



The gain is, therefore, 



G = 



4.775/3(1 - |r|2) ' 

where the value of kuO = 1.841 has been inserted. For the region far 
enough away from cutoff, T » 0, /3/A; « 1, the gain is approximately 

10.5 (^''"^ ofaperture ^ ^^^^ 

10-3. Radiation from Kectangular Guide.- — The tangential field com- 
ponents of the dominant mode in the aperture of rectangular guide are 
obtained from Eq. (7-74) or (7-79) by placing z equal to zero. Then, 
in the same manner as for circular guide, the radiation vector N is calcu- 
lated from Eq. (6). 

' G. N. Watson, Bessel Functions, 2d ed., Macmillan, Xew York, 1945, p. 135, 
Eq. (11). 

'I.. J. Chu, Jonr. Applied Phi//;., 11, 603-610 (1040). 
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Case 1. TE-modes. — The components Nx and Ny are 

sin V;^ e^-^'--* dy = ^V-^Md +r)fc8inecos» 



X 



J sin cos 

Sin' B cos' ^ 



sin' sin' <^ ^ 



AT, 



.?mr(i)M(l + r) . (mirx\ .. . . . , 

= —7 S — ■ I sin ( I e'*"""''«»*cte 

"La jo \ a / 



mVWCl + sin 19 sin <^ 



]^ gj(fco sin 5 COS ^-f-mir) 

A;' sin' 0 cos' ; 



fc' sin^ d sin' 



The electric-field components of the radiation field are then 

/mV^ (JTQ?;) 2 sin ef, , /3„.„ ^N" 

[('^sin«y-('f cos*)]*™.(9»,| 
„ _ _ / ^iV^ (irab)' sin g sin <f) cos 4> 

[cos e + ^ + r ^cos e - *„n(e,<^.)/ 



(20) 



— sin 0 cos 1 ~2" / 
|-sin<>cos«j -\^-2-j 



Sin ( Y sm 6 sm4>-\- 



) 



— ^ sin ff(a cos «^-t-6sin 0) — (»»+n+l)^J j 



Case 2. TM-modes.- — The components Nx and Ny are related to those 
of the Tfi-modes by 



As in the case of the rM-modes in a circular guide, the radiation field is 
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found to have only one component: 
1 + ^ cos 9 



cos e^j *m„(e,<^), 



(21) 



while = 0. 

The Tfi-mode, m = 1, n = 0, is of special interest. In this case the 
radiation field reduces to 



2VR 



/3i 



cos e + r(i 



/iro . „ \ 
1 1 — sm 6 cos <t> I 

sine cos .^y - (^^y 



sm i -~ sm 6 sin <^ I 
I Y sin 0 sin <;> j 

— y^ifl — ^sin flCa cos 0+6sm 0) J 



(22) 



— sm 0 COS 0 1 



lysine cos 



n I — sm 6 Bin <j> j 

irb . . . 

— sin 0 sin <t> 

A 

— ^sin 0(acoa 0 +6sin 0) J 



where kio has been replaced by -ir/a. The phase factor 



kit 



6 {a cos (i> + 6 sin <t>) 



can be simpliliod. It will be recalled that in deriving the field expressions 
the origin was taken at a corner of the guide. It is easily found that if 
the origin is shifted to the center of the aperture, the phase factor trans- 
forms into It now being measured from the new origin. In the case 
of large a])orturcs T ~ 0, so that tlio space factor is, therefore, real and 
the guide is a directive point-source feed, the center of feed being the 
center of the a])erture. In small apertures where T is complex, there is no 
exact center of feed; the guide is only approximately a point source from 
the point of view of the e(iuiphaso surfaces of the radiation pattern. 

The electric field over the a|)erture is polarized in the F-direction 
so that the //c-i)lanc is tlic A'-jilanp of the system while the :r«-plane is 
the //-plane. The patterns in those two principal planes are 



344 



WAVEGUIDE AND HORN FEEDS 



[Sec. 10-2 



a. E-plane, <t> = ir/2 



/ \-) sin sin 9) 



X 



b. J/-plane, 0 = 0 

A; 



— ' r 7 T- — 



/ira . A 

+ r(^cos9-^°j {,, 6-.*'. (236) 



)2 _,J ' 

-J 



It is observed that the predominant factors in the patterns 

. /irb . A /7r6 . . , /to . A /r/7ra . Y 't^] 

Bin ( Y sin 9 I / Y sin 9 and cos ( — sm 9 1 / I ^ sin 9 I — ^ 

are determined by the dimensions of the apertures in the respective planes. 
It will be further observed that the £-plane pattern is essentially the pat- 
tern due to uniformly illuminated slit of width b. The pattern in the 
ff -plane is essentially that due to a slit of width a over which the illumina- 
tion is distributed sinusoidally as it is across the guide in the x-direction. 
This is illustrative of a fairly general characteristic that the patterns in 
the two principal planes are independent and are determined by the 
aperture dimension and the distribution of illumination across the aper- 
ture in the respective planes. The angular distances between the first 
zeros on either side of the peak are given by 



dE = 2 sin-' 

0 

= 2 sin-i ^■ 
2a 



(24) 



Figure 10-4 is a plot of E-p\a,ne and H-pl&ne patterns of 3.2-cm wave- 
guide calculated from Eqs. (23a) and (23b), together with experimentally 
observed values. Since the guide dimensions are appreciably smaller 
than a wavelength (a/X = 0.71; b/\ = 0.32), agreement would not be 
expected to be particularly good in view of the approximations in the 
theory. Better agreement would be expected with larger aperture 
dimensions, although from a practical standpoint limitations on size of 
aperture are imposed by the necessity of suppressing higher modes. 
The predictions of Eqs. (23a) and (23t) for large apertures are, hewever. 
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of interest as a convenient means of predicting the radiation patterns of 
sectoral horns, with small flare angles. Figure 10-5 is a graph of the 
3- and 10-db-widths of the E- and i/-plane patterns as a function of the 
respective aperture dimensions. In computing the latter, T was taken 
equal to zero. 
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Fig. 10-5. — Relation between the aperture dimension and the 3-db and 10-db widths of the 
radiation pattern of rectangular waveguide; £-plane; H-plane. 

Finally the gain relative to an isotropic point source can be-calculated. 
The power radiated per unit solid angle in the peak direction, 9 = ^ = 0, 

P(0,o, = 2(j)"(S!)'|i+?i-' + r(i-^) 

The total power radiated is obtained as in the case of circular guide by 
integrating the Poynting vector -j Re (E( x Hf ) over the aperture. This 
integration is easy to carry through in the present case. We obtain 

(1 - |r|')(OMo'b|3io 



p, = 



(25) 
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The gain is, therefore, 





For large apertures, /3/fc « 1, T « 0, the gain is approximately 
n ~ M\o( ^^^'^ ^hc aperture^ 




(27) 



10-4. Waveguide Antenna Feeds. — Waveguide can be used satis- 
factorily as an antenna feed, but only for very restricted applications. 
It will be shown in a later chapter that the power radiated by the feed 
should be down approximately 10 db in the direction of the reflector 
edge (c/. Chap. 12). This requirement determines the reflector shape 
that can be used efficiently with waveguide feeds. For rectangular wave- 
guide with h/\ = 0.32 and a/X = 0.71, the reflector aperture should 
subtend an angle at the feed of approximately 180° in the electric plane 
and 120° in the magnetic plane (see Fig. 10-4). For circular waveguide 
with 2a /X = 0.75, these angles should be approximately 150° for the 
electric plane and 140° for the magnetic plane. While these figures are 
necessarily approximate liecausc the 10-db specification has some arbi- 
trariness, refiectors of marlvcdly different shape cannot bo used without 
sacrifice in gain or side lobes. In general, the reflector dimensions are 
determined by the application, and the feed aperture dimensions must be 
selected accordingly. Flaring the terminal region of the guide to form 
a simple rectangular or conical horn and placing beam-shaping obstacles 
in the aperture of the feed constitute the usual solutions to the problem. 

Circular waveguide has found a more restricted application than rec- 
tangular guide as an antenna feed; in fact its use has been confined to 
conically scanning antennas. Since long lengths of circular guide are 
found unsatisfactory, a circular-guide feed is generally excited from rec- 
tangular guide through an intermediate tapered section. The feature 
of circular guide that makes it suitable for conically scanning antennas is 
that the terminal section can bo rotated without distortion of the mode 
of propagation or rotation of the polarization of the radiated beam. If 
a circular-guide feed is placed a small distance from the axis of a para- 
boloidal reflector and is rotated about this axis, the peak of the beam from 
the paraboloid will describe a cone whose axis coincides with the para- 
boloid axis. The direction of polarization remains fixed in the course of 
the rotation. The greatest care must be taken not to deform the guide 
in bending, because deformations act as transformers converting plane to 
elliptical polarization. 

A number of structures have been developed to enable waveguide to 
be used in rear feed systems. A "rear feed" is one that enters the para- 
boloid at or near the vertex from behind and provides a means of deflect- 
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^Ring source of radiation 




Kiu. 10 0.- -Circular waveguide and re- 
flerting disk showini; position of rinK source 
of radiation. 



ing the direction of propagation of the radiation so as to illuminate the 
uaraboloid. With circular guide this is done by a reflecting disk (Fig. 

10-6). However, a study of the 
equiphase surfaces shows that 
such a feed does not have a point 
center of feed but behaves rather 
like a ring source. It is, there- 
fore, not suited for use with a re- 
flector having a point focus. 

In the case of rectangular 
guide, a rear feed system can be 
obtained by making a U-shaped 
bend in the guide; this is feasible 
at short wavelengths where bend- 
ing the guide is mechanically feas- 
ible and the added weight and feed 
shadow are not important factors. 
When a more compact rear feed on 
rectangular guide was needed, 
modifications such as the two- and four-dipole feeds (Sees. S-IO and 8-11) 
or the double-slot feed were been used. The latter feed will be described 
in the next section. 

10-6- The Double-slot Feed. — 
One form of this type of feed is 
shown in Fig. 10-7. Essentially = 
the waveguide splits into two 
waveguide-like branches which 
turn back and have their open 
ends directed toward the parabo- 
loid. One opening is above and 
the other is below the input wave- 
guide, which is tapered to less than 
normal height to decrease the 
separation of the slots and con- 
secjuently the directivity of the 
feed in the electric plane. As 
shown in the figure, the two 
branch paths are contained in a 
compact cylindrical head designed 





Fig. 10-7. 



Section AA 

— A double-slot feed. 



for ease of manufacture. Each 

branch consists of half the cyhndrical cavity C and the waveguide-like slot 
S. The slots are pressurized by mica windows. The dimensions of the 
feed were worked out empirically to obtain good match and pattern over a 
6 per cent band (AX/Xo = ±3 per cent) centered at 3.2 cm. Over this 
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band the VSWR is less than 1.3. The pattern is somewhat narrower in 
the electric plane than in the magnetic plane. This feed is useful where 
a compact straight rear feed is needed. 

lO-B. Electromagnetic Horns. — It appears at first sight that a radia- 
tion pattern of any desired directivity can be obtained from a waveguide 
by a suitable choice of its dimensions. However, if the dimensions are 
sufficiently large to allow free propagation of more than one mode, the 
serious problem of controlling the modes arises. It is difficult to excite 
a large-sized waveguide so that only a single mode is generated; if several 
modes are present, their relative phases at the aperture and hence the 
resultant field over the latter are a function of the length of the guide. 
The required large aperture with a single-mode-field excitation can be 
achieved by a gradual transition produced by flaring the terminal section 
of the waveguide to form an electromagnetic horn. Of course, a number 
of modes are excited in the throat of the horn at the junction between the 
latter and the waveguide. However, the throat serves as a filter device, 
allowing only a single mode to be propagated freely to the aperture. 
Each mode in the horn can be set into correspondence with a mode in 
the waveguide into which it passes as the flare angle of the horn is reduced 
to zero. The horn will not support free propagation of a particular mode 
until roughly the transverse dimensions of the horn exceed those of a 
waveguide which would support the given mode. Thus, unless the flare 
angle is too large, all but the dominant mode will be attenuated to a 
negligible amplitude in the throat region before free propagation in the 
horn space is possible. 

The discussion in the following sections will be restricted to horns 
that are derived from a rectangular waveguide. Comparatively little is 
known about conical horns' derived from a circular waveguide, and they 
have found comparatively few applications in microwave antennas. 
Rectangular horns are treated in considerable detail in the literature.^ 
The reader is referred to the original papers for a complete treatment of 
the modes in a rectangular horn and the analysis of the filter properties 
of the throat. If the horn is to serve as the terminal antenna element, 
there exist optimum relations bet^\ een the horn length and flare angle 
for achieving maximum directivity ; these relations are given in the sources 
referred to previously. Horns are used in microwave antennas primarily 
as a feed to illuminate a reflector or lens. In this case the important 
design considerations are the impedance characteristics and the efficient 

'G, r; Soutlnvorth and .\. \\ King, Proc. IRE, 27, 95 (1939); A. P. King, Bell 
Lalmratonex liecont, 18, 247 (1940). 

' \y. I.. Harrow and I,. .J. Chu, Proc. IKE, 27, 51 (1939); W. L. Barrow and F. D. 
Li'ttis, I'rnc. IRE. 27, 41 0939)! L. .J. Chu and \V. L. Harrow, Trans. AIEE, 68, 333 
(1939). The dasiprn data arr summarized hy F. K. Terman, Radio Engineers' Hand- 
hook, McGraw-Hill, Xcw ^'ork, 1943, pp. 824-8.37. 
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illumination of the optical system rather than maximum gain from the 
horn. Only the material not readily available in the literature will be 
presented in the following sections, with attention being centered on the 
microwave design problems. 

Various types of horns are illustrated in Fig. 10-8. The horns shown 



in Fig. 10-8o and h are known as sectoral horns; 

plane only. 



they are flared in one 
The fields in the sec- 
toral horns consist of cylindrical 
waves the axes of which coincide with 
the line of intersection of the planes 
containing the flared sides. The 
compound horn (Fig. 10-8c), allows 
variation of both aperture dimen- 
sions. An alternative procedure to 
that shown in the figure is to flare 
both sides of the horn directly from 
the junction with the waveguide to 
form a quasi-pyramidal structure. 
From the point of view of the im- 
pedance characteristics the former 
procedure is preferable. 

10-7. Modes in E-plane Sectoral 
Horns. — The sectoral horns to be 
considered first are those in which 
the flare increases the aperture in the 
direction of the electric vector (Fig. 
]0-8o). They will be referred to as 
£J-plane sectoral horns. The sec- 
toral character of the space inside the 
flare and the cylindrical coordinate 
system {x,r,d) appropriate to this 
space can be seen in Fig. 10-9a. 
The a;-axis coincides with the line of 
intersection of the planes containing the flared sides; the planes of con- 
stant X are thus parallel to the unflared sides of the horn. The polar 
coordinates r and 6 locate points in these planes. The unflared sides of 
the homs are in the planes x = ± a/2. Propagation in the flare is along 
the radius vector, the wavefronts being coaxial cylindrical surfaces of 
constant r. The portion of the flare included between any two of these 
surfaces can be thought of as a length of sectoral guide. In particular, 
the horn flare is a section of sectoral guide whose length is (r, — ri), 
where the surfaces r = ri and r = locate the "throat" and "mouth" 
of the horn respectively. Maxwell's equations for the sectoral guide 
spare may be written 




Fig. JO-S. — Horn feed types: 
electric plane horn; (6) rnaRiictic plane 
horn; (c) compound horn. 
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Fig. lO U - -f 'oordinate system and lowest-rnode field configuration in seftoral guide. 
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where t and ;u are the inductive capacities of the medium filling the sec- 
toral guide. 

The Dominant-mode Fields. — The waveguide feeding the horn is 
assumed to support free propagation of only the 7'£'io-modo which is then 
the exciting field impressed on the horn. The lowest sectoral guide 
mode, which is the analogue of the ri?io-mode in the uniform guide, will 
predominate, all the other modes being attenuated in the region of the 
throat. This mode is characterized by vanishing of all field components 
except Es, H^, and Hx- Maps of the field lines in the cylindrical wave- 
fronts are qualitatively the same as those in the plane wavefronts of the 
uniform guide. The electric lines are arcs normal to the flared sides of 
the guide. The electric field Ej varies sinusoidally in the ^-direction, 
vanishing at the parallel walls of the guide. 

To derive expres.sions for the dominant-mode field components, the 
simplifications Er = i'l = 7/9 = 0 are introduced into Maxwell's equations 
(28a) to (28/i), which then become 



dE, dHr dH, 

ae ae ' ae ~ 


0, 


(29o) 


■ J7, dHr aHx 

jutEe = — — > 

dx ar 




(29b) 


. „ dEe 




(29c) 


juiiH, = - ^^^{rE,), 




(29d) 


ra-r^'^^'^+-a^ = 


0. 


(29e) 



Equations (29c) and (29rf) serve to express 11, and //^ in terms of the 
derivatives of E). Substituting the expressions so obtained in Eq. (296), 
the following equation is obtained for 



dr"^ r dr dx 



. ■ . + + ("Ve - ^) E, = 0. (30) 

As was pointed out previously the electric field Ee varies sinusoidally 
along the x-direetion as in the ease of the 7'A'io-mode of the uniform 
guide. We have then 



= <-os(")/(r), (31) 

where /(r) is a function of r only. The expression for Eg satisfies the 
boundary condition that Ee = 0 a.t x = +a/2. Substituting Eq. (31) 
into Eq. (30), we obtain the following dillerential etjuation for/(r): 

1 r J / 



Sec. 107] 



MODES IN E-PLANE SECTORAL HORNS 



353 



where 

/8' = fc^ - -I 

^2 = oVf- 



X 



Equation (32) is the Bessel equation of order unity in the argument 
(/3r). The solutions to the equation take a number of different forms; 
any linearly independent pair of solutions may be taken to construct the 
general solution. Denoting by Zi(/3r) any solution, we have 

Ee = cos Zii^r), (34a) 
and the corresponding components of the magnetic field are 

J^x=^|;cos(^)zo(^r). (34c) 

In obtaining Hx use is made of the recurrence relation:' 

^ [p'^Znip)] = p-Zn-iip). (35) 

The linearly independent solutions to Eq. (32) which are particularly 
suited to the present problem are the Bessel functions of the second kind — 
the Hankel functions Hi"(i3r), H[^\l3r). Ziifir) in Eqs. (34a) and (346) 
is to be taken as representing either one of the two functions; similarly 
Zo(/3r) denotes either of the Hankel functions H'o"(0r), H^^^r) of order 
zero. These solutions represent traveling waves as is evident from the 
asymptotic forms of the functions of order n for large ^r: 



It is seen that the first of these represents a wave traveling in the negative 
r direction, i.e., a wave converging on the cylinder axis r = 0, and the 
second a wave traveling in the direction of increasing r. The solutions 
correspond to e*' and e"'^' in the uniform guide. For large fir the phase 
fronts are spaced radially in the sectoral guide exactly as they are in 
the 2-direction in the uniform guide. The amplitude is proportional to 
r~*^ because the energy density associated with a traveling cylinder wave 

' G. N. Watson, Bessel Functions, 2d ed., Macraillan, New York, 1945. 
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is proportional to r~\ that is, to the reciprocal of the area of the wave- 
front. It will be noted that the wavelength of propagation = 2ir//3 
is the same as in the uniform guide. The cutoff condition for the mode 
is the same as that of the TEio-mode in the uniform guide. In fact, the 
cutoff conditions for the r£„<,-modes in the horn are all the same as for 
corresponding modes in the uniform guide; this explains the attenuation 
of the higher modes generated at the throat. For small /Sr values, the 
interpretation of //<„"(ia?-) and H'^^^{l3r) is not so simple because there are 
quadrature terms in the function that represent energy stored in the 
electromagnetic fields. These terms become more important as /3r 
becomes smaller. For numerical tables of //S,"(/3r) and //i^'CSr) for small 
{fir) the reader is referred to Watson.' 

Having selected the Hankel functions as particular solutions of Eq. 
(32), the general solution for the dominant-mode field components in the 
sectoral guide can be written down as follows: 

Ee = A cos (-"j mK^r) + aH{'K0r)]e'"' ; (37a) 

Hr = ^~ Sin (^^ [W? m + ccm' (^r)]e'- ; (376) 



0111 



(^) m>i^r) + a^^'>(/3r)]e'"', (37c) 



where the constants of integration A and a are in general complex. The 
general field of the dominant mode consists of the incident wave gener- 
ated at the throat and the wave reflected by the mouth of the horn. The 
magnitude of a is less than unity because it represents the ratio of the 
amplitude of the field components in the reflected and incident waves. 

Higher-mode Fields. — In addition to the dominant-mode fields which 
have been considered in detail, fields of other modes exist locally in the 
sectoral guide. The mouth and throat discontinuities give rise to these 
modes because the boundary conditions at these points cannot be set up 
in terms of dominant-mode fields alone. At the throat the amplitudes 
of the higher-mode fields are small compared with those of the dominant 
mode unless the flare angle do is large, and they exist only in the immediate 
neighborhood of r = ri because the sectoral guide dimensions are below 
cutoff. It will be shown (Sec. 10-11) that iJ-plane sectoral guide admit- 
tances can be calculated from the dominant-mode fields alone without 
appreciable error. At the horn mouth the effect of higher modes is prob- 
ably not negligible, especially for smal lapertures. The boundary problem 
is a difficult one, and no rigorous solution has been obtained. Experi- 
mental values of the mouth admittance contain higher-mode contribu- 
tions but in an unknown proportion. In calculating the radiation field 

' Watson, op. dl.. Table I, Appendix. 
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from sectoral horns neglect of higher-mode fields in the aperture probably 
introduces an appreciable error. 

10-8. Modes in H-plane Sectoral Horns. — A horn will be referred to 
as an //-plane sectoral horn when flaring increases the aperture in a plane 
perpendicular to the electric vector (Fig. 10-86). The sectoral character 
of the space in the flare dictates the choice of cylindrical coordinates 
as in the i?-plane ease. In this case, the coordinates r, 6, and y will be 
used (Fig. 10-96) because the axis of the cylindrical waves in the horn is 
parallel to the y-axis in the uniform guide. The portion of the flare 
between any two surfaces of constant r ran be considered as a length of 
//-plane sectoral guide, the flare as a whole being of length (vi — ri), 
where )-2 and rj are chosen as shown in Fig. 10-8. Maxwell's equations 
for the //-plane sectoral guide are the same as for the £-plane guide 
[Eqs. (28a) to {28h)] except that x is replaced by y. 

The Dominant-mode Fields. — As in the electric-plane case, energy is 
propagated in only one mode because of the dimensions of the //-plane 
sectoral guide at the horn throat and the nature of the excitation by TEio- 
mode in the uniform guide. The dominant mode is characterized by 
vanishing of all field components except Ey, //,, and // «. The cylindrical 
character of the space requires that the wavefronts of this mode be sur- 
faces of constant r. To satisfy the boundary conditions Ey must vanish 
at the walls 6 = +9<i. 

The expressions for the dominant-mode field components are derived 
from Maxwell's equations for the //-plane sectoral guide after introducing 
the simplifications E, = Et = Ily = 0. Substituting y for x in Eqs. 
(28a) to (2S/i) and dropping terms involving Er, Et, and //„, Maxwell's 
equations for the dominant mode become 





dHr ^ 3//, 

dy dy 




(38ff) 



(386) 



1 dEy 



(38c) 




(38d) 



d . . dlle „ 



(38e) 



Equations (38c) and (38rf) serve to express JI, and Ih in terms of the 
derivatives of Ey. Substituting the expressions so obtained in Eq. (386), 
the following equation for Ey is obtained: 
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Since the boundary conditions require that Ey vanish on the walls 
6 = ± 9o, Ey is of the form 

Ey = cos pd F{r), (40) 

where 

and F(r) is a function of r only. Substituting in Eq. (39), the following 
equation for F{r) is obtained: 



dikry ' krd(Jcr) 

where 



Equation (42) is the form of Bessel's differential equation whose solu- 
tions are cylinder functions of order p. The Hankel functions //'^"(fc?) 
and ir^\kr) are chosen as particular solutions of this equation again 
because they represent traveliiiR waves (Sec. 10-7). The general solu- 
tion for the electric field Ey is therefore 

Ey = A cos pe[Hf{kr) + aW-^^kr)]. (43a) 

From Eqs. (38c) and (38d) 

Hr = [Hfikr) + aWi\kr)\, (436) 

hA 

H, = ~ cos pB [Hf'ikr) + aW;''{kr)], (43c) 

where the primes indicate differentiation with respect to kr. 

The solutions for the field components in the //-plane sectoral guide 
[Eqs. (43)] are of the same form as those for the £-plane sectoral guide, 
but they differ in two noteworthy respects. In the //-plane guide the 
order p of the functions depends on flare angle do. It is high for small flare 
angles and is in general not an integer. Thus, for a flare angle of 20°, 
which is often used in practice, the order is |. In the //-plane guide the 
argument of the Hankel functions is kr{= 2vr/\). From the asymp- 
totic expressions [Eqs. (36)] it is seen that at large kr the equiphase sur- 
faces are separated by a free-space wavelength in contrast to the guide 
wavelength of the fi-plane horn. This is reasonable because the //-plane 
flare increases the separation of the walls that determine the guide wave- 
length in the uniform guide. For small Bo and high-order p, the asymp- 
totic expressions of the Hankel functions are good approximations only 
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at very large kr, corresponding to the fact that this wall separation 
becomes large only at very large kr. 

Higher-mode Fields. — As in A'-plane sectoral guide higher-mode fields 
are necessarily present at throat and mouth discontinuities. The effect 
on impedance and radiation patterns of the higher-mode fields at the 
mouth is not negligible, although it is at present impossible to take them 
into account in sectoral guide theory. 

10'9. Vector Diffraction Theory Applied to Sectoral Horns. — The 
same considerations discussed in connection with radiation from open 
waveguide (Sees. 101 to 10-3) apply to radiation from horns. If the 
current distribution on the inside and outside walls of the horn were 
known, it would be possible to calculate the radiation field at a point 
outside the guide from this distribution. Tn the absence of this knowledge, 
the aperture diffraction method is used as in the case of the waveguides.' 
In the present case the aperture surface is taken to coincide with the 
cylindrical wavefront of the dominant mode at the mouth of the horn. 
The aperture field is assumed to be that of the incident wave, the effect 
of the reflected wave being neglected. The radiation field is computed by 
means of Eq. (5-103). As usual the radiation field is expressed in terms 
of spherical coordinates, the origin of which is here taken to coincide with 
that of the coordinate systems shown in Fig. 10-9. The z-axis of the 
latter forms the polar axis of the spherical coordinate system, azimuth 
being measured with respect to the xz-plane in each case. The results 
are written down in the following paragraphs for the cases in which the 
medium is the same inside and outside the horn. 

Radiation from E-plane Sectoral Horns. — For the £^-plane the radia- 
tion field at an external point P, as derived from Eq. (5-103), can be shown 
to be 



The quantities R, 0, and * are the spherical coordinates of the point P; 
r2, d, and x are the coordinates on the surface of integration, which is 
taken to coincide with a wavefront (r = ri) at the mouth of the horn; 
ii, ie, and Ro are unit vectors in the directions x, 6, and R increasing. 
For the plane * = 90° (electric plane) : 



4ir/e 




,U - 'Ro(is-Ro)]HA dd dx. (44) 



Ej. = -i, 



. jkr^r'''" 



i dx j (.'■ 

Jo J -H 



• ikri cos (0-9) 




(45a) 



'L. J. Chu, Jour. Applied Phys., 11, 603 (1940). 
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For the plane $ = 0 (magnetic plane) : 
iwR Jo J -H 

Ee cos 0 - cos e j de. (456) 

Expressions for 5j and over the aperture are given by Eq. (37), Sec. 
10-8, when r is replaced by r-2. 

Radiation from H -plane Sectoral Horns. — For the //-plane sectoral 
horn 

g-itR f 
ivR J A 

ljk(Ro X U)Ey + iuM(Ro(i!, • Ro) - i»)//»]r2 de dy. (46) 
For the plane * = 90° (electric plane) : 

" 47r/i; yo y-So 

£„ cos e - //s cos 0 j de, (47a) 
For the plane * = 0 (magnetic plane) : 

E,. = i j^^f^" [ dy [ ° e'*":-'»««'»9+~"'-«' 
4ir/t 7 0 7-90 

cos (0 - e) - ^^y" //sj dfl. (476) 

Expressions for Ey and //« are given by Eq. (43) when r is replaced by rj. 

10-10. Characteristics of Obsei^ved Radiation Patterns from Horns 
of Rectangular Cross Section. — When radiation pattenus from sectoral 
horns are observed and compared with the patterns obtained from Ecjs. 
(45) and (47) by numerical integration, in general it is found that they 
do not agree in detail. In view of the fact that the theory neglects the 
current on the outside walls of the sectoral guide and the higher-mode 
fields in the aperture, this is not particularly surprising. Onlj' a brief 
summary of the experimental data will be attempted here. 

Figures 10-10 to 10-13 are compilations of patterns from a number of 
E- and //-plane sectoral horns of large aperture; the apertures were plane 
surfaces perpendicular to the axis of the guide. They are classified by 
flare angle and radial length mea^-iired in wavelengths (rs/X of Fig. 
10-9). It will be observed that for a horn of constant flare angle the 
main lobe undergoes wide changes in A\-idth and structure as the horn 
length increases. This can be correlated qualitatively with the changes 
in the field over the mouth of the horn. For a given flare angle the aper- 
ture area increases directly with the horn length; this alone would tend to 



Se<:. 10101 



RADIATIOX PATTEUHH FROM HOKNS 



359 



narrow the beam as the length increases. HoMever, the effect of in- 
creasing aperture is overshadowed by the phase-error effects. Let 5 
represent the maximum dopartiirc of the wavefront from the aperture 
plane (Fig. 10-14). Then 2w&'\„, where is the wavelength in the 
sectoral guide at the mouth, is the phase difference between the center of 



0° 10" 20° 




E- 10° ^ = 8.97 £■ 10° = 13.7 £- 10° = 23 



QO IQO 20° 




I'ni. 10-10. — Radiation patterns of i?-plaiie spctoral horns of various lengths and flare 
aii^lo^: (fl) flare angle of 10°; (/>) flare angle of 20°. 
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the aperture and the edge. It can easily be seen that 



5 _ (1 — cos 6o) 

^0 ^fl 



(48) 



Under certain conditions of length and flare angle a phase error is pro- 
0° 10° 20° 




£-30° -^ = 1.77 fi-aC -^=2.7 i^-aO" -5^=3.78 £-30° ^-5.24 

(a) 

0° 10° 20° 




'""iT ^-«-^» 

Fig. lO'll. — Kadiation patterns of £-plane sectoral horns: (a) flare angle of 30*; (6) flare 

angle of 40**. 
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duced over the aperture that leads to a minimum in the main lobe in the 
forward direction such as may be seen in Fig. 10- 11a. 

When the aperture or flare angle of a horn is small, 5/X„ is small and 
the wavefront at the aperture approximates a plane. Horns are charac- 




0<> 10° 20° 




FiQ. 1012. — Radiation patterns of H-plane sectoral horns: (a) flare angle of 10°; (6) flara 

angle of 2U°. 
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0° 10" 20° 




]'"lG. 1(J-13. — liadiation patterns of H-plane sectoral 



terized by uniform amplitude distribution across the aperture in the 
fi-plane and sinusoidal distribut ion in the H-plane [Eqs. (37o) and (43a) 
and Fig. 10-9]. In the case of approximately uniform phase, therefore, 
the gain and main lobe width should bo functions of aperture correspond- 
ing to uniform illumination in the £,'-plane and sinusoidal illumination 
in the //-plane. At present these functions can be determined only from 
experimental data. In Fig. 10- 15 the observed 10-db widths of a num- 
ber of horn patterns are graphed against the reciprocal of the aperture 
in wavelengths. For all the horns 6/X„ was less than i. Results have 
been obtained for both the sectoral horns and compound horns of the 
type illustrated in Fig. 10-8; in the latter case the flare again was such that 
the phase over the aperture was substantially uniform. The A'-plane 
10-db width (tenth-power width) for all horns lies on the same curve, 
showing that the £-plane pattern is a function only of the /i'-plane aper- 
ture. The //-plane patterns, on the other hand, depend on both aperture 
dimensions. Thus, the values obtained from //-plane sectoral horns on 
standard guide (£^-plane aperture approximately X/3) fall on Curve 11; 
whereas in the case of the compound horns with an ^^-plane aperture of a 
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horns; (o) flare angle of 30°; (b) flare angle of 40°. 



wavelength or greater, the i/-plane 10-db widths fall on Curve I. Points 

for intrrmediate A'-pIane apertures which fall between Curves 1 and II 
are not shown. At first glance this is some- 
what surprising if one assumes that the pat- 
terns depend only on amplitude and phase 
distribution of dominant-mode fields in the 
aperture. It means, however, that the other 
factors, namely, higher-mode fields in the 
aperture and currents on the outside walls 
of the horn, contribute in the case of small E- 
plane apertures and are relatively unimportant 
for fi-plane apertures greater than a wave- 
length. These factors are apparently not 
dependent on //-plane aperture, at least when this aperture is 0.7\ or more, 
as in horns on standard rectangular guide, because the observed E-plane 
widths do not depend on ff-plane aperture. 

The phase variation across the aperture of a horn is small, for a given 
aperture dimension A in the plane of the flare, only if the flare angle is 




Fig. 1014.— Origin 
phase \'jiriation across 
aperture of a sectoral 
(A0 = 27r6/X„). 



of 
the 
horn 
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less than a maximum value (or the length rj greater than a minimum 
value) which depends on aperture and can be obtained from the condi- 
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Fig. 10-15. — Experimental 10-db widths of horns having small phase variations over the 

aperture < £-pIane; ff-p]ane sectoral horns; ^-plane 

of csompound horns with £-plane aperture equal to or greater than a wavelength. 

tion that J/X„ shall be small. Using the relation for the separation of an 
arc and its chord, it is easily shown that 

I ^2 



A sin 9o 

Using i as the allowable upper limit for a/Xj 

^2 



(49) 
(50) 



(r2)iiiiii = 



(flo)™. = sin-^ 



(51) 
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For many applications the aperture is small and Eq. (51) is satisfied by 
convenient values of do and r2. For large apertures a horn satisfying 
condition (51) is long and possibly too bulky or heavy for practical appli- 
cations. In this case the horn designer is forced to compromise on flare 
angle and aperture. If he is to use a horn feed, he must increase the flare 
angle and allow for broadening due to phase variation in the aperture 
by choosing a larger aperture than that predicted by the curves of Fig. 
1015. 

In horns of small flare angle (or large ri/Xg) the dominant-mode fields 
near the aperture are described by the asymptotic forms of the Hankel 
functions [Eqs. (36)], which are exponential functions with slowly varying 
amplitude. Moreover the departure of the wavefronts from plane sur- 
faces is small. Consequently the dominant-mode fields in the horn 
closely resemble those in uniform guide. The problem of radiation from 
hwns of small flare angle is therefore approximately the same as that 
from uniform waveguide, and the predictions [Eqs. (23)] of the vector 
diffractionjheoryior waveguide can be applied without serious error to 
horns satisfying condition (51). It is therefore interesting to compare the 
curves of Fig. 10-15 with the corresponding theoretical curves for wave- 
guide in Fig. 10-5. Agreement is good for apertures greater than about 
2X/3 in the electric plane and 5X/4 in the magnetic plane, indicating 
the probable lower limits at which the factors neglected in the theory are 
really negligible. It is believed that the predictions of Eq. (23) for wave- 
guide patterns can be useful when properly applied to horns because gain, 
main-lobe widths at various power levels, side-lobe amplitudes, etc., can 
be determined for different apertures with relative ease. 

Several empirical formulas have been worked out for the 10-db width 
as a function of aperture for the average horn feed. 

1. For the electric plane: 

®" (^) = W^gi-ees), " < 2.5.. (52) 

2. For the magnetic plane: 

©« (]^) = 31 + 79 ^ ^ < 3. (53) 

The symbol tv represents the 10-db width, and B and A are the apertures 
in the electric and magnetic planes respectively. These formulas were 
obtained from a large number of 10-db wdths measured at the Radiation 
Laboratory over a period of several years The flare angle of the average 
horn is probably about 20°. Since phase variation is not taken into 
account, the formulas cannot be expected to predict the 10-db widths of 
individual horns accurately, but they have proved very useful as a first 
approximation in deisigning horns. 
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lO-ll. Admittance of Waveguide and Horns. Admittance of Open 
Waveguide. — It is observed experimentally that rectangular waveguide of 
ordinary dimensions when open to space is terminated at the plane of 
the opening by a capacitive admittance. This type of admittance is 
to be expected in view of the close spacing between the waveguide walls 
that are perpendicular to the electric vector (about X/3). It is of inter- 
est to note that a rigorous treatment of the radiation from the open end 
of a semi-infinite parallel-plate line carrying the TEM-mode leads to the 
result that the line is terminated by a capacitive admittance.' This 
property of the waveguide will be useful in analyzing the admittance 
characteristics of horns. 

Admittance of Sectoral Horns. — From the transmission-line point of 
view a sectoral horn consists of a length of sectoral guide terminated by 
a mouth admittance at one end and joined to uniform guide at the other. 
The discussion of its admittance characteristics A\ill be based on sectoral 
guide transmission-line arguments. The input horn admittance observed 
in the uniform guide depends on the aperture admittance terminating the 
sectoral guide, the guide length, and the transformation associated with 
the junction to uniform guide at the horn throat.^ In the following dis- 
cussion sectoral guide characteristics will be summarized. The sum- 
mary will be followed by a discussion of mouth admittances, junction 
effects at the throat, and the influence of both factors on horn admittances. 
Particular attention will be given to £-plane sectoral horns. In what 
follows, when the term "horn admittance" is used, it will be understood 
to refer to the admittance moa.surcd in the uniform guide and referred to 
the plane of the junction between the guide and the horn. 

Characteristics of E-plane Sectoral Guide. — In Sec. 10-7 expressions 
were developed for the lowest-mode field components in .B-plane sectoral 
guides [Eqs. (37)]. As in uniform guide, one can define and use a wave 
admittance, consisting of the ratio of the transverse magnetic to trans- 
verse electric fields. If the admittance is expressed in units that make 
the characteristic admittance of the T'.Eio-mode in the uniform guide 
equal to unity, the admittance for the i?-plane guide becomes 



i^'E,, 

By inspection of the expressions for the field components [Eqs. (37)] it 
can be seen that this ratio is a function of only: 

' ^"^^ ^ H\''{0r) + aH[''ipr) ^^^^ 

' The results of the analysis are given in " Waveguide Handbook Supplement," 
RL Group Report No. 41, Jan. 23, 1945, Sec. 60c. 

' J. R. Risser, " Characteristics of Horn Feeds on Rectangular Wavc^guido," RL 
Report No. 666, December 1945. 
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The complex constant a is determined in magnitude and phase from the 
ratio of incident and reflected waves in the sectoral guide. It can be 
expressed in terms of the output admittance Y2 evaluated at the aperture 
end of the guide where r = r^: 

jY,H{»(0r,) + H\''(fir^)' ^^^^ 

Substituting this value of a in Eq, (54) an expression is obtained for 
the admittance at a general point r in terms of Y2 and line parameters. 

Y{M = J ^- T- -y (56) 

where the symbol 3Ciy is used to represent combinations of Hankel func- 
tions as follows: 

ac,v = H'»i^r2)Wi0r) - i/!«(0r2)i7<"(/3r-) (57) 

A degree of simplification of Eq. (56) is obtained by expressing the Hankel 
functions in terms of amplitude and phase, using the property that for 
real values of /3r, /fi?'(/3r) is the complex conjugate of HS^''(fir). Let 



(58) 



where F, G, 4i, and <t> are real functions of 0r. Numerical values of these 
functions are listed in tables of Bessel functions' for small values of ^r; 
for large /3r the asymptotic values can be used.- Substituting in Eq. 
(56) and using subscripts 2 for the functions evaluated at the aperture 
where r = ri, 

Y tGi 

p sin {^2 - 'P) + j -y- sin (<j>2 - ^) 

Ym = - r vr (^^^ 

J sm (^2 - <P) T, - sm {<t>2 - <t>) 

* 2 

The characteristic admittance Ydiir) of ii-plane sectoral guide can 
be written down from Eq. (54) by making a otiual to zero, 

Yr(ar) - i"'^'^^'^ 



.F 



' Watson, "A Treatise on the Theory of Bessel Functions," Cambridge, London, 
1944, Table I. The relation to AV.Ttson's notation is as follows: F[iir) = \H'"(x). 
G(fSr) = IH'i'WI; 4{0r) = arg i/<"(j); = HT^H["u):Or = x. 
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For large /3r, Fc approaches unity, since F/G — > 1 and (0 — f ) — >r/2. 
For small /3r, Ycifir) is complex. It is graphed in Fig. 10-16. The com- 
plex character of Y c for small jir is due to the fact that the fields in the 
region of the horn apex store as ■well as transmit energy. 
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Fig. 10-16. — Characteristic wave admittance Yc{0r) of a sectoral guide. 

It is often useful to speak in terms of a reflection coefficient T, in 
the sectoral guide and to use its transformation properties along the 
guide ; it is defined as the ratio of the electric vector in the reflected wave 
to that in the incident wave. Then 



r. 



Since r.C^* is equal to the complex constant a, transforms down the 
sectoral guide according to the relation 



(62) 



where r„ 0 are evaluated at the point r and T'„ ij>' at r'. It can then be 
shown that 

r. = '~ (63) 



Conversely 



Y 
Yc 



1 + r.e""'^-*) 

1 + r. 



(64) 
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For large /3r, 2(^ — 4>) is equal to tr, so that Eq. (63) becomes identical 
with the corresponding expression for r in uniform guide. 

Mouth Admittance of E-plane Sectoral Horns. — The admittance of an 
open sectoral guide has not been successfully treated theoretically. 
Qualitative arguments can be applied from the theory of open parallel- 
plate transmission lines. As long as the electric plane aperture is small, 
the mouth admittance should be capacitive as in the case of the wave- 
guide. As the electric plane aperture is increased, the capacitive term 
in the admittance should decrease. In the limit of large electric-plane 
aperture the admittance is probably determined by the separation of the 
guide walls in the magnetic plane. 

Experimentally, the determination of the mouth admittance of an 
S-plane sectoral horn is compar- 
atively easy. It has been ob- 
tained in a number of cases by 
using Eq. (59) to extrapolate down 
the sectoral guide from the throat 
where the admittance is deter- 
mined from measurements in the 
uniform guide.' The capacitive 
susceptance term, which decreases 
with increasing aperture, is seen to 
be present. For largo apertures 
the admittance is independent of 
aperture to a first approximation. 
The magnitude of r,2, the reflec- 
tion coefficient in the sectoral 
guide referred to the aperture, 
decreases rapidly with increasing aperture, being small and approximately 
independent of aperture for apertures above 3X/4 (Fig. 10-17). 

Except in the region near cutoff the mouth admittance and reflection 
coefficient r.z are not sensitive to wavelength changes of the order of 
10 per cent. This is due to the fact that at large apertures for which 
the aperture-to-wavelength ratio changes rapidly with wavelength, the 
admittance is practically independent of B, where B is the aperture 
dimension in the .^-plane. 

10-12. Transformation of the E-plane Horn Admittance from the 
Throat to the Uniform Guide. The E-plane Throat Transition. — The 
effect on admittance of the transition from sectoral to uniform guide at 
the horn throat depends primarily on ^ri, where ri is the inner radius of 
the sectoral guide (Fig. 10-8). It is informative to consider first the case 
where there is no reflected wave in the sectoral guide, so that the char- 

• Risser, op. cit., p. 19. 
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acteristic admittance of sectoral guide at r = ri is Yc{^ri). As can be 
seen by inspection of Fig. 10-16 for values of > 5, Yc(^r,) approaches 
unity, that is, it becomes equal to the characteristic admittance of the 
waveguide. The throat mismatch becomes negligible as /3ri increases or 
as the flare angle decreases; 0ri depends on waveguide height b, flare 
angle do, and guide wavelength, as follows: 



0ri = 



X„ sin do 



(65) 



To show the effect of So on the throat admittance, a plot of calculated 
admittances for a series of do values at 10.0 cm for horns built on stand- 





Conductance component ^ 

(a) 



Conductance component 

(6) 



Fig. 10'18. — Throat adniittanne aw a function of flare anple and frequency: (a) X = 10 cm, 
60 varied; {h) \ varied for fiare angles of 15° and 30°. 

ard guide (b = 0.34X; X„/X = 1.39) is shown in Fig. 10-18. The throat 
mismatch is small for flare angles less than 10° and increases with increas- 
ing Bo. For the 15° and 30° cases the admittances are plotted in Fig. 
10-186 for wavelengths from 9 to 11 cm. From this the mismatch can 
be seen to increase in the direction of the long wavelength end of the band, 
becoming very large when the wavelength approaches cutoff. In choos- 
ing h values for applications involving nonstandard guide, it is necessary 
to be careful because small values of h are equivalent to large values of 
do or X„. 

When the sectoral guide is not matched, the admittance Y{firi) in 
the sectoral guide at the throat is given by Ecj. (59) with r = ri. In 
either case, when computing the admittance in the uniform guide at the 
throat, the admittance in the sectoral guide at r = ri must be multiplied 
by a factor that ensures continuity of voltage and current at the junction. 
The continuity of current is ensured by continuity in IIx. However, 
voltage is proportional to the product of the length of the electric-field 
lines and the field strength. Thus, in the uniform guide the voltage is 
bEy{ = 2r, sin doI'Jy) and in the sectoral guide 2ridoEe. Therefore, the 
current-voltage ratio is proportional to Hi/{2ridoEe) in the sectoral guide 
and to //j:/(2ri sin doE^) in the uniform guide, so that 
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Y„ = F(/3rO, (66) 

where Yt, is the horn admittance in the uniform guide referred to the 
plane of the junction with the throat of the horn. For values of up to 
30° the ratio (sin 8o)/9o differs only slightly from unity, and the correction 
is not important. In general, when guides of different geometry are 
joined, account must be taken of the contribution of higher-mode fields 
to the admittance. Ho\ve\'er, in sectoral horns with values of do up to 
30° this effect can be neglected. 

Admittances of E-plane Sectoral Horns. — A discussion of the relation 
between the parameters of an E-plane horn and its admittance can best 
be carried out in terms of reflection coefficients. If Th is the reflection 
coefficient in the uniform guide referred to the junction with horn throat, 
where according to the usual definition of reflection coefficient 

it can be shown from Eqs. (54), (GO), (61), and (66) that if the reflection 
coefficients are small, in particular |l',r,ij « 1, 

r„ = r, + r^, (67) 



where 



1 - Y.iffrr) 

Ti = (68) 

1 + YM 

sin Bo F,{^r,) 



r, = . t^__Shm r.^e-i'. (69) 

l + (^f°0 +2^-^°gsin(^.-<i,0 

r.i is the reflection coefficient in the sectoral guide at the horn throat, 
[I*;q. (t')l)], and « is a small angle given by 

sin doFii^ri) 

e = 2 tan- -^'S'i^^ (70) 

1 H 7— sm (i^-i - *i) 

Equation (67) states that Fh is the sum of two components Ti and 
T2; Ti is the reflection coefficient in the uniform guide at the throat when 
the sectoral guide is matched, i.e., when r,i = 0, and the admittance of 
the sectoral guide at ?■ = ri is its characteristic admittance. For any 
of the 10-cm horns whose throat admittances (.sin 6,)/6it)Yr(^r,) are plotted 
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in Fig. 10-18, Ti is the vector drawn from Y/Ya = 1 on the chart to the 
admittance point. From Eqs. (62) and (69) 

^ sin 9o Fi(/3r,) 



'Gi(^rO 



1 + 



/ sin 8o FiV 



sin 9o Fi . , 
+ 2 sin (y^ii 



(71) 



*i) 



where 

A = « + 2[<)i(0r2) 

For reasonable flare angles (sin flo)/9o 
that r2 differs essentially only in phase from r,2, the reflection coefficient 
at the horn mouth. The phase angle A consists of the sum of a term 



<i'(/3ri)]. 

1 and f i(;8ri)/(?,(/3ri) « 1 so 



^ Open waveguide 




Conductance component ) 
»o=20° ° 
Fig. 10-19. — Admittances of 15°, 20° 



Conductance component 

e„=30'' 



and 30° electric plane horns for different flare lengths 

(rz - ri)/X„. 

depending on the horn length, 2\(^(§r^ — <^{J^ri)\, and e, a small phase 
shift at the throat. For the 10-cm horns of Figs. 1018, e varies from 3° 
when 9o = 5° to 15° when 0o = 30°. 

The manner in which the admittance F/f of a sectoral horn and its 
reflection coefficient Vh depend on the vector sum of V\ and r2 is illus- 
trated in Fig. 10-19, where the admittances at 10 cm of a series of horns 
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with different lengths are plotted on a reflection coefficient chart for 
three different values of da. These admittances were determined experi- 
mentally. The admittance of all horns with the same So lie on a spiral 
whose center is determined by F, and whose periphery is determined by 
Ti + Fs. The decrease in the radius of the spiral with increasing horn 
length (and aperture) is due to the decrease in the magnitude of \\i with 
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I'k;. 10-20.- -Stancling-w.ivc ratio v.s. flare length for typical eleotrio plane horns. 

increasing aperture (Fig. 10- 17). Moreover, since the aperture height B 
increases more rapidly with increasing length for larger flare angles, the 
inner portion of the spiral is reached for smaller values of /3(r2 — ri) for 
larger flai-e angles. The relation bet\\eon B and {r^ — ri) is 



B = 2(r2 - r-i) sin 9a + b. 



(72) 



Since the inner radii of the spirals are independent of aperture for long 
horns of large aperture, r,2 must have a small constant value independent 
of B/\ for large values of B. 

For a given 60 a series of horn lengths exist for which Fi and Fo are 
180° out of phase and the match is optimum. An empirical formula for 
these optimum lengths is 

• for = 25° 30° 



(r.-rOo = 0.17X„ + .V^^ I J'2'3 



(73) 



• for 9 = 5°, 10°, 15°, 20°. 
From Eqs. (72) and (73) horns can be designed to be matched at any 
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aperture and As'avelength, since the value of do is not critical. The degree 
of match attainable is indicated in Fig. 10-20. 

The mouth and throat admittances and consequently r.j and Vi are 
not sensitive to wavelength changes of the order of 10 per cent (Fig. 
10- 18/)). The principal frequency sensitivity of an ii'-plane sectoral horn 
therefore arises from variation of the effective sectoral guide length 
2[<^(/3/-2) — <^)(|3ri)]. This is clearly shown by the admittance-frequency 
curves for several typical horns sho\\'n in Fig. 10-21. For the long horns 




(a) 



Conductance component 
(b) 



(c) 



I'Ki. 10-21 - .A (I mit t COS of tlirop 1 h° electric ulane horns of different lengths as a func- 
tion of w.ivolonKth : (a) n - n -~ 10.0 cm, X varied from 9.0 to 11.5 cm with best match at 
11.4 cm; (l>) n — n = 22.8 cm, X vuried from 9.1 to 11.5 cin with best match at 10.1 cm; 
(e) rj — ri = 26.3 cm, X varied from 8.1 to 1 1.5 cm with beat match at 10.9 cm. 

the frequency variation causes the admittance to traverse more than a 
complete loop, corresponding to a change in A [Eq, (71)] of more than 
300°. As (lisfussed previously in Ihis section (see Fig. 10-18) increasing 
wavelength results in increasing mismatch at the mouth and throat, so 
that r,2 and Ti both increase in magnitude as the long-wavelength end 
of the band is approached. To obtain a low SWR over a very wide 
band, it is advisable to choose the horn length for optimum match at 
the long-wavelength end of the band; a comparison of curves h and c 
of Fig. 10-21 indicates that improvement is obtained by so doing. 

10- 13. Admittance Characteristics of H-plane Sectoral Horns. — The 
wave admittance for //-plane sectoral guide is {k/0)(n/()'''{He/Ey), using 
units in which the characteristic admittance of the T/iio-mode in uniform 
guide is unity. Then 



Y{kr) = - j 



.k 



(74) 



Jlfikr) + a//y'(A-r) J' 

where the prime indicates the derivative of the function with respect to 
{kr). Noting that Eq. (74) for the //-plane differs from Eq. (54) for the 
E-plane in having //'^"'(At) in place of //lr'(/3'-), H'f(kr) in place of 
//'i"'(^r), and {—jk (3) in place of j, equations for the //-plane analogous 
to each of A'-plane equations [Eqs. (54) to (04)] can be written down. 
There are practical limitations to the usefulness of tne //-plane sectoral 
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guide equations, since the order 



is not the same for all horns, 



I'he order is in general high, horns for most 

flare 



as it is in the E'-plane case, 
applications having small 
angles. 

While mouth admittances of 
/iT-plane sectoral horns are some- 
what difficult to calculate because 
of the high p, it is not difficult to 
predict them approximately from 
£-plane horn measurements and 
parallel-plate theory. Since the 
aperture B in the electric plane 
is small compared with the mag- 
netic plane aperture and is equal 
to the height h of the uniform 
guide on which the horn is built, 
the mouth admittances of all H- 
plane sectoral horns would be ex- 
pected to be approximately equal 
to the mouth admittance of open 
uniform waveguide and to exhibit 
the same degree of frequency sen- 
sitivity. 

The throat transition in mag- 
netic plane horns of small angle 
has a minor effect on the horn ad- 
mittance, and the throat reflection 
is very small compared with the 
reflection at the mouth. This has 
been shown experimentally by 
making standing- wave measure- 
ment on magnetic plane horns 
over a band of frequencies and 
again at a constant frequency 
while the hoin length Avas cut 
down (decreasing the aperture simultaneously with the length). In both 
cases the shift in phase in the standing-wave pattern indicated that the 
large reflection occurred at the mouth. 

The admittances measured at 10.0 cm of a series of //-plane sectoral 
horns are shown in Fig. 10-22. The admittance vahies correspond to 
different lengths (and apertures). The form of the plot can be explained 
by postulating two components of the reflecticm coefficient: a small fixed 




(6) 

l"io. 10-22.— .•Vdiiiittanoe.s of 15° and 
30° inaKnetin plane linrns for different flare 

leiigth.s: («) B = 5°; (h) 6 = 30°. 
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component representing the throat reflection and a large component due 
to the mouth which has a magnitude independent of aperture and a phase 
dependent on sectoral guide length. Experiments indicate that the 
frequency sensitivity of the horn admittance arises primarily because the 
effective sectoral guide length varies. 

10-14. Compound Horns. — Doubly flared horns must be used to 
enlarge both the E- and H-plane dimensions. The admittance charac- 
teristics of the sectoral horns provide the basis for the design of a broad- 
band compound horn of the type illustrated in Fig. lO-Sc. The principle 
is to use the frequency characteristics of an iJ-plane flare to compensate 
those of an ff-plane flare. Consider, for example, the problem of pro- 
ducing an aperture having an //-plane dimension larger than the .^-plane 
dimension, The desired aperture is obtained by first flaring in the 
fZ-plane to the required dimension and subsequently flaring in the £-plane. 
Since the ff-plane flare introduces a negligible inismatch at the throat, 
the mismatch arises entirely in the £-plane horn, one component at the 
junction with the //-plane sectoral guide and the second component at 
the mouth. The i?-plane flare in this case does not differ much from that 
on uniform guide, and the data obtained for £-plane sectoral horns can 
be used to determine the .B-plane flare angle and horn length so that the 
mouth reflection cancels the junction reflection (reflection at the throat 
of the E-p\a,ne flare). The shortest possible length is chosen for the 
£-plane flare consistent with the matching conditions. This is to 
eliminate the "long-line effect" which would cause the phase of the 
mouth reflection transformed to the throat to vary rapidly with respect 
to the throat reflection as the frequency changed. In actual practice, the 
mouth reflection is chosen to cancel only partially the throat reflection, 
because it is necessary to close the mouth of the horn by a pressuriz- 
ing device which likewise gives rise to a reflection. The reflection coefB- 
cient of the pressurizing device can be designed to be equal to the residual 
mismatch of the mouth and throat and phased properly relative thereto 
by positioning the device with respect to the mouth to give an over-all 
reflection-free system (see Sec. 1017). 

The technique is essentially the same in the case where the J5-plane 
aperture dimension is larger than the //-plane dimension. The £-plane 
flare is introduced first followed by the //-plane flare. In this case, the 
major sources of the mismatch are widely separated — one at the junction 
between the uniform guide and the .E-plane sectoral guide and the second 
at the mouth. Although the latter reflection can be chosen to counteract 
the first at some one frequency, the bandwidth is small because of the 
long-line effect. It is preferable to cancel the mouth reflection by means 
of the pressurizing device and to cancel the throat reflection by matching 
window in the uniform guide. In this way the sources between any pair 
of compensating reflections can be put close together so that rapid phase 
variations due to long electrical paths are eliminated. 
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10- 16. The Box Horn. — The box horn is a special horn type devised 
to have greater directivity in the H-plane than a flared horn of the same 
aperture. It is so constructed as to introduce a third harmonic 180° 
out of phase with the fundamental mode in the aperture plane. This 
alters the amplitude distribution across the aperture from the cosine 
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type associated with 
mental mode to one more 
uniform.' 

The box horn is not a true horn 
in that there is no throat that is used 
to filter out higher modes. Its es- 
sential features are sketched in Fig. 
10-23a. The horn consists prima- 
rily of a piece of waveguide of length 
L, frequently referred to as a "box," 
whose magnetic plane dimension A 
is large enough to support TEn.o- 
modes with values of n up to 4. It 
is open to space at one end and fed 
at the other by a waveguide or H- 
plane sectoral horn of aperture A' 
located centrally so as to excite only 
the modes having nonzero ampli- 
tude at the center, i.e., the TEia- 
and TEia-modes. The ratio of the 
amplitudes of the TEsa- and TEut- 
modes depends on the ratio A' /A. 
Since the velocity of propagation 
of the two modes is not the same, 
the length L of the box determines 
their relative phase at the aperture. 
The horn may be made as directive 
as desired in the £'-plane by intro- 
ducing an £-plane flare. 

It is easy to show approximately how the ratio of the amplitudes of 
the TEso- and T'^io-modes depends on the ratio A' / A of the dimensions 
of the two guides. The fields Ey{x,z) in the box can be represented 
as a superposition of the modes excited at the junction. Neglecting 
the eff-ect of the nonpropagating modes, we have 
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Fio. 10-23. —Box horn : (a) direct junction, 
type; {b) sectoral guide junction type. 



Ey{x,Z) ^ Oi COS 



'in* -|- O3 cos 



(75) 



The junction between the two guides is taken to be in the plane z = Q. 
' S. J. Mason, "Flared Box Horn," RL Report No. 653, July 1945. 
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It is assumed that the field over the common area between the guides is 
that of the dominant mode in the smaller guide; that is, 



E^{x,0) = cos 
E^(x,0) = 0, 



A" 



(76) 



On setting z 
1.0 



0 in Eq. (75) and making use of Eq. (7(5) for the field, we 
can obtain the coefficients Oi and a 
by the usual procedure for determin- 
ing Fourier coefficients. The ratio 
of the harmonic components is found 
to be 




ffli 



f^''' (^x\ /3rx\ 



dx 



dx 
(77) 

Figure 10-24 is a plot of as/ai vs. 
A' I A. The ratio aa/oi decreases 
with increasing A' /A, reaching zero 
when A' I A is unity. If it were pos- 
sible to make A' I A very small, values of as/oi approximately equal to 1 
could be obtained. The lower limit of A' I A is 0.20, corresponding to 



Fig. 10-24. — Ratio of the amplitudos 
of the TEiv and rCm-modes in a box 
horn vs. A* I A. 




0 

Fig. 10-25. — Aperture illumination (amplitude) of a box horn for a series of values of tlie ratio 
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A' — 0.5X the cutoff in the input guide, so that the maximum oa/ai is 0.93. 
Actually much smaller values of ffla/ffli arc desirable. Figure 10-25 is a plot 
of amplitude illumination across the aperture for os/oi values from 0 to 0.5, 
calculated on the assumption that the horn length is correctly chosen to 




0.2 0.3 

V'ui. 10-26. — Relative gain ol a box horn 
vs. ai/ai. 



a -20 



-30 




0.1 0.2 



0.3 

Fig. 10-27. — Magnitude of the first side 
lobe in the power pattern of a box horn vs. 

Oj/Oi. 

make the two propagating modes 180° out of phase at z = L with respect 
to their relative phase aX z = 0. The curve for a^/ax equal to 0.3 is a 
fairly good approximation to uniform illumination. 

The /^-plane radiation patterns in the Fraunhofer region have been 
calculated from scalar diffniclion 
theory (Chap. 6) for the amplitude 
distributions of Fig. 10-25. The 
results are summarized in Figs. 
10-26 to 10-28, where Fig. 10-26 
shows relative gain, Fig. 10-27 the 
magnitude of the first side lobe in 
the power pattern in decibels 
down from peak, and Fig. 10-28 
the full angular width of the pat- 
tern at tenth power. Gain is seen 
to be maximum in the neighbor- 
hood of Oj/ai equal to 0.35, where 
the amplitude distribution across 
the aperture approximates uni- 
formity. In this region also the 
first side lobes are approximately 13 db down, the theoretical value for 
uniform illumination. Illuminating the edges of the aperture more 
strongly increases side lobes and cuts down gain, although it somewhat 
increases the directivity. 

The length L of the box is obtained from the relation 




10-28. — l-'ull width at tenth power of a 
box horn pattern vs- Oa/ai. 



(78) 
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where 




The ratio A' /A can be varied over wider limits than that set by the 
uniform guides by means of a sectoral guide transition as shown in Fig. 
10.236. In this case, however, because of the cylindrical waves in the 
sectoral guide, a phase error is introduced into the field over the plane 
of the junction wth the box horn. This error is not taken into account 
in Eq. (77) ; it is usually neglected in designing the horn. From existing 
measurements' it is difficult to evaluate the influence of this factor on box 
horn performance. It is found true in general that the effect of replacing 
a plane wave front by a cylindrical one is barely detectable experimentally 
where 2t5/^o is ir/4 or less. The same criterion would be expected to be 
valid for box horns. In terms of A' and do, it is written [Eq. (49)] 

A' sin Bo < ^- (80) 

The use of a box horn is, of course, limited to applications requiring 
H-plane tenth-power widths from about 36° to 70°. Its principal advan- 
tage is compactness. The contrast in size between a box horn and flared 
horn of the same tenth-power width is greatest in the region of small 
apertures. Here, near cutoff for the Tso-mode, L is small because 
{01 — 03) is approximately equal to 0i. A box horn with A — 1.6X, 
aa/oi = 0.5, and ©(iiy) = 67° is 1.3X long, while the flared horn of the 
same tenth-power width is twice as long. However, for A from 2.0X to 
2.5X, a box horn is only about 20 per cent shorter than the corresponding 
flared horn. The box horn is especially useful therefore for applications 
requiring tenth-power widths from about 55° to 65°, with apertures from 
1.6X to 1.7X. A flared horn has an advantage over the box horn in hav- 
ing side lobes 5 to 10 db lower, although this is of no concern in many 
applications. 

10- 16. Beam Shaping by Means of Obstacles in Horn and Waveguide 
Apertures. — There are antenna applications requiring very broad or 
very narrow feed patterns for which waveguide and horn feeds are not 
strictly suitable. Thus, to obtain primary patterns in the //-plane with 
10-db widths greater than about 120°, the 10-db width obtained from 
ordinary waveguide, special beam-shaping techniques are required. At 
the other extreme of very narrow 10-db widths, horns become too bulky 
for many applications. To solve these problems beam shaping by means 

' Mason, op. ci(., p. 18, Fig. 13. 



Sec. 10-16] BEAM SHAPING BY MEANS OF OBSTACLES 381 



of obstacles in horn and waveguide apertures has been investigated and 
techniques developed.' 

a. Beam Broadening: H-plane. ' 
To obtain a broader pattern than 
that of ordinary waveguide, the 
device shown in Fig. 10-29 is used. 
A metallic post is inserted across 
the waveguide just inside the aper- 
ture at the center, and the wave- 
guide comers are removed by 
symmetrical cuts A A. Figure 
10-30 shows the 10-db widths ob- 
served with this arrangement on 
3.2 cm guide for a series of values 
of C and <)>, where C is the dis- 
tance from the waveguide edge at 
which the diagonal cut begins and 
0 is the angle of cut. Figure 
10-31 shows a comparison of a waveguide pattern with a broadened 
pattern. 




Fig. 



10-29. — Device for broadening 
pattern in the ff-plane. 
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10-.30. — 10-db widths of the pattern obtained with the device of Fig. 10-29 as a function 
of C/\ and <(.(\ = 3.2 cm, o =0.900 cm, i> = 0.400 cm, i = 0.063 cm). 

The wavef rents, or surfaces of constant phase, from any device yield- 
ing a very broad pattern must receive critical examination by the antenna 

' C. S. Pao, "Shaping the Primary Pattprn of a Horn Feed," RL Report No. 655, 
January 1945. 
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designer. The gain obtainable from a properly illuminated secondary 
reflector may not be realized if phase irregularities exist over its aperture. 
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Flu. 10-31. — Primarj^^^tterns of (1 ) an open waveguide and (2) a cut corner waveguide 

' ^~ " (i^ ="^.'!.4'' and C = \) 

The tendency to irregularities on the phase fronts of wide-angle devices 
arises from the fact that they usually consist of several radiating elements 

with noncoincident directive pat- 
terns located an appreciable frac- 
tion of a wavelength apart. An 
analysis of a simple case (Fig. 
10-32) will illustrate this. Con- 
sider two identical radiating ele- 
ments, 1 and 2, separated by a 
distance 2d which have pattern 
maxima in the Fraunhofer region 
at angles By and ^2 with the for- 
ward z direction, respectively. 
Then letting /, = (l/r)/(9 - Si) 
and S-i = {\!r)J{d — 0.) equal the amplitude functions of the two sources, 
the amplitude and phase on a circle of radius R about 0 is given by 

= [/! +JI + 2fif2 cos {2kd sin e)]We'("'-*«' e'^ (81) 




P z 

Vui. 10-32. — Phase di.stoi tion in the fields 
primary feed.s of l(jw directivity. 



\\ here 



tan ^ = — - r tan {kd sin 6). 



(81 o) 



.A 

/i +/. 

If /] = fi, the phase is constant on a circle of radius R. However, if 
/i 9^ fi, the phase at angle 8 departs from its value at 9 = 0 by an angle 
A where 



tan 



fl - /2 
I/. + h 



tan {kd sin 6) 



(82) 



Sbc. 10-17] 



PRESSURIZING AMD MATCHING 



383 



For large values of kd, A may exceed the allowable deviation from con- 
stant phase, particularly if /i is appreciably greater or smaller than /2. 
Usually the beam shaping need not be carried to the point where the 
phase departure A has to be reckoned with. 

6. Narrowing the Primary Pattern: H-plane. — The pattern in the 
//-plane is narrowed when several metallic pins are placed in the aperture 
of an //-plane horn. For example, the 10-db width of a 3.2-cm horn with 
a flare angle 30° and magnetic plane aperture 2X decreases from 78° to 
56° when two xr-in. -diameter pins are placed just inside the aperture 
at a distance 0.44X on either side of the center. The impedance match 
is improved rather than impaired by the presence of the pins. A number 
of other arrangements also have been found to be effective.^ 




Fig. 10-33. — Flange for if-plane beam FiQ. 10-34. — Strip for narrowing of the 
sliaping. beam in the £-plane. 



Beam Shaping: E-plane. — Since ordinary waveguide has an £-plane 
aperture of about X/3, there is rarely a need for special techniques for 
beam broadening. H owever , the form of the pa^ern_canj3e^ im^ 
by adding a flang e app roxim ately U.55X wide in the £-plane jis shown in 
Fig. 10-33. With the flange, the power drops off more rapidly at small 
angles from the forward direction and less rapidly at large angles, thereby 
yielding a more nearly uniform illumination across the secondary aperture. 

Narrowing of the £-plane pattern has been accomplished by inserting 
a metallic strip with a considerable //-plane width, as shown in Fig. 
10-34. This strip, however, causes a troublesome mismatch,^ and, it 
seems questionable from the data if it is more effective than straightening 
the phase fronts in the horn by making the horn longer (Sec. 10-10). 

10-17. Pressurizing and Matching. — In most applications waveguide 
and horn feeds must be at least weatherproof and preferably capable of 
holding pressure. Several techniques have been evolved to utilize the 



' Pao, op. cit. 
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pressurizing or weatherizing enclosure as a matching device. One of the 
most successful is illustrated in Fig. 10-35. The enclosure, roughly 
cylindrical in form, is placed over the end of the waveguide or horn with 
the axis of the cylinder approximately in the aperture plane. Matching 
is accomplished by adjusting the thickness t and position d so that the 
reflections from enclosure and feed are equal in magnitude and 180° 
out of phase in the direction of the generator. While t and d can be 




Fig. 10-35. — PreH«urizing and matching enclosure. 



calculated to a rough approximation for a feed with a given mismatch, 

the matching procedure is actually empirical. Cylinders are formed with 
thicknesses and radii ranging in value about the calculated I and d. 
Each cylinder is placed over the mouth of the feed, and impedance 
measurements are made for a series of d values. From these measure- 
ments the final choice of enclosure parameters is made. Figure 10-36 
is a typical impedance plot obtained during this procedure. It will be 
observed that the be.st impedance match for this example is obtained with 
an enclosure of thickness 0.030 in. and mounted at a distance d = 1.2 cm 
(Curve III). It is desirable, although not essential, that the enclosure 
laaiiis be approximately equal to d. The mounting flange is positioned 
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behind the aperture plane and a position can be found that improves the 
feed SWR; it should be in place during the determination of enclosure 
parameters and the pattern of the horn. 




Fig. 10-36. — Impedance of a to pical horn a.-s a function of the position of the pressurizing 

enclosure for different wall thickriesses. 

The materials used for pressurizing enclosures have been low-loss or 
glass thermoplastics: plexiglas or lucite 

l^index of refraction n = ^— ^ = 1.60 

for wavelengths above about G cm, polystyrene (n = 1.60) and styraloy 
(n = 1.60) at 3 cm and above. Laminates can be used, but because of 
the high dielectric constants of these materials the enclosure walls are 
thin. At 1.25 cm Corning 707 glass has been used for two-dimensional 
pressurizing enclosures, but it presents obvious, although possibly not 
insuperable, difficulties in three dimensions. It also necessitates building 
the feed of metals with low coefficients of thermal expansion, such as 
invar and covar. Plastic enclosures are sealed by means of gaskets; 
glass by platinizing or bonding metal to the edges and soft soldering. 

For a given material the wall thickness t and position d of an enclosure 
can be estimated from the measured reflection coefficient 



T,i= \r,\e'*') 



(83) 
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of the feed referred to the aperture. The assumption is made that the 
reflection coefficient Ye from the enclosure is the same as that of an 
infinite sheet of the same material for plane waves. The latter is given 
by 



( 27rnA 



2n 



(84) 



On this assumption the feed will be matched when the thickness / is 
such that 



r, , (n^ - 1)^ . j2^nt\X' 



ri^ — 1 V ,> , 



and the distance d satisfies the relation 
d 



(86) 



where ?n is an integer. If the enclosure were in the Fraunhofer region and 
were designed so that its surfaces coincide with equiphase surfaces from 
the feed, the assumption involved in using Eqs. (84) to (86) would be 
justified. Because the enclosure is actually close to the feed aperture 
and cuts across equiphase surfaces, a given thickness t corresponds to 
smaller |rp| than is in<ii(^aLed by Vai (85). For this reason also, the 
average path from the aperture to the inner surface of the enclosure is 
less than d, so that the experimental optimum d is larger than the value 
indicated by Eq. (86). In fact, for feeds with small £-plane apertures 
{B < 3X/4), where there is a capacitive mismatch localized at the aperture 
(^ip is approximately 270°),^ the value of d calculated from Eq. (85) is 
X/4; experimentally d is about 0.35X for a number of typical cases. 
Where the feed mismatch is small or the wavelength very short, it may 
not be practical to use the smallest thickness ti calculated from Eq. (85). 
For these cases, as inspection of Eq. (85) will show, a reflection of the 
same magnitude can be obtained by using thicknesses [h + (X/2n)]; 
the spacing is unaffected. 

The use of an external pressurizing enclosure has a number of advan- 
tages to recommend it. The possibility of breakdown at high power i.'! 
minimized because the pressurized region extends beyond the feed aper- 
ture and the dielectric housing is located in a region of low field strengths. 
The impedance match is reproducible in the sense that it is independent 

' "Waveguide Handbook Siipplempnt," RT^ Group Report. No. 41, Jan. 23, 1945 
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of small fluctuations in enclosure dimenKions and positioning. This is 
in distinct contrast to tlie properties of pressurizing diaphragms with 
flanges in the plane of the apert\ire, where the geometry of the flange and 
even the tightness of the retaining bolts have an effect on pattern and 
match. As a matching device the pressurizing enclosure is especially 
effective when the mismatch of the feed arises at the aperture. This is 
true for open waveguide and properly designed horns whose electric plane 
aperture is less than about 3X/'4. Then, since enclosure and aperture 
are closely spaced (d ~ X/3), the impedance match is insensitive to frc- 



FlcJ. lO-.'i".- Iin|>ofIaiicc v.^. frpciiioiiey for a t.\-pi('al horn witli j>r<)i>er]y (.IcsiKiied i)rossuriziii*i 



quency changes in which AX/X is of the order of 10 per cent. The imped- 
ance-wavelength curve of a properly designed pressurized horn is shown 
in Fig. 10-37 to illustrate the bandwidth of the device. 

Another successful pressurization technique which h,as received only 
preliminary trial' consists in soldering a diaphragm of Corning 707 glass 
with a bonded metal rim inside the feed near the aperture. The glass 
window is .somewhat smaller than the inside dimensions of the feed. 
The thickness of the glass and the dimensions of the opening can be 
chosen to make the effect of the diaphragm resonant, inductive, or capaci- 
tive so that any feed can be matched by this techniciue. 




' M. D. Fiske, "Resonant Windows for Vacuum Seals in Ucctangiilar Wave- 
guides," Rev. Sci. Instruments, 17, 478 (1946). 
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DIELECTRIC AND METAL-PLATE LENSES 
By J. R. RissER 

ll'l. Use of Lenses in Microwave Antennas. — The utilization of 

optical methods is an outstanding feature of microwave antenna design. 
It is natural, therefore, to consider a much-used optical device, the lens. 
Dielectric lenses of conventional optical design are, in general, too cum- 
bersome for use in microwave antenna systems, but when they are zoned 
so that the dielectric is nowhere more than several wavelengths thick, 
their use is a distinct possibility. At wavelengths in the microwave 
region, a practical lens can also be constructed using parallel metal plates 
spaced a fraction of a wavelength apart, because for radiation with the 
electric vector parallel to the plate surfaces, the space between the plates 
is characterized by a longer wavelength than the free-space wavelength 
and consequently has the i)roperties of a refracting medium with an 
index of refraction less than unity, 

Lenses and reflectors are interchangeable in microwave antennas, 
because both perform the same basic function — modification of phase. 
Thus, for example, lenses can be substituted for reflectors to produce 
pencil beams; cylindrical lenses of suitable contour can be used with hne 
sources to obtain asymmetrically flared beams; and line sources can be 
formed by the use of two-dimensional lenses between parallel plates. 
Reflectors have many advantageous features: mechanical simplicity, 
lightness, and freedom from chromatic aberration. Lenses, in turn, have 
characteristics that render them invaluable for many applications. Thus, 
in a lens system, the feed is out of the path of the main beam, a considera- 
tion of particular importance in parallel-plate line sources. Lenses are 
also particularly suited for insertion into optical systems to perform special 
corrective functions; for example, correcting lenses of the Schmidt type 
can be used in conjunction with a reflector to obtain a wide field in 
antennas for rapid scanning, and metal-plate lenses are used for phase- 
front correction in sectoral horns. 

Because of the difl^erence in wavelengths, microwave lens techniques 
are free of certain restrictions which obtain in optics. Surface tolerances 
are large. Dielectric lenses can be made of relatively soft thermoplastics, 
such as Incite or polystyrene, instead of glass, and the lens surfaces can 
be turned on a lathe or molded. Consequently, the surfaces need not 
be spherical but can be cut to contours appropriate to the function of 
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the lens. Metal-plate lenses, likewise, can be produced by ordinary 
machine-shop methods. Since the fundamental function of a lens is to 
modify the phase fronts from a radiating source, the lens surfaces are 
designed using the laws of geometrical optics. However, the radiation 
pattern of the antenna as a whole — lens and primary source — must be 
considered from the standpoint of diffraction theory. The far zone field 
produced by the lens is obtained from the amplitude and phase distribu- 
tion over its aperture by the methods of Chaps. 5 and 6. 

It is the aim of this chapter to point out the methods of design, types 
of structure, and general problems involved in the use of lenses. Cor- 
recting lenses and other lenses designed for special purposes will not be 
considered. Discussion will be confined to those lenses whose function is 
to convert the spherical (or cylindrical) phase front from a point (or 
line) source at the focus of the lens into a plane phase front across the 
aperture. This is the most frequently recurrent problem in microwave 
antenna design, because, by diffraction theory, a plane phase front results 
in the most directive pattern for an aperture of a given size with a given 
amplitude distribution across it. 

DIELECTRIC LENSES 
11'2. Principles of Design. — The general principles of geometrical 
optics were formulated in Chap. 4. Lens design is based on two of these 
principles (Sees. 4-8 and 4-9) : (1) the principle of equahty of optical paths 
along rays between pairs of wavefronts and (2) Snell's law of refraction. 
The procedure of lens design is commonly referred to as "rsij tracing" 
because it deals exclusively with the optical paths or rays, that is, the 
normals to the equiphase surfaces or wavefronts. In a homogeneous 
medium the rays are straight-line segments. In empty space the optical 
path length is just the length of the ray segment; in a dielectric medium, 
it is the length times the index 
of refraction n (equal to \/Fe)- 
The rays are refracted at the 
lens surfaces in the way described 
by Snell's law. The ray-tracing 
method consists in determining 
the lens surfaces, so that the 

1 • J J.- 1 1 /7 1 Viu, 11-1. — Optical paths and equiphaue 

combmed optical length ((i + surfaces. 

wis + is) (see Fig. 11-1) along 

any one ray between two equiphase surfaces Si and on opposite sides 
of the lens is the same as the length {l[ + nZj -|- l,) along any other ray 
between <Si and S^. The reciprocity theorem can be invoked to show 
that it is immaterial whether the direction of propagation is from Si 
toward Sa or the reverse ; a lens designed to convert a spherical equiphase 
surface from a point source F, located to the left of the lens, into a plane 
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equiphase surface to the right, will function equally well in bringing to a 
focus at F the energy in a plane wave incident from the right. 

11-3. Simple Lenses without Zoning. — Simple lenses will be divided 
into two categories according to the number of refracting surfaces. If 
one lens surface is an equiphase surface of the incident or emergent wave 
with the result that the rays are normal to the surface and pass through 
undeviated, the term "one-surface lens" will be applied. A "two-surface 
lens" is one in which refraction occurs at both lens surfaces. The design 
of a one-surface lens is a relatively simple problem and will accordingly be 
treated first. 

The first to be considered is shown in Fig. 11-2. The boundary T7" 
between air on the left and the dielectric of index of refraction n on the 
right is to be determined so that the phase front *Si from a source at F 
is converted into the plane phase front S2 in the dielectric. The dielectric 
is terminated on the right in a plane parallel to S>. The problem is 
essentially two-dimensional, whether the lens is cylindrical and F is a, 
line source — in which case the line source and cylinder axis are perpen- 
dicular to the plane of the diagram — or the source at F is a point source 
and the lens is spherical,' that is, has rotational symmetry about the 
optical axis FQ2, the line through F porpendieular to Si. The, o()ualion 
of the lens surface is obtained from the condition that the optical path 
length [(PjP) + niPPi)] through an arbitrary point P shall be equal to 
the optical path length [(QiQ) + niQQ^)] on the axis or, more simply, 
that 

(FP) = (FQ) + n{QQ',). (1) 

In terms of FQ ( = /) and the polar coordinates (r,6) of the point P, 
Eq. (1 ) can be written 

r =f + n{r cos 6 - /). (2) 

Solving for r, the equation for TT', the generating curve of the lens 
surface, is given by 

" ^Tc^^T-"]' 

Since n > 1, this is the eqtiation of a hyperbola of eccentricity n with 
the origin at one focus. The asymptotes make an angle 6^ with the lens 
axis given by 

Ba = cos-i -• (4) 

The angle 9„ is 51° for polystyrene and plexiglas for each of which n = 1.6. 
It may be noted that the law of refraction is not vised in deriving Eq. 

'For fonvimiencf , a l(?iis will he dcsinnatcd .ts "splicrical " if its .s\irfacos arc 
generated by a rotation about the axis and "cylindrical" if tlie generating motion is a. 
translation parallel to the line source F , 
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(3); it is easy to show, however, that the law of refraction is satisfied 
at this boundary for the ray construction of Fig. 11-2, and it is, in fact, 
Itnown from general considerations (Sec. 4-9) that it must be satisfied. 
It is likewise easily seen that the right-hand boundary of the dielectric 
has no effect on the optical paths because it coincides with an equiphase 
surface and, consequently, is normal 
to the rays PP^, QQ2, etc. 

In evaluating the usefulness of 
the lens, its effect on the amplitude 
distribution over the aperture must 
be ascertained, because this as well 
as the phase determines the diffrac- 
tion pattern. The effect differs in 
spherical and cylindrical lenses. For 
a spherical lens with a point source 
at F that has an axially symmetric 
pattern, if P(8) is the power radiated 
per unit solid angle by the point 
som-ce in the fl-direction and P(p) 
the corresponding power per unit 
ar<>a in the aperture at a distance from the axis p( = r sin 8), then from 
geometrical considerations, 

Pip) sin 0(ie 
P{d) p dp 




- One-sinfaco Ions with tx-'r- 
bolic contour. 



(5) 



Reflection at Ihe lens surface is being neglected. For the hyperbolic 
surface generated by the curve of I'^ci. (3) 



P(P) 



(n cos 9—1)' 



f-{n - ly'in - cos e) 
whereas the corresjjonding amplitude ratio is 



Mp) 
Aid) 



(n cos e - 1)' 



J\n - iy{n - cos 6) 



(6) 



(7) 



For a cylindrical lens with a line source at F, Pi0) (16 is the power radi- 
ated per unit length by the line source between the angles 6 and 6 + rid. 
Then if P{!/} dy is the power per unit length in the corresponding aperture 
interval between y and y + dy, where y is again the distance r sin B 
from the axis, 

P{y) ^ d9 
P{e) dy' 

For the hyperbolic surface, 

Pif/) _ {)! c(]s e - 1)- 



(8) 



(9) 
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and 



A(.y) 



I in 



cos e - 



(10) 



1.0 



A{e) yin - l)/(n - cos 6) 

The amplitude ratios for spherical and cylindrical lenses normalized 
at 9 = 0 are plotted in Fig. 11-3. They drop off rapidly with increasing 

d, an effect that impairs the usefulness of 
the lens. For the spherical lens of poly- 
styrene or plexiglas, the aperture ampli- 
tude has dropped off 50 per cent relative 
to the feed amplitude at an angle of 30° 
with the axis, with the result that it is 
scarcely feasible to use a lens aperture 
extending beyond this point because of the 
high degree of taper in the illumination. 
This results in a serious reduction in the 
gain and an increased width of the main 
lobe of the antenna pattern (cf. Sec. 6-6). 
Another design for a one-surface lens 
20 40 60 can be obtained by considering the source 
*> "Iss- F (see Fig. 11-4) to be immersed in a di- 

electric medium of index of refraction n 
bounded on the right by a dielectric-air 
surface. In this case the equation for the 



0.0 













Aly) 

A(e) 


• A(p) 










\ 



Fig. n-3—A(p)/A(.e) for a 
spherical lens and A(y)/A(6) for a 
cylindrical lens with hyperbolic 
contours; n = 1.6. 

generating curve T1T2 is found to be 

, _ fin - 1) 

r -- -.) 

n — cos 0 

where / is the distance along the axis from the focus to TiTi. 
the equation of an ellipse of eccen- 
tricity l/w with the origin at the 
focus farther from Q. An actual 
lens would be constructed, as shown 
in Fig. 11-4, where the source F is 
outside the dielectric and the inci- 
dent dielectric surface T\T'2 is 
spherical or cylindrical, as the case 
may be, and normal to the rays FP 
and FQ. For a given focal length, 
the aperture of the lens cannot be 
larger than 2b, where b is the semi- 
minor axis of the ellipse: 



(11) 



This is 




■yjn 



- 1 



FlQ. 11-4. 



(12) 



-One-surface lens with elliptical 
contour. 
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The semiminor axis 6 subtends an angle 6„ at the feed given by 



= COS" 



The minimum ratio of the focal length to the diameter is 



L 

2h 



In 



+ 1 



1 



(13:) 



(14) 



which is 1 .04 for plexiglas or polystyrene, 
elliptical contour, A{p)/A{$) is given by 



For a spherical lens with an 



A(p) ^ C 

.4(9) ^(n - 1 

and for a cylindrical lens by 



cos ey 



ypin cos e - 1) 



My) ^ j (n - cos ey 

{A 'dj ~ yjin- l)/(w cos e - 



1) 



(15) 



(16) 



3.0 



2.0 



Plots of these amplitude ratios normalized to unity at 6 = 0 are given in 
Fig. 11-5. The amplitude in the apet tiuo increases relative to the feed 
amplitude with increasing 6. This property of the elliptical contours is 
desirable for microwave work, because the lens compensates for the 
directivity of the feed pattern, producing 
a more efficient illumination over the 
aperture from the standpoint of antenna 
gain. On the other hand, the more uni- 
form illumination enhances the side-lobe 
structure of the pattern, and the lens is not 
suited for use with an antenna feed of too 
low a directivity. 

Practical considerations of bulk and 
efficiency place a limit on the useful aper- 
ture of this lens. For polystyrene or plexi- 
glas, the maximum diameter 5b is 0.96/, 
and the half angle 9„ subtended at the feed 
F is 51°. For a 30° half angle, on the 
other hand, the lens diameter is 85 per 
cent of maximum; and in the case of the 
spherical lens, the volume of dielectric is 
approximately one-fourth of the volume 
with maximum diameter. For a spherical lens cut aX 6 = 30°, A (p) /A (6) 
is 1.7, with the result that the feed pattern must be down 14.5 db from 
e = 0 in order to make the power at the edge of the aperture 10 db down 
from center. 
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20 40 

FlQ. U-5.— ^(p)M(9) for a 
spherical lens and A(y)/A(,9) for a 
cylindrical lens with elliptical con- 
tours; n = 1.6. 
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A "two-surface lens" is one in which neither of the lens surfaces 
coincides with a surface of equal phase and the rays undergo refraction 
upon entering and leaving the lens. The use of a second refracting sur- 
face is one way of increasing the versatility of the lens. The optics of a 
two-surface lens will be outlined briefly, although there will be no detailed 
discussion of an example. Figure 11-6 is a sketch of the geometry. As 

before, F is a point or line source to 
the left of the first surface whose con- 
tour is denoted by TiT[. Since re- 
fraction occurs at both surfaces, there 
is no unique form for the equiphase 
surfaces in the dielectric. It is con- 
venient in this ease to discuss the 
problem in terms of the angle 6' (Fig. 
11-6) which a ray entering the di- 
electric at the point (r, 8) makes with 
the axis of the lens. The angle 6' is 
determined from the form of the contour TiT[, or vice versa, in accordance 
with Snell's law. In terms of 8' the differential equation for the contour 
TiT[ can be shoAvn to be 




Fig. ll'G. — Coordinate system for a two 
surface lens. 



1 dr _ n sin (9 - 8') 
r dB ~ n cos {8 - 8') - l" 



(17) 



The coordinates x, y of the point where the ray from (r, 9) intersects 
the second surface TiT'.^ are determined by the geometrical relationship 



X — r cos 



tan 



(18) 



and by the condition for the equality of optical paths. Since the equi- 
phase surfaces to the right of T^T'^ are required to be planes, the condition 
on the optical paths is given by 



r + n {y — r sm 6y + {x — r cos BY — x = constant. (19) 

As is easily seen, Eqs. (17) to (19) are not sufficient to determine uniquely 
the coordinates of both surfaces. Another condition, e.ssentially equiva- 
lent to a condition on 6' , may be imposed. For example, it may be 
required that the lens be free of coma (to render it suitable for use in a 
scanning antenna) or that the amplitude ratio A{y)fA{6) of Eq. (5) or 
(8) be specified as a function of y or 8. For a general-purpose microwave 
antenna it would be desirable that the amplitude ratio be constant or at 
least a slowly varying function of y or 6, with the result that the taper in 
the angular pattern of the feed is reproduced in the aperture. As far as is 
known, a practical solution of this problem has not yet been obtained. 
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When the contour TiT[ is determined by arbitrarily setting d' equal to 
9/2, it is found that A{y)/A{d) is very nearly constant for a cylin- 
drical lens of moderate aperture and only very slowly varying for a 
spherical lens. This lens is thick, ho\\ever, for reasonable apertures. 
In general, with the large apertures used in microwave applications, con- 
siderations of weight and bulk make zoned construction a practical 
necessity. Consequently, the design of lenses without zoning is of some- 
what academic interest, and the conditions on the lens surfaces are not 
complete without provision for the zone steps. This will be treated in 
the next section. 

Before leaving the subject of unzoned lenses, however, we may take 
note of an expression for the thickness of a simple converging lens on 
the axis. This expression is useful in estimating lens proportions. 
It can easily be seen from the principle of equality of optical paths that 
if R and flo are the coordinates of the apex of the lens where the dielectric 
reaches zero thickness, the thickness t on the axis is given by 

72(1 - cos So) = {n - \)t. (20) 

For example, a polystyrene lens with li equal to 20 wavelengths and 9o 
equal to 30° is 4.5 wavelengths (free-space) thick. 

11'4. Zoned Dielectric Lenses. — A simple lucite cr polystyrene lens 
of thi> type described in Ui(! piiMtcdiiiK sc(^tion is many ^VRvelengths thick 
if its focal length and aperture are large 
compared with a wavelength. For a 
simple lens the optical path lonpth along 
the axis is the same as the length by way 
of the edge. This condition is unneces- 
sarily restrictive, however, at microwave 
frequencies w-here the wavelength is large 
compared with ordinary manufacturing 
tolerances. The surfaces of microwave 
lenses can be divided into zones with the 
optical paths differing by integral multi- 
ples of a wavelength from one zone to (a) (6) 

another. A lens may accordingly be F'"- — Zoning of nonrefractiiiR 
1 • 1 -,i • -1 i- lens surfaces. 

designea with its cross section similar to 

those shown in Fig. 11-7, Starting with zero thickness at the edge of the 
lens the thickness of dielectric may be progressively increased toward the 
lens axis, as required by the phase condition, until the path difference intro- 
duced by the presence of the dielectric is equal to a wavelength. At this 
point the path in the dielectric can be reduced to zero without altering 
the wavefronts from the lens. This is then the outer boundarj' of another 
zone, through which the optical path lengths are one wavelength leas 
than those through the outermost zone. This zone likewise incrca.ses 
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in thickness in the direction of the axis until the point is reached where 
reduction of the dielectric thickness to zero results in an optical path 
length smaller by another wavelength, and so on. The resulting lens is 
similar to a conventional zone plate except that the path difference 
between zones is equal to a single wavelength. When the lens has K 
zones, the optical paths through the outermost zone are {K — 1)X longer 
than those passing through the zone on the lens axis. 

The maximum thickness of a zoned lens is approximately equal to 
X/(n — 1), because the maximum path difference (n — l)t introduced in 
a path of length i by the presence of the dielectric is approximately a 
wavelength. In actual practice a small thickness t„ (Figs. 11-7 and 11-8) 
must be left at the thinnest points for reasons of mechanical strength, 
so that the maximum thickness is greater than X/(w — 1) by this amount. 

A good example of a zoned two-surface lens which has been tested 
and used' is shown in Fig. 11-8. This is a plexiglas lens, 13.5 in. in diam- 
eter, for use at 3.3 cm. The surface toward the feed is chosen somewhat 
arbitrarily to be a plane. This choice has much to recommend it, how- 
ever, because a- plane surface should have somewhat less back reflection 
to the feed than a concave surface and better illumination characteristics 
than a convex surface. Except for the inclusion of zones, the lens is 
designed in the manner described for two-surfaco lenses in Sec. 11 '3. 
Once a plane for the first surface and the distance from this plane to the 
focus (6 in. in this case) are chosen, the lens structure is completely deter- 
mined by the requirement that the equiphase surfaces to the right of the 
lens shall be planes: Snell's law determines the directions of the rays in 
the dielectric of the lens; then the second surface is determined from the 
principle of equality of optical paths with the provision that the paths 
differ by a wavelength from one zone to another. The following equa- 
tions describe the zoned surface: 



d = 
and 



(K - 1)X + (n - 1)Z) + / - VP + r'^ [. , . 



fi = r[l+ 



(22) 



The notation is that of Fig. 11-8. The zone number K is unity for the 
central portion of the lens. This zone is carried out from the axis to a 
point where the thickness of material tm is considered a minimum for 
mechanical strength. There the step is made to the surface determined 
hy K = 2, and so on to the edge of the lens. 

M. M. Slrellett, "Plexiglas Lens Antenna for Microwaves," BTL Report MM-43- 
170-15, September 1943. 
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In designing a zoned lens care must be taken to avoid excessive shadow 
area between zones in the lens aperture. ' Shadow invariably occurs when 
zone steps are cut in a refracting surface of the lens because the ray 

P 




F 

Fig. 11-9. — Shadow introduced by zoning. 



adjacent to a step inside the dielectric has a different direction from that 
of the adjacent ray outside. This is shown in Fig. 11-9 where the rays 
FPP' and FQQ', which are together on entering the lens, have undergone 
considerable separation at the step. In transmission the aperture illu- 
mination is zero between P and Q; in reception the energy incident 
between P and Q does not rea(;h F and is therefore lost. Shadow does 
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not occur where the step is cut in an equiphase lens surface because the 
directions of the rays are not altered at the surface and hence undergo 
no separation. The effect of sha<lo\v regions, of course, shows up in the 
secondary pattern of the lens as a decrease in gain and increase in side 
lobes. Data are lacking at present on the relation between these effects 
and the size and position of the shadow regions. 

Frequency Sensitivity. — Since dielectric constants ai-e independent of 
frequency in the microwave region, an unzoned dielectric lens performs 
its function regardless of frequency. With zoning, however, frequency 
sensitivity is introduced. Let Pi be the length of optical path from the 
focus F along the axis to any plane perpendicular to the axis on the far 
side of the lens. If K is the total number of zones, the optical path Pa 
through the Kth zone is Pi + (A' — l)Xo where Xo is the design wave- 
length. At wavelength Xo, the radiation from the first and A'th zones 
will be in phase in any plane perpendicidar to the optical axis, flowover, 
at a near-by wavelength Xo -|- AX, the wavcfront from the A'th zone will 
be displaced a distance S along the axis relative to the wavefront from the 
first zone. When the changes in wavelength are small, 5 in wavelengths 
is given by 

6 
X 

whence 

The usual criterion for mi(Towavo work is that the displacement S shall 

not exceed ().125X.' Using this criterion and defining the bandwidth as 
twice the maximum allowable fractional change in wavelength expressed 
in per cent, 

25 

Bandwidth ~ ^ P^r cent. (24) 

A lens of 4 per cent bandwidth can have seven zones with Xo steps bet \v(>en 
zones. The formula is approximate because AX is assumed small in the 
derivation. It shoidd be noted that (7v — 1) is actually the number of 
wavelength steps introduced by zoning; if there are steps of iwo or more 
wavelengths, this must be tak(>n into ac^count. It i.s believed that Fa\. 
(24) gives a conservative estimate of bandwidth, b(;cause with tapered 
aperture illumination, higher values of 5/X might be tolerated for certain 
applications. 

11-5. Use of Materials with High Refractive Indexes. — llecently 
materials with high refractive indexes and low losses have been developed. 
The use of these materials would greatly reduce the bulk of microwave 

' Pile roliifion t)i>t\voen ttie gain of a pencil beam antenna and the jihase error 
(ivrr the apertnre i.s (li.st-ii.ssefl in Sec. 12.5. 



AX, 



(23) 
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lenses. Two distinct types exist. I'olyglas' mi.xtures witli titanium 
dioxide or titanate fillers have refractive indexes from 1.7 to 4.9, depend- 
ing on composition. Power factors are 0.002 to 0.003 at 10" ops. These 
materials have the advantage of possessing coefficients of thermal expan- 
sion near those of copper and brass. Very high refractive indexes (about 
10) are obtained from titanium dioxide and titanate ceramics.^ The 
titanium dioxide ceramics have power factors below 10~' at 3 X 10' cps. 
There is no fundamental obstacle preventing the use of these materials 
for microwave lenses. At present lack of development of manufacturing 
techni(iues for heat treating and molding of large samples is the principal 
difficulty. The degree of control necessary for successful manufacture 
is indicated in the reports on the materials. Because tolerances against 
warpage and twisting are large for lens surfaces (Sec. 1 !•()), a lens could 
be made as an assemblage of small sections, in order to decrease the size 
of furnaces and molds. 

In addition to techniques of manufacture, materials with high refrac- 
tive indexes present several problems to the lens designer. The toler- 
ances on lens thickness become im.portant (Sec. ll-G), and reflections 
from lens surfaces result in i)rohibitively high transmission los.ses (Sec, 
11-7) unless surface-matching sections arc added. 

11-6. Dielectric Losses and Tolerances on Lens Parameters. — In 
evaluating the usefulness of microwave lenses, it is necessary to consider 
the practical problems arising from properties of lens materials and pos- 
sible limitations in methods of manufacture. Attenuation in the dielec- 
tric must be reasonably small. It must be possible to fabricate the lens 
to satisfactory tolerances on the contours of both surfaces and on the 
thickness. !Many materials with suitable refractive indexes are lossy at 
microwave frequencies. The attenuation in decibels per (free-space) 
wavelength in an unbounded dielectric medium is given by 

A = 27.3ft J, (25) 

where n is the index of refraction and «' and e" are the real and imaginary 
parts of the complex dielectric constant (e' — je") characteristic of lossy 
materials. (The index of refraction is the scjuare root of t'/to, which is 
the inductive capacity A'« ordinarily quoted.) The ratio t"/'' is equal to 
the power factor of the material when it is small compared with unity 
Since the maximum thickness times {n — 1) is alxnit a wavelength for > 
zoned microwave lens, the upper limit to the atten\iati(m in a zoned lens 

' A. von Hippcl, S. M. Tviii;;sbm v, and ]i. CI. \V('s.s()n, "Low Thermal l^\i>,'insioii 
Plastics," NDllC 14--5.39, October liMo. 

* .v. von Hippcl, I!. O. UrockcnriilRC, A. V. dc Hi(-t(i'villc, ,If., .1. M. Urownlow, 
K. (). Cheslcy, (5. Ostcr, I, Tiszii, iiiid W. H. \Vi'.sti)li;il, "Hifjli Dielectric, Uoiist;iiit 
('Kramics," NDHC 14-300, AiiKust 1!M4. 
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is approximated by 

^--27.3(^)^, (26) 

which is about 70e"/e' for polystyrene or lueite and about 35€"/e' for a 
dielectric with n equal to 4.5. Thus, power factors up to 0.003 can be 
used without introducing more than a few tenths of a decibel attenuation. 
For polystyrene («"/*' ^ 0.0003) the attenuation is negligible. 

The tolerance to be placed on any lens parameter is proportional to 
the maximum allowable irregularity in the wavefronts, or equiphase 
surfaces, formed by the lens. This is again taken to be X/8. The toler- 
ances on thickness and index of refraction are interrelated because the 
compensation in optical path introduced by the presence of dielectric 
of thickness < is {» — l)t. Setting X/16 as the upper limit on wave- 
front irregularities arising from variation in either < or w to allow for 
variations in both quantities, we have, approximately, 



and 



An ^ A. (28) 



Since (n — 1 is of the order of a wavelength for zoned micnwave lenses, 
Eq. (28) becomes 

<^.- (29) 



n - 1 16 

The tolerance on thickness becomes important only for materials with 
high index of refraction. For polystyrene at a wavelength of 3.2 cm, 

Eq. (27) gives a thickness tolerance of i in., whereas for a substance 
with a refractive index of 4.5, it is 0.020 in. at the same wavelength. 
As regards the dielectric constant, a variation greater than 3 per cent is 
not likely to occur when reasonable care is taken in manufacture, even 
in materials of high dielectric constants. This variation is well within 
the limits prescribed by Eq. (29). If variation in thickness alone or 
dielectric constant alone is considered, the tolerances given by Eqs. (27) 
and (28) may be increased by a factor of 2. 

Some restriction on the surface contours of a lens arises from the 
tolerance on the thickness t. The two surfaces can be deformed simul- 
taneously by warping, however, without affecting the thickness appre- 
ciably. From Fermat's principle, the length of optical path through 
any portion of a lens has an extremum value and consequently, small 
displacements of any section of the lens result in changes in optical 
path that are small compared with the di.splacements. The tolerance 
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on a surface contour, except when it affects thickness, is therefore at 
least as large as the maximum allowable irregularity in the wavefronts. 

11'7. Reflections from Dielectric Surfaces. — Refiections from dielec- 
tric surfaces can cause feed mismatch and power loss. Feed mismatch 
is most likely to occur when a lens surface coincides with an equiphase 
surface because the reflection from the entire surface is then in phase at 
the feed. In this case the surface reflection coefficient is given by the 
well-known expression for normal 
incidence 



R = - 



1 



(30) 



w + 1 

Equation (30) yields a value of 0.23 
for plexiglas or polystyrene and, of 
course, larger values for higher di- 
electric constants. A reflection of 
this magnitude is too large if picked 
up by the feed, and so the use of an 
equiphase surface as a lens surface 
is to be avoided whenever possible. 

For high indexes of refraction 
and largo angles of incidence, power 
loss itself becomes important. For 
a refractive index of 4.5 the loss is 
40 per cent at normal incidence, so 
that surface-matching sections are 
necessary. The reflection coeffi- 
cient R depends not only on n but 
also on the angle of incidence. 
This is shown in Fig. II-IO, where 

is plotted for a plane wave inci- 



0.50 



0.40 



Iflr 0.30 



0.20 



0.10 























a / 
















-1 



















0** 30° 60° 90* 

Angle of incidence 

Fig. 1110. — Fraction of incident power 
reflected from the surface of an infinite 
dielectric slab vs. angle of incidence: (a) 
electric vector perjiendicular to the plane 
of incidence; (6) electric vector in the plane 
of incidence; n = 1.6. 



dent on the plane surface of an infinite dielectric slab (n = 1.6) at angles 
up to 90°. The curve for polarization with the electric vector perpendicu- 
lar to the plane of incidence is a plot of the well-known relation 



with 



sin {i — r) 
sin {i + r) 



r = sm" 



( - sin i\ 



(31) 



In this case \R\ increases with angle of incidence from its value at normal 
incidence, slowly at small angles and rapidly in the neighborhood of 90°. 
The power loss reaches a value of 10 per cent at about 40° for n = 1.6. 
Account must be taken of this effect in the design of lenses. For polariza- 
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tion with the electric vector in the plane of incidence, 

R = P^n^v (32) 

tan (i + r) 

In this case \R\ decreases with angle of incidence until it reaches zero at 
the Brewster angle, tan^^ n; beyond this angle it again increases. Match- 
ing devices can be used to cut down surface reflections, as, for example, 
a quarter-wavelength-thick surface layer of material whose refractive 
index is the geometric mean of the refractive index of the lens dielectric 
and that of air. Such a matching section is, of course, an additional 
complication in the design and manufacture of the lens. 

METAL-PLATE LENSES 
11'8. Parallel-plate Lenses. — A lens structure using spaced conduct- 
ing planes instead of a dielectric has been developed' for use at microwave 
frequencies. A common form consists of parallel strips of sheet metal 
held apart by acc\irate nonreflecting spacers. Where the electric vector 
is parallel to the plate surfat-es and the plate spacing a is less than X, 

but greater than ^ (cf. Sec. 7-15), the wavelength between the plates is 



given by 



= (33) 



Since this wavelength is greater than the free-space wavelength, the 
parallel-plate space has the properties of a refracting medium with index 
of refraction less than unity. When a thickness of this medium is intro- 
duced into the paths of the rays, optical path lengths are reduced from 
their free-space values instead of increased as iji the case of dielectrics. 
Thus a converging parallel-plate lens is thinner on the axis than at the 
edge of the lens, and a diverging lens is thicker. This is in contrast 
to dielectric-lens structure. A parallel-plate lens can be designed to 
have variable thickness, like a dielectric lens, or it can have a uniform 
thickness and variable plate spacing. The former, a more common 
design, will be considered here. 

The refractive index of the parallel-plate space is given by 



'» = ^ = -lo^;) (34) 



' W. E. Kock, "Experiments with Metal Plate Lenses for Microwaves," BTI, 
llcport MM-44-160-67, March lO-i^ ; "\^'ire Lens Antennas," MM-44-160-100, April 
11)44; "Metal Plate Lens Design "oiisiderations," MM-44-1 60-105, Anguat 1944; 
"Metal Plate Lenses for Mierowaves," MM-45-160-23, March 1945; "Metal-Leng 
Antennas," Proc. IRE, 34, 828-836, November 1946. 
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with X/2 < a < X. Values of n lie between 0 and about 0.86. Naturally 
the smallest practical value of n should be used in order to minimize the 
thickness of the lens. Owing to difficulties arising from the use of plate 
separations near cutoff, namely, 
frequency sensitivity, mismatch at 
the lens surface, and difficulty in 
maintaining the tolerances on 
plate spacing, 0.5 is generally con- 
sidered the minimum practical 
value of n. One important differ- 
ence between dielectric and paral- 
lel-plate lenses consists in the 
constraints placed on the rays in 
the lens by the presence of the par- 
allel plates. The direction of 
propagation in the lens must be 
parallel to the plate surfaces. 
Thus Snell's law does not, in general, describe the change in direction of 
a ray at the lens surface. In the case of cylindrical lenses this fact does 
not essentially change the lens design. Here two cases may be distin- 

guishcd. When the electric 




Fia. 1111. — Cylindrical parallel-plate 
lens in which change of angle at the surface 

is dcteriTiined hy Snell's law. 



Actual direction of 
ray inside lens 




vector and lens plates are perpen- 
dicular to the cylinder axis, Snell's 
law is valid and the constraints do 
not enter (Fig. 11-11). When the 
electric vector and plate edges lie in 
planes parallel to the cylinder axis, 
Snell's law is replaced by the con- 
dition of the constraint (Fig. 
11-12). However, the design of a 
spherical lens consisting only of 
plates parallel to the 77-plane of 
the feed becomes a three-dimen- 
sional problem instead of the two- 
dimensional one discussed for 
dielectrics. The constraint exists 
in the magnetic but not in the electric plane, and the lens surface is not 
symmetrical with respect to a rotation about the axis. The design can, of 
course, be reduced to a two-dimensional problem by use of a cellular con- 
struction to introduce identical constraint in the electric plane. 

There is one useful example in which the constraint does not enter 
explicitly, and most spherical parallel-plate lenses used hitherto have 
been of this type. This is the one-surface lens in which the refracting 
surface is on the side of the feed with the second surface a plane per- 



Flo. 11-12. — Cylindrical parallel-plate 
lens in which change of angle at the lens 
surface is determined by the condition that 
the ray is constrained to pass between the 
plates. 
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pendicular to the lens axis. The rays are then parallel to the axis, and 
the constraints are automatically satisfied. As discussed in Sec. 11-3, 
the contour of this lens may be designed solely from the condition of 
equality of optical paths. Referring to Sec. 11-3, to the case where the 
refracting medium is to the right of the contour TT' (Fig. 11"2), the 
coordinates of TT' are given again by Eq. (3) : 



(1 - n)f 



1 



(3) 



n cos d 

In the present case, however, with w < 1, this is the equation of an ellipse; 
the hyperbolic face of the dielectric lens is replaced by an elliptical face 

in the metal-plate lens. Since little use is made of unzoned lenses, it is 
desirable to rewrite this equation to apply to a zoned lens. If the zone on 

the lens axis is taken as the first, the equation 
for the surface of the Kth zone is given by 

- "^^'^ (35) 




rx = 



1 — n cos 6 



with 



/x = /i + 



(K - 1)X 

1 - n 



(35) 



In this equation the assumption is made that 
there are steps of one wavelength between 
adjacent zones; otherwise (K — 1) in Eq. (36) 
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five zoues; n = 0.5; 



l ici. U l4.--Uatio j1(p)M(8) for zoned 
contour of Fig. 11-13. 



must be replaced by the total number of wavelengths in the steps between 
the axis and the ifth zone. Figure 11-13 shows a five-zone arrangement 
of this contour using 0.5 for n and 40X for /i. The ratio of /i to aperture 
is 0.86. The unzoned contour is show-n for comparison. The ampli- 
tude-illumination ratio (Sec. 11-3) which relates the amplitude across 
the aperture to the amplitude pattern of the feed is given for a "spherical " 
lens by 

A(p) 



V(l - n 



— 11 cos 6Y 
)^/l.(cos 6 - n) 



(37) 
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and for a cylindrical lens by 

A{y) ^ r ji-n cos er 

A(8) V(l - n)/x(cos e - n) 

The ratio A{p)/A{0) of Eq. (37) for the spherical case is plotted in Fig. 
11-14 for the five-zoned elliptical contour of Fig. 11-13. The ratio 
exhibits a slow stepwise increase from the center to the edge of the lens 




Fig. 11-15. — Rear view of a 1.25-cm parallel-plate lens. (Ctmriay of the Bell Telephone 

Laboratory.) 

in a fashion favorable for microwave use. The improvement introduced 
by zoning is seen by comparing with the dotted curve for an unzoned 
contour. Figure 11-15 is a photograph of the rear view of a spherical 
lens;' it is 48 in. in diameter and designed for use in the 1-cm range. It 

is a zoned single-surface lens with elliptical contours. This lens is 
constructed of thin, equally spaced metal plates parallel to the £-plane of 
the feed. The time involved in cutting the plates for lenses of this type 
is a factor, because the plates differ in contour except for corresponding 
pairs on opposite sides of the optical axis. Since surface tolerances are 
large (Sec. 11-10), the contours can be cut by sawing or filing to a scribe 
line or by stacking the plates with temporary wooden spacers and cutting 
on a lathe. 

' W. E. Kook, "Metal Plate Lenses for Microwaves," BTL Report MM-44-160- 
100, April 1944. 
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11'9. Other Metal-lens Structures. — Several other methods of lens 
construction have been tried with success. ' One procedure that leads to 
good structural characteristics makes use of polystyrene foam (e = 1.018 
and weight 1 to 2 lb/ft') as a dielectric medium between the plates. 

The plates are actually sheets of 
metal foil bonded to the polysty- 
rene. The slabs of polystyrene foam 
with the metal foil sidings may be 
molded into a block, and the lens 
contour can then be cut out on a 
lathe. 

Another method is to replace the 
lens plates by a system of parallel 
wires. Lenses of this type are inter- 
esting principallj' becau.se they point 
to the possibility of using lenses at 
long wavelengths where metal plates 
are out of question but curtains of 
wire suspended from poles are feas- 
ible. The lens structure is based on 
the fact that slots in the wall of a 
waveguide which are parallel to the 
The system of parallel wires may be 
thought of as a limiting condition arrived at by cutting slots in the parallel 
plates constituting the lens. The primary problem in the design is the 




Fig. 11-16. — Polystyrene-foam lens. 
{,Courteiy of the Bell TelephoTie Labora- 
tory.) 

electric-field vector do not radiate. 




Fio. 11-17.- 



-Wire lenses: (o) parallel-wire lens; (b) wire mesh lens. 

Tdephone Laboratory.) 



{Courtesy of the BdL 



determination of the practical ratio of slot width to conductor width. 
It has been found^ that at a wavelength of 3.2 cm wires of diameter 0.049 
in. and spaced 0.3 in. center to center have a loss of 0.1 db per inch or 
about i db per wavelength. Since the lens is only a few wavelengths 

> W. E. Kock, " MetaJ Plate Lenses for Microwaves," BTL Report MM-45-160-33, 
March 1945. 

» W. K. Koek, "Wire Lens Antennas," BTL Report MM-44-160-100, April 1944. 
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thick, thiB is not prohibitive. The over-all performance of a lens of this 
type has been found to compare favorably with an equivalent lens mak- 
ing use of solid plates. 

Several of these types of lenses are illustrated in Figs. 11-16 and 
] 1-17. The former shows a lens making use of a polystyrene-foam base. 
Figure ll-17a shows a parallel wire lens, and Fig. ll-17b shows a wire 
mesh lens. The latter takes as its starting point the use of rectangular 
waveguides as the lens medium. The waveguide walls are replaced by 
wire mesh, again making use of the fact that slots in a waveguide wall, 
when suitably oriented, do not radiate. 

11-10. Metal-plate Lens Tolerances. — Tolerances on the lens surface 
are large with respect to deformation by warping and twisting, as they 
are for dielectric lenses. Extreme rigidity in the cellular structure is 
consequently not necessary. Tolerances on the lens thickness and plate 
spacing are interrelated. Using the same criteria as for the dielectric 
lenses (allowing an error either in thickness or refractive index alone 
to cause more than half the allowable phase error X/8), 



and 



An ^ A, (40) 



where An depends both on plate spacing and wavelength. Reserving 
discussion of changes with wavelength until later (Sec. 11-11), the varia- 
tion of n with plate spacing a is given by 

An = il^^- (41) 
no ^ ' 

If in addition (1 — n)t is assumed to be approximately a wavelength, 
as it is for zoned lenses, Eq. (40) becomes 

^ < ^ (42) 

a = 16 (n -fl) ^ ' 

When n is equal to 0.5, Aa must be less than 0.024X, which is 0.030 in. 

at 3.2 cm. At this wavelength the tolerance on a would place a lower 
practical limit of about 0.3 on n, because this would lead to a tolerance 
of about 0.014 in. From Eq. (39) a value of 0.5 for n leads to an exceed- 
ingly liberal tolerance on t, i.e., A< ^ X/8. This is about twice the 
tolerance on a reflector contour for the same over-all phase error of X/8; 
a discrepancy of X/16 in a reflector contour leads to a phase error of 
approximately X/8. The tolerances given here are conservative, based on 
the assumption that both thickness and plate spacing are in error. If 
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the process of fabrication is such as to hold one or the other to better 
than the stated values, the alternate tolerance may be increased. 

11-11. Bandwidth of Metal-plate Lenses; Achromatic Doublets. — 
Since the index of refraction of a metal-plate medium depends on the 
ratio of plate spacing to wavelength, metal-plate lenses are frequency- 
sensitive devices. The relation between small changes in X and corre- 
sponding changes in n is obtained by differentiating Eq. (34) : 



An 



(43) 



The effect on the wavefronts from an unzoned lens will be considered 
first. Let L2 represent the total length of the line segments FP and 
PP' (Fig. 11-18) passing through the edge of the lens and Li the length 

FQQ' on the axis. If Pj and Pi are 
the optical lengths of Lj and Li 
respectively and I is the difference 
between the thickness of the lens at 
the edge and at the center, the op- 
tical path difference (Pj — Pi) is 
given by 




Pi = (L2 



/ -I- wO - Li. 

(44) 



Fig, ll'lS. — Effect on a wavefront of 
change in wavelength from the design 

wavelength. Tj^g p^j.^ difference (Pj - Pi) is a 

function of wavelength because n depends on wavelength. At the design 
wavelength Xo, (Pj — Pi) must be zero in order that P'Q' may represent a 
wavefront. Hence 

L2 - (1 - n,)t = Li. (45) 

At a near-by wavelength Xo + AX, the wavefront at P'-is displaced a dis- 
tance 8 along the axis with respect to the wavefront at Q', where S/\ 
is given by 

S _ U M - Pi - 
X ~ LdX \ 



AX. 



(23) 



The approximation is good only for very small AX. Substituting from 
Eqs. (43) and (45), 

S 1 + Wo (1 - no)t AX 

X Tlo Xo Xo 



(46) 



If the limits of bandwidth are defined by |5|/X equal in magnitude to 
0.125, the bandwidth is given by 

25no Xo 



Bandwidth » 



1 + no 0 — no)i 



per cent. 



(47) 
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In the special case no equal to 0.5, 

Bandwidth « 8.3 ^° per cent. (48) 

(1 - no)< ^ ' 

Since (1 — n^i is at least several times Xq, bandwidths are of the order 
of a few per cent. It is believed that Eq. (48) gives a conservative esti- 
mate of the bandwidth, because, with considerable taper in the aperture 
illumination, values of (|S|/X)mi» up to 0.25 might be tolerated for certain 
applications. 

In determining the bandwidth of zoned lenses, the same type of 
procedure is followed. The frequency sensitivity of zoned lenses is due 
not only to the variation in n but also to the steps. As for unzoned 
lenses the maximum deviation in tho wavefront can be calculated by 
comparing the optical path along the lens axis with the path by way of 
the edge. Using the same notation as before, we have 

- Pi = (1/2 - « + nt) - Lx, (44) 

with the somewhat different condition at Xo introduced by the zoning: 

Pz - Pi - (A: - 1) Xo = 0. (49) 

Here K is the number of zones, counting the zone on the axis as the 
first. In this case 



\i AX = -(i^ - 1) f - (i±^ 

\_d\ \ X / Jx-xo Xo no 



— Wo)< AX 
Xo Xo 



(50) 



and the bandwidth is approximately given by 

Bandwidth « 25 r^- -r- r- per cent. (51) 

(X" - 1) + ^ + ^° (1 - »o)< 

no Xo 

For zoned lenses (1 — n^t is approximately one wavelength at the 
thickest portions. For practical purposes, therefore, 

Bandwidth « 25 ]^\^^ per cent. (52) 
For the special case no = 0.5, 

25 

Bandwidth ~ 2 K ^^^^ 

Zoning increases the bandwidth of a lens. For example, the use of 
Eqs. (48) and (53) to compare equivalent zoned and unzoned lenses 
which introduce compensation of five wavelengths in the longest optical 
path [(1 — no)< = 5Xo for the unzoned lens; (1 — no)< = Xo, = 5, for 
the zoned lens] shows that the zoned lens has slightly more than twice 
the bandwidth of the unzoned lens, 3.57 per cent as compared with 1.67 
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per cent. For large values of K the zoned lens with no equal to 0.5 has 
approximately three times the bandwidth of the equivalent unzoned lens 
since a lens with K zones is equivalent to an unzoned lens with (1 — no)< 
equal to KXo- This indicates the advisability of zoning on the basis of 
bandwidth alone. Moreover it suggests the possibility' of using a 
doublet consisting of zoned and unzoned lenses with opposite frequency 
characteristics to obtain increased bandwidth. A zoned converging lens, 
for example, is stronger than an unzoned diverging lens of opposite fre- 
quency sensitivity, and the combination is a converging lens. It must 
be remembered, however, that the focal length of the doublet is much 
longer than that of the uncorrected converging lens unless the compensat- 




Fia. 11 "19. — Power reflection at normal incidence as a function of n. 

ing lens can be made optically thin and given the requisite frequency sen- 
sitivity by spacing the plates closely to yield small n. 

For any lens the first-order effect of change in frequency is to alter the 
effective focal length of the lens. For frequencies close to the design 
frequency the deformed wavefronts are so nearly spherical that moving 
the feed along the axis effectively removes the deformation. The effec- 
tive bandwidth of a lens is consequently increased by a provision in the 
antenna system for feed motion. 

II- 12. Reflections from Surfaces of Parallel-plate Lenses. — While the 
general problem of reflection from the surfaces of a parallel-plate lens 
has not been solved, some indication of magnitude can be obtained from 
a study of the reflection of a plane wave from the edges of an array of 
parallel, equally spaced plates when the edges lie in a plane. This 
problem has received rigorous theoretical treatment. ^ It seems reason- 
able to expect that the values of R derived for this case at various angles 
of incidence should be a good approximation to local values of /B on a 

' W. E. Keck, "Kxperiments with Metal Plate Lenses for Microwaves," BTL 
Keport MM-160-67, March 1944. 

' J. F. Carlson and Albert E, Heins, "The Reflection of an Electromagnetic Plane 
Wave by an Infinite Set of Plates, I," Quart. Applied Math., 4, 313-329, January 1947. 
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lens surface, providing that lens surfaces and wavefronts do not appre- 
ciably depart from a plane over distances comparable to a wavelength. 
For normal incidence R is given by 



R = 



1 



1 + n 



(54) 



This expression differs from the expression for normal incidence on a 
dielectric surface only by the presence of the phase angle Because 
n is less than unity, the magnitude of R is larger, however, than that 
from a dielectric surface with the same value of |1 — n\. The magnitude 




Fia. 11*20. — Planes of incidence at the plane face of an infinite set of parallel plates. 

of \R\^ at normal incidence is plotted in Fig. 11-19. Its value for small n 
obviously puts a lower practical limit on n, especially for equiphase lens 

surfaces where the reflected wave is in phase at the feed. For n equal 
to 0.5, the reflection is already quite large (11 per cent power reflection). 
Surface-matching devices are, of course, a possibility. 

The average reflection over a lens surface is probably less than the 
value derived for normal incidence because the magnitude of the reflected 
wav% probably decreases with the angle of incidence in both planes. 
For the magnetic plane {hh'F in Fig. 11-20) where the change in angle 
at the surface is determined by the constraint and not by Snell's law, 
an expression has been derived for \R\ as follows: 



\R\ = 



cos I — n 



cos i -\- n 

This expression is valid for a restricted range of angles: 



(55) 



0 ^ t g sin-i 



e-0 



412 DIELECTRIC AND METAL-PLATE LENSES (Sec. 1112 

with 

1< - < 2. 
o 

The restriction on i arises from the fact that grating lobes become possible 
for angles of incidence larger than sin~' — 1^. Inspection of Fig. 

11-20 and a plot of in Fig. 11-21 shows that \R\ decreases with increas- 
ing i, reaches zero for i equal to cos~' n, and increases beyond that angle. 

0.5 1 \ 1 1 




Angle 

Fig. 11*21. — Power reflection at the plane fare of an infinite Bet of parallel platea as a 
function of angle of incidence. 

For the electric plane {ee'F of Fig. i I -20) the expression for the varia- 
tion of R with angle of incidence has not been derived. In this plane 
the change of angle upon refraction is described by Snell's law. One 
might expect some similarity to the dielectric case where the magnitude 
of the reflected wave decreases from its value at normal incidence with 
increasing i until it reaches zero :it the Brewster angle, tan~' n, and then 
increases. It is hoped that a solution for this plane will become available 
in the future- 



CHAPTER 12 



PENCIL-BEAM AND SIMPLE FANNED-BEAM ANTENNAS 
By S. Silver 
PENCIL-BEAM ANTENNAS 

12' 1. Pencil-beam Requirements and Techniques. — The term "pencil 

beam" is applied to a highly directive antenna pattern consisting of a 
single major lobe contained within a cone of small solid angle and almost 
circularly symmetrical about the direction of peak intensity. As used 
here, it will apply to beams with half-power width less than 15°. These 
beams are analogous to searchlight beams, and, as with an optical search- 
light, the elevation and azimuth coordinates of a target in space can be 
simply correlated with the similar coordinates that define the orientations 
of the antenna. In connection with the technique of using radar echoes 
for obtaining range information, the pencil-beam antenna serves to define 
the position of a target completely. 

There are several possible techniques for producing pencil beams. 
The simplest in conception and from the point of view of practical 
design is that of placing a point source at the focus of an "optical" 
system, such as a reflector or lens, to produce a beam of parallel rays. 
It is evident that to produce a circularly symmetrical beam, the optcial 
system should have rotational symmetry with the feed located on the 
axis of rotation (optical axis). This presupposes that the primary feed 
pattern likewise has rotational symmetry about the same axis; in prac- 
tice this is approximated by a feed pattern having a pair of orthogonal 
principal planes (symmetry planes) that intersect along the optical axis, 
with nearly equal half-power widths in the two planes. In many calcu- 
lations this actual feed pattern can be replaced by an equivalent cir- 
cularly symmetric pattern that is the average of the patterns in the two 
principal planes. If the simple geometrical picture — that the beam 
produced by the optical system consists of a family of parallel rays — 
were strictly valid, the beam would have "zero" width as plotted in a 
polar diagram. However, this simple picture is markedly modified by 
diffraction phenomena due to the limited aperture of the optical system. 
The aperture is the projected area of the reflector or lens on a plane 
normal to the optical axis, and for a rotationally symmetrical system it 
is circular in shape. As a result of diffraction the antenna pattern has 
a major lobe of finite width and characteristic side-lobe structure. 

413 
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The general theory of apertures and diffraction has been developed 
in Chap. 6. It was shown there that of all the phase and amplitude dis- 
tributions over a plane aperture that give rise to a beam with maximum 
intensity in the direction normal to the aperture, a uniform amplitude 
and phase distribution gives rise to maximum gain; in general, minimum 
beamwidth is concomitant with maximum gain. 

The relation between antenna gain and range in radar systems has 
been noted in Sec. 1-2 [Eq. (1-12)]. The beamwidth is also an important 
factor in the precision with which target location can be effected. The 
considerations here are partly optical (of exactly the same nature as 
those which determine the resolving power of a telescope') and in part 
involve system factors such as pulse width; a rather complete discussion 
of resolving power of a radar set and its bearing on beamwidth require- 
ments is given in Vol. 1 of this series. * On the basis of gain and beam- 
width considerations a fundamental design requirement for radar antennas 
is that the phase distribution over the aperture be uniform — in terms of 
geometrical optics, that the optical system produce a beam of parallel rays. 
It should be noted that in addition to the gain and beamwidth require- 
ments, the greatest possible suppression of all secondary lobes is desir- 
able; for if a target is sufficiently close to be detected by the side lobe, 
it becomes indistinguishable from a target detected by the main lobe 
at the same range. However, as was found in the treatment of general 
diffraction theory, requirements of maximum gain and minimum side- 
lobe level are generally incompatible. The necessary compromise 
between them in antenna design is made in optical systems by adjusting 
the illumination, that is, the amplitude distribution, over the aperture. 

The advantages of microwaves become strongly evident in the design 
of the pencil-beam antennas. Within reasonable limits on the over-all 
size of the antenna, the distance from the reflector (or lens) to the antenna 
feed can be made so large that the optical device is in the radiation zone 
of the feed. Thus the difficulties associated with the phase quadrature 
of the induction field are avoided; that is, it is possible to operate in 
that region of the feed pattern where the feed is essentially a point 
source. Because the dimensions of the reflectors and lenses are fairly 
large compared with the wavelength, it is possible to simplify the theo- 
retical considerations by suitable approximations. As a result the design 
of a pencil-beam antenna becomes to a large extent a calculable procedure. 

Inasmuch as lenses have been discussed in detail in Chap. 11, the 
treatment of design problems in the present chapter will be confined 
almost entirely to reflectors. Many problems are common to both: The 
secondary pattern is determined essentially by the field over the aper- 
ture, and the requirements to be imposed on the latter, which will be 

' M. Born, Optik, Kdwards Bros., Inc., Ann Arbor, Mich., Chap. 4. 

' Ridenour, Radar System Engineering, Vol. 1, RL Technical Series, Chap. 14. 
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arrived at from the discussion of reflectors, can be transferred directl}' 
to lenses. The latter just began to commond serious attention at the 
close of the war period, and their study and use are still in the initial 
stages. 

Paraboloidal Reflectobs' 

12-2. Geometrical Parameters. — The nature of a reflector that trans- 
forms a spherical wave, arising from a point source, into a plane wave- 
front was discussed in Sec. 4-9, where it was found to be a paraboloid 
of revolution with the source at the focus. In discussing these systems 
it is convenient to use several different coordinate systems simultane- 
ously; these are defined in Fig. 12-1. A rectangular coordinate system 
X, y, z will be used, with the origin at the vertex of the paraboloid and 
the z-axis the axis of revolution. In these coordinates the equation of 
the paraboloidal surface is 

+ 2/2 = 4/2, (1) 

where / = OF is the focal length. We shall also use cylindrical coordi- 
nates r, i, z, where r and J are polar coordinates in the planes z = constant, 
i being measured from the xz-plane. In these coordinates the equation 
of the surface is 

= 4/z. (2) 

In expressing the relation of the primary feed pattern to the reflector, 
there is employed a spherical coordinate system p, ^, ^, with the origin 
at the focus F and the polar axis directed in the negative z-direction; 
the aximuth angle { is the same as that defined in the cylindrical system, 
and ^ is the polar angle. The equation of the surface referred to these 
spherical coordinates was obtained in Sec. 4-9 [Eq. (4-69)]; it is 

Lastly, to discuss the final antenna pattern we use a spherical coordinate 
system with polar axis in the vositive ^-direction and origin again at the 

' The material to be presented in the following sections represents a summary of 
British and American work done during the war period; the following is a partial bibli- 
ography of reports on paraboloidal reflectors: L. J. Chu, "Theory of Radiation from 
Paraboloidal Reflectors," RL Report No. V-18, Feb. 12, 1941; E. U. Condon, "Theory 
of Radiation from Paraboloid Reflectors," Westinghouse Report No. 15, Sept. 24, 1941; 
G. F. Hull, Jr., "Application of Principles of Physical Optics to Design of UHF 
Paraboloid Antennas," BTL Report MM-43-110-2, Feb. 8, 1943; and F. R. N. 
Nabarro, "Theoretical Work on the Paraboloid Mirror," British Report, Ministry 
of Supply, A. C. 1435, RDF 103, Com. 72, Nov. 27, 1941. References to earlier 
French and German work are given by F. E. Terman, Radio Engineers' Handbook. 
MoGraw-Hill, New York, 1943, p. 837. 



416 PENCIL-BEAM AND SIMPLE FANNED-BEAM ANTENNAS [Se.;. 12-2 



focus; the coordinates are R, 8, <i>, with 9 the polar angle and <i> the 
azimuth angle, the latter being measured from the xz-plane. 

The reflector is cut off by the "aperture plane" A at 2 = go. The 
diameter of the aperture will be designated by D, and its area by A. 
The "shape" of the reflector is specified by the ratio of focal length to 




Fia. 12*1. — Geometrical parameters for the paraboloida! reflector. 



diameter, //D, or alternatively by the angular aperture "if, that is, the 
angle subtended at the focus by a radius of the aperture. The relation 
between thef/D ratio and the angular aperture is given by 




One of the most important design problems is the determination of the 
shape that gives maximum antenna gain for a given aperture diameter 
and a given primary feed pattern. 

The geometrical properties of paraboloids are well known. Any sec- 
tion of the surface containing the z-axis is, of course, a parabola with 
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focus at F. In addition, however, the curve of intersection of the surface 
with any plane parallel to the 2-axis (normal to the a;2/-plane) is also a 
parabola of the same focal length / as the paraboloid. As a consequence 
of the property, only a single parabolic template is needed in the con- 
struction of the reflector to test the accuracy of all parts of the surface. 
The normal to the surface at a point p, ^, lies in the plane containing 
this point and the z-axis and makes an angle ^/2 with the incident ray 
from F. 

12'3. The Surface-current and Aperture -field Distributions. — In the 

treatment of the general theory of reflectors developed in Chap. 5 it 
is shown that the over-all pattern of the antenna, that is, the secondary 
pattern, arises by the superposition upon the radiation field of the antenna 
feed of the radiation field of the distribution of current generated on the 
surface of the reflector in the presence of the feed. It was shown further 
that the reflector field can be determined either from the surface-current 
distribution directly or in the form of a diffraction pattern from the field 
distribution over the aperture of the mirror. Before proceeding with 
the calculation of the surface-current and aperture- field distributions, 
some fundamental ideas and assumptions which underlie all of the sub- 
sequent discussions should be noted. Tlu' feed pattern in the presence 
of a reflector, in general, differs from its free-space pattern, because the 
reaction of the reflector on the antenna feed modifies its current system. 
If, however, the focal length of the paraboloid is at least several wave- 
lengths in magnitude and the mirror is in the radiation zone of the free- 
space pattern of the feed, the interaction between the mirror and the 
antenna feed is a second-order effect as far as the primary pattern is 
concerned. These conditions are usually realized in microAvave antennas; 
and subject to their realization, it will be assumed that the feed pattern 
in the presence of the reflector is the same as under free-space conditions. 

To avoid the complex problem of interference between the fields 
of the reflector and the antenna feed in the formation of the main struc- 
ture of the antenna pattern [c/ Eqs. (5'75) and (5-76)], the directivity 
of the feed pattern should be such that the major portion of the energy 
lies within the cone defined by the feed and the reflector. Referring 
to Fig. 12-1, if — taking an ideal case — the primary pattern is zero for 
angles ^ > 90°, the main structure of the beam is determined by the 
reflector currents alone. The directive feeds discussed in Chaps. 8 and 
10 approximate this condition rather closely; their back lobes, however, 
are not completely negligible and have significant effects not only on 
the wide-angle side lobes where the back-lobe field is comparable to the 
weak reflector field but also on the peak intensity, that is, on the antenna 
gain. The effect of the back lobe on gain will be investigated in Sec. 
12-5. 

The general approximation procedure based on geometrical optics 
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and plane-wave boundary conditions, which is discussed in Chap. 5, will 
be used to evaluate the surface-current and aperture-field distributions. 
Let the principal E- and if -planes of the primary feed pattern coincide 
with the xz- and yz-planes, respectively, in Fig. 12-1. If Pt is the total 
power radiated by the feed and Gf{i,\i/) its gain function, the power PCJ.i^-) 
radiated per unit solid angle in the direction ^ is 

The electric-field-intensity primary pattern, reduced to the unit sphere 
about the center of feed, is then given by 

[E(i,^)]p-i = j2 eo(f,^), (5) 

where Co is a unit vector defining the polarization in the primary pattern.* 
The field intensity in the incident wave at a point p, {, ^ on the reflector 
is therefore given by 



e-'*'eo. (6) 



p 

The field intensity Ei in the reflected wave at the same point is 

where Ci defines the polarization in the reflected wave; according to the 
plane-wave boundary condition [Eq. (5-25)] the vectors eo and Ci are 
connected by the relation 

n X (eo -I- ei) = 0, (8) 

in which n is the unit vector normal to the reflector at the point of inci- 
dence. The vector n will be taken to be directed outward from the 
reflector into free space. Following Eq. (5-57o), the surface-current 
density K is given in terms of the incident wave by 

where po is a unit vector in the direction of the incident ray. Expanding 
the vector product, we obtain 

'^ = [»(;)"&]"'^-'[-»-J+(e.-.)4 

The current can be expressed in a similar manner in terms of the reflected 

' It is being assumed that the radiation field ot the primary feed is linearly polarized 
at every point but that eg is a function of £, ^^. 
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field by making use of Eq. (5-57b), noting that the reflected ray is parallel 
to the 2-axis; we have then 



47r 



e-'*' [n X (i. X Ci)] 



(10) 



To obtain the field over the aperture we note that since the reflected 
rays are all parallel, the field intensity remains constant in magnitude 




/f-plane 



Flo. 12-2. — Typical aperture-field distribution; the field is resolved into principal and 
cross-polarization components. 

along the reflected ray (c/. Sec. 4-4). The electric-field intensity £(?-,{) 
at a point {r,0 on the aperture is thus given directly by Ei at the cor- 
responding point (p,f,^), except for the phase retardation corresponding 
to the path from the reflector to the aperture plane. The relation is 



E(r,J) = E,{p,i,^)e-""-' 



(11) 



The distance p + Zo ~ z is the total optical path from F to the aperture 
plane; it is therefore independent of the point (r,^), and more specifically 
it is equal to / + Zo. Comparing the surface-current distribution as 
given by Eq. (10a) with the aperture-field distribution [Eq. (11)], it is 
seen that except for constants, the aperture field is the projection of the 
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surface-current distribution into the aperture plane. In this connection 
it should be noted that the longitudinal component of the current given 
by the term (Ci • •a)u in Eq. (10) finds no counterpart in the aperture 
distribution because the field over the aperture is wholly transverse to 
the z-axis. This longitudinal component of the current has generally 
been neglected in paraboloid theory. It contributes nothing to the field 
in the forward direction and therefore does not enter into the computa- 
tion of the peak intensity, but it does modify the side-lobe structure of 
the beam. The general character of the aperture distribution (and the 
transverse component of the current distribution) is illustrated in Fig. 
12-2. It is seen that the polarization reflects the symmetry of the pri- 
mary feed pattern. The component of the aperture polarization 
which is parallel to the principal £-plane of the feed is known as the 
principal polarization component, and the component ei«, which is 
transverse thereto, is known as the cross-polarization component. By 
virtue of the symmetry conditions the cross-polarization components 
at any pair of points that are symmetrical with respect to the principal 
planes are effectively 180° out of phase with one another. 

12'4. The Radiation Field of the Reflector. — The secondary pattern 
produced by the reflector may now be (■aUuilated from either the current 
distribution or the aperture field, using the methods of Sees. 5-9 and 5-12, 
respectively. The two calculations do not lead to completely concordant 
results; the differences between them vanish, however, in the limit of 
zero wavelength. The discrepancy lies in the fact that the aperture 
field wliicli would be calinilatcd as produccsd by the surface currents is 
equal to that calculated on the basis of the reflected rays only under 
the limiting condition of zero wavelength. To exhibit the relationships 
we shall set up the expressions for the radiation field as obtained from 
the current distribution. Letting Ri, ie, i^ be unit vectors associated 
with the spherical coordinates R, 9, <t> (Fig. 121), we have, by Eqs. 
(5-74o) to (5-74c)| that the radiation field of the reflector is 




Avhere the vector I, expressed in terms of the incident field on the reflector 

is 

I = / / l^MMtn X (po xeo)e-'*^ 9-M„*.i„»c».({-*)l 

' Jo Jo P 

X fy' sin i sec | rf^ rf{ (12o) 

and, in terms of the reflected field, 

I = r [ [(MMlt. [n X (i, X e,)]e-'''''''+ * ^ ' ' 

Jo Jo P 

X p- sin 4, sec ^ {I2b) 



Sec. 1241 THE RADIATION FIELD OF THE REFLECTOR 



421 



Comparing with Eqs. (10) and (10a) it is seen that in the form of Eq. 
(126), the vector I is resolved into a transverse component parallel to 
the xy-plane, 

lt= 1^ E^^^'^^^-ei cos|^ e-'M lp2 sin sec I df, (13a) 

and a longitudinal component 

1, = U [ [ ^^^^^'^^^'"^ n ■ e,)e-*'l Ip^ sin i, se<> % d^p rff. (13?*) 
J 0 J 0 P 2. 

As regards the longitudinal component it is observed that Ij makes no 
contribution to the £^-component of the field because is always in a 
plane normal to ij. Furthermore, since \.^•\e = sin 6, the longitudinal 
component makes no contribution to the field in the direction 6 = 0 — 
the physical basis for this being that a current element is equivalent to 
a dipole and does not radiate in the directitm along its axis. The con- 
tribution of I« is significant only at wide angles. For the systems with 
which we are concerned that produce narrow beams, the contribution 
of Ij is a second-order effect; it vanishes in the limit of zero wavelength. 
There is no counlci part of the contribution in the calculation of the 
pattern from the aperture-field distribution. 

Considering the transverse component I(, it will be observed that if 
the radiation field is confined to a small angular region about the ^ = 0 
axis, the variation of cos B in the phase term of Eq. (13a) can be neglected; 
we have then p(l -|- cos ^ cos ff) ^ 2f. Also it will be noted on com- 
paring with Eq. (11) that except for a multiplicative constant — which ie 
contained in the field expressions [Eq. (12)] — the factor [(?/(i,<^)]*^ei/p 
is the field in the aperture plane at the point (r,^) which corresponds to 
the point (p,{,^) on the reflector. Equation (13a) is, therefore, given 
approximately by the integral 

I, « - e'«-/ [ [ ^^dASl" e , ■■ » - < i -*'r d^dr ( U ) 

Jn Jo P 

over the aperture phme. On setting iip the radiation field on tlic basis 
of the aperture lield by the methods of Sec. 512 it will be found that the 
same result is obtained for the pattern as that from the use of Eq. (14) 
in conjunction with Eqs. (12). Thus, the current-distribution method 
passes into the aperture-Held method as the angular spread of the pat- 
tern decreases, that is, as the ratio of the \\-avelength to aperture diam- 
eter, X/D, approaches zero. The significant difference between the 
results of the two methods is the dependence of the pattern on the ratio 
X/D. It was shown in Sec. 0-8 that on the basis of the aperture-field 
calculation, the angular distribution of the secondary pattern is propor- 
tional to \ /D for a given i-elative distribution over the aperture and the 
.side-lobe intensities are independent of X '/). On the other hand, it has 
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been found in a study of special forms of by the current-distribu- 

tion method, using the complete expressions Eqs. (12o) and (126), that 
the side-lobe intensity is also a function of X/D, which asymptotically 
approaches the value given by the aperture method as \/D approaches 
zero. 

Principal E- and H-plane Patterns. — In an arbitrary direction the 
field has both the Er- and the fi,j,-component. They are generally out of 
phase with the result that the field is elliptically polarized (cf. Sec, 3-12). 
However, in the principal planes — the planes 0 = 0 and <;> = •ff/2 — the 
field is linearly polarized in the direction determined essentially by the 
principal polarization component of the aperture field. Considering 
the .B-plane, </> = 0, we see that the y-component of I( which arises from 
the cross-polarization component of the current distribution (or aperture 
field) vanishes because contributions from points in the reflector that 
are symmetrically located with respect to the a:2-plane are 180° out of 
phase. The field is produced by the h- and /(arcomponents and, 
therefore, has only an £^«-component which lies in the ^-plane. 
Similarly it is found that in the //-plane the field has only an £*-compo- 
nent and is, therefore, everywhere normal to the //-plane and parallel 
to the principal component of the aperture field. Again, since the 
cross-polarization components of the current at a pair of points on the 
reflector that are symmetrically located with respect to the yz-pleme are 
180° out of phase, their resultant contribution to the //-plane vanishes. 
It was noted earlier that the longitudinal current element contributes 
nothing to the ^.^-component; therefore the //-plane field is produced 
entirely by the principal component of the aperture field. Using the 
aperture-field approximation [Eq. (14)], we find that the principal plane 
patterns are 

a. E-p\ane: 
with 

h. //-plane: 

I'u, (16a) 
with 

j;^ = e->W) /" f ej^[M^_i!W^e.i.r,i„».i.trdfdr. (166) 
Jo Jo p 

The two patterns have the same value, of course, along the axis (in the 
direction 8 = 0). 



0 



Pt 
27r 



cos Bit, 



(15a) 
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Cross Polarization. — The polarization of the field in a pencil beam is 
generally expressed with reference to the x- and y-axes rather than 
the spherical coordinate directions as we have done above. The use 
of the cartesian components has associated with it an error in that the 
field is transverse to the radial direction from the origin and not to the 
«-axis; but if the beam is narrow, the error is small. The latter mode of 
description has the advantage that the ^'i-component is associated directly 
with principal polarization component of the aperture field and the 
£„-component with the crose-polarization component. The E^- and 
£„-components are designated correspondingly as the principal polariza- 
tion and cross-polarization components of the secondary pattern. They 
are given by relations equivalent to Eqs. (12) with i« • I and • I replaced 
by lu and Iiy, respectively. 

By using the cartesian components, the secondary pattern is resolved 
into a principal polarization pattern and a cross-polarization pattern. 
The E- and fl^-plane patterns given by Eqs. (15a) and (16o) belong to 
the foi-mer. It is obvious that the symmetry properties of the aperture 
field with respect to the principal planes, which lead to zero cross polari- 
zation in those planes, do not hold for other directions in space. The 
cross-polarization pattern must, therefore, have maxima in the four 
quadrants between the principal planes. A detailed analysis' shows 
that the cross-polarization pattern takes the form of four lobes whose 
maxima lie in the 45° planes between the principal planes. Any 
two lobes related by reflection in a given principal plane are out of 
phase by 180°. The maxima of one set of lobes occur at angular dis- 
tances from the paraboloid axis equal to the position of the first minimum 
of the principal polarization pattern, which is very closely equal to 
the half-power width of the main lobe. A second set of cross-polarization 
lobes appears at much wider angles; the peaks are quite low, but the 
lobes are very broad and therefore represent a not completely negligible 
fraction of the total energy. 

Cross-polarization studies should be made on all antennas on which 
the side-lobe specifications are very stringent. Although the principal 
polarization lobes may meet the operational requirements, the cross- 
polarization lobes may not. Furthermore, since they lie close into the 
main beam, they efifectively increase its ividth. 

12' 5. The Antenna Gain. — The gain is generally the primary con- 
sideration in the design of the antenna. The factors affecting the gain 
are treated conveniently in three parts: (1) the dependence of the opti- 
mum angular aperture * on the feed pattern, for a fixed diameter D in 
the aperture plane, assuming that Gf{i,ip) = 0 for i^- ^ 90°; (2) the back- 
lobe interference effect; and (3) phase-error considerations. In this 

' E. U. Condon, "Theory of Radiation from Paraboloid Reflectors," Westinghouse 
PUport No. 15, Sept. 24, 1941. 
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discussion the primary pattern will be taken to be circularly symmetrical, 
independent of as was noted in Sec. 12-1 this means that in practice 
the feed pattern is replaced by the arithmetic mean of its principal 
E- and i^-plane patterns. It is immaterial for the calculation of gain 
whether the surface-current or aperture-field distribution is taken as 
the starting point, because as was pointed out above, the longitudinal 
component of the current is ineffective in determining the peak intensity. 

Optimum Angular Aperture Relations. — The field intensity in the 
secondary pattern on the axis at a distance Ro from the focus is given by 
either Eq. (15a) or (16a) for 8 = 0. For the present purpose, it is more 
convenient to express /(, in the form of Eq. (13o) as an integral over the 
surface of the reflector rather than in the form of Eq. (156); we have 
then 

E(«,0,0)-i.S-.e-....[(i)"''-'"' 



27r 
* 

eu[G/{4')]^e-'^'<'+'-'*^ p sin ^ di (17) 



The polarization component eu is in general a function of J and \f> because 

of the presence of cross polarization. However, in most oases of interest 
the cross polarization e,y is a very small fraction of the total field and the 
variation of pu over the aportun; may then he neglected. Introducing 
the equation of the paraboloid [Eq. (3)] and performing the integration 
over J, we get 



; solid angle P{0,0) radiated in the forward 
P(0,0) = I Rl \EiR„0,0)\', (19) 



E = 

The power per unit solid angle P{0,0) radiated in the forward direction 
is given by 



and the antenna gain is obtained from it as 

G = ^ (20) 

_ 

because the total power radiated by the antenna as a whole equals that 
radiated by the feed. The gain is thus found to be 



[G,(^)]« tan|# 



(21) 



The focal length is related to the angular aperture and the aperture diam- 
eter D by 

/ = T cot I- (22:. 
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Substituting into the preceding relation, we obtain finally the working 
formula 

^^IxJ''"*'! JJ[G/(^)]>4tan|rf^'. (23) 

The factor {irD/xy is the gain for a uniformly illuminated constant- 
phase aperture.; the rest is the gain factor or efficiency 

I 2 



S = cot' 2 



r * 



tan ^ rf^ 



(23o) 



Thus the efficiency is a function only of the feed pattern and the angular 
aperture; that is, for a given feed pattern, the efficiency is the same for 
all paraboloids having the same//D ratio. 

It is instructive to consider the class of feed patterns defined by 



GM) = or COS" ^p, 0 g ,A ^ J 



= 0 



(24) 



Many feed patterns can be represented by some one member of this class 
over a sizable portion of the main lobe. The gain is determined by 
the condition that 



/ 



G/(iA) da = 47r, 



dSl being the element of solid angle; this gives 

Gi,"' = 2(n + 1). 
Substituting Eqs. (24) and (24a) into Eq. (23a), we obtain 



g = 2(n + 1) 



cot 



— / cos"^^ ^ tan 1 2 ) di 



(24o) 



(25) 



with the following explicit expressions for the even values of n between 
» = 2 and n = 8: 



92 
fie 



2' 



24 ^sin' ^ + In cos 

sin'' 2 + In cos 1 cot' 



14 
18 



o I ^ , (1 — cos 1 . , ^ 

2 In cos + i 2 + 2 sin^ * 



cot^a-; 



1 — cos^ * - , (1 — cos *)' 
_ -21ncos^ g 



— ^ sin" * cot^ 2" 



These results are shown graphically in Fig. 12-3, where S„ is plotted as 
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a function of the angular aperture For each primary pattern there 
is an optimum aperture for which the maximum gain factor is attained. 
The more directive the feed pattern the smaller is the optimum aper- 
ture and, since the diameter of the aperture plane is constant, the longer 
is the optimum focal length. The general course of the curves and the 



10 



0.9 




00 10« 20» 30« 40° 50* 60<> 70" 80" 90" 
Angular aperture 

Fig. 12*3, — Dependence of the gain factor on angular aperture and primary feed pattern, , 
C/W) = 2(n + 1) cOB» ^, 0 <'^<^ 

= 0, *>l. 

existence of a maximum are readily understood when it is recognized 
that the gain factor arises essentially as a product of two factors: (1) 
the fraction of the total power radiated by the antenna feed that is 
intercepted by the reflector and is thus made available to its aperture 
for the main beam and (2) the efficiency with which the aperture 
concentrates the available energy in the forward direction. The first 
factor obviously increases with increasing angular aperture. The 
second factor, determined by the field di.stribiition over the aperture, 
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decreases with increasing for as ^ increases, the illumination over the 
ap)erture becomes more and more tapered toward the edge relative to 
the center. This tapering is accentuated by the superposition of the 
space attenuation factor 1/p on the already directive feed pattern 
as was shown in Chap. 6, such tapering of the illumination 
results in a decrease in aperture efficiency. The optimum angular 
aperture represents the proper compromise between spillover of the 
feed energy and aperture efficiency. For an arbitrary (?/(^), the optimum 
angular aperture is obtained as a solution of 



(sin' [Gm]'' = \ f* [Gfm' tan | 



(26) 



a relation obtained by setting the derivative of Eq. (23a), d^/d^, equal 
to zero. 

The values of the gain factor at the maxima in Fig. 12-3 are consid- 
erably higher than the values realized in practice. This is because ideal- 
ized feed patterns have been assumed in which no feed energy is radiated 
beyond ^ = 90°. As a result the gain G[,"' of the idealized pattern is 
much greater than the gain Gfo of an actual feed whose main lobe can 
be represented closely by G/t, cos" ^ but which in addition radiates 
beyond 90°. The gain factor Q re- 
alized with the actual feed is re- 
lated to 9„ by 



S = 



9». (27) 




2{n + 1) 

The value of the optimum angular 
aperture is unaffected by this scal- 
ing in the primary feed gain. It 
\vill be observed that the value of 
the maximum varies but slowly 
with the illumination function. 
The broader the primary feed 
pattern the broader is the maxi- 
mum in the g-curve and the less 
critical is the choice of angular 
aperture. It is convenient to 
designate the optimum angular aperture in terms of the decibel level 
of the primary pattern at the edge of the aperture relative to its maxi- 
mum. Thus for a cosine-squared pattern the optimum value of * cor- 
responds to that angle in the primary feed pattern at which the power 
is 8 db down from the peak intensity. The decibel-cutoff point in the 
primary pattern is plotted as a function of the directivity in Fig. 12-4. 
The decibel-cutoff point again is not a sensitive function of the directivity. 
?or most feeds the averase ontimum figure i.s from 9 to 10 db. 



Fia. 12.4 — Cutoff point in primary feed 
pattern for maximum gain as a function of the 

sharpness of the feed pattern. 
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The optimum angular aperture can also be expressed in terms of the 
intensity of illumination at the edge of the reflector relative to that at 
the vertex. This is obtained by multiplying the ratio of the primary 
pattern intensities Gfo/Gf(\l/) by the ratio of the space attenuation 
factors p^/p. It is found in the case of each of the distributions studied 
above that the optimum angular aperture corresponds to an edge illu- 
mination 1 1 db below the vertex illumination. 

Back-lobe Interference. — The above results may be modified signifi- 
cantly by the effect of interference between the back lobe of the primary 
feed pattern and the reflector field. Let Gn be the gain of the antenna 
feed in the direction ^ = 180°. The back-lobe field intensity at the field 
point (Ko,0,0) along the axis is then 

The choice of positive or negative sign is made according to whether the 
field of the feed in the direction ^ = ir is parallel (in phase) or antiparallel 
(180° out of phase) to that in the direction i// = 0. Superposition of the 
back-lobe field on the reflector field [Eq. (18)] yields the total field 
intensity 

e-/ti^.|^lj^e 'C>f i) y^* [GX'/')]^^tan|rf^ + (29) 
By the procedure followed previously the gain factor is found to be 
S = \^Uo cot^j |_1 ± —-tan^ sm(^-cot2 j + 5,2^^7^. tan^^" J' 



where 



(30) 



Uo = I [C?/(./')Pnan I rf;^. (30a) 
Jo ^ 

In most cases of interest G, is so small that the last term in Eq. (30) is 
negligible; under this condition the gain factor becomes 



= |^C/„ cot 2 j |_1 ± tan 2 sm cot ^ 



(31) 



The term in brackets is the modification of the previous result introduced 
by the back-lobe interference. This modification introduces an addi- 
tional \/D dependence; the interference effect depends on the ratio of 
the back-lobe field intensity to the reflector field inten.sity, and the latter 
is proportional to D/\. For a given primary pattern g is no longer a 
function of the paraboloid shape alone. 
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The back-lobe effect is illustrated graphically in Fig. 12-5. The 
curves pertain to an actual feed — the |-in. stub-supported dipole-disk 
feed of Sec. 8-8 — and a reflector with a 30-in. aperture diameter; the 
wavelength is 10 cm. The main lobe of this particular feed is fitted 
closely by the function 

G{^P) = 7.0 COS* i. 

It will be noted that the gain is 7, as compared with ffi,^' = 10 for the 
idealized cos* V' pattern used previously. The back-lobe gain Gr is 
0.142. Curve A is the relation between the gain factor and aperture, 

0-7 1 — I 1 \ 1 1 — I 1 1 1 1 — I 1 1 — \ 1 — : — 1 — I 
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0 I— ££- -I 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 

Of IQO 20° 30° 40° 50° 60° 70° 80° 90° 
Angular aperture if/ 

Fig. 12-5. — Effect ot back lobe on gain. 

neglecting the back lobe, while Curve B includes the interference effect. 
The gain falls above or below Curve A according to whether the back 
lobe is in phase or out of phase with the reflector field. The two fields 
add when the focal distance is such that, together with the 180° phase 
change at the reflector, the field of the latter is brought into phase with 
the back lobe. The points of maximum deviation from Curve A corre- 
spond to differences in focal length very nearly equal to X/2. The 
optimum aperture is not altered noticeably, but the maximum realizable 
gain factor increases by 2.5 per cent. The effect is small for this par- 
ticular feed because the back-lobe level is so low relative to the main lobe. 
With feeds such as the 3-cm-band double-dipole feed discussed in Sec. 
(8-9), having a comparatively high back-lobe level, the back-lobe inter- 
ference effect is much more significant. 
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Phase-error Effects. — It was pointed out earlier that a diminution of 
gain results from any departure from uniform phase over the aperture 
that, however, leaves the peak intensity on the axis of the paraboloid. 
The direction of peak intensity remains unchanged if the phase-error 
distribution over the aperture is independent of J; this discussion is con- 
fined to such distributions. The phase deviation can arise from a 
number of sources: (1) deviation of the reflector from a paraboloidal 
shape, (2) defocusing (displacement of the feed center from the focus), or 
(3) deviation of the antenna-feed wavefronts from spherical wavefronts. 
From the point of view of the aperture it is immaterial which of the three 
factors is operative. To tie in with the preceding discussion of the rela- 
tion between the reflector and the feed pattern, the phase-error source will 
be taken to be the third of the above, that is, the absence of a true center 
of feed. Back-lobe interference will be neglected. The final results can 
easily be interpreted in terms of equivalent errors arising from surface 
distortion or defocusing. Let us then assume that the field-intensity 
pattern of the antenna feed has the form 



E = [2(f)^f;G,(,) 



V4 

e-.u<*) e„(j^^)^ (32) 



where 5(^) represents the phase error in the feed pattern. A review 
of the steps leading to the field intensity E{Rn,Q,Q) of the secondary 
pattern on the axis, given in Eq. (18), will show that the only change 
introduced in Eq. (18) is the replacement of [G/d;/)]^^ by [(?/(i^)]^^e-'*»<*>. 
By precisely the same development as before, the gain factor is given by 

S = cot^ I ({/^* IG,(^)]H cos [2^] tan | 

+ j GM)^ sin {^) tan | di\ } (33) 

By way of illustration, the effect of a quadratic phase error has been 
computed for the primary pattern of the dipole-disk feed considered 
above in connection with back-lobe interference. The phase function 
is taken to be 

m ^. 

The optimum angular aperture in the absence of phase error is taken as a 
base for comparison and a is adjusted to produce a preassigned phase 
error at the edge of the aperture for that case. The curves given in Fig. 
12-6 are for values of a that result in phase errors of X/24, X/16, X/8, and 
X/4 at the edge of an aperture of angle Sf = 61°. The loss in gain is 2 per 
cent for an error of X/16 at the edge, 6 per cent for X/8, and 20 per cent for 
X '4. The effpct of a highly tapered iihimination is shown in Fig. 12-6 by 
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the values of the gain factor for the aperture of angle ^ = 90°. For this 
value of * the ai curve represents a phase error of approximately X/11 at 
the edge, while the 02 curve represents an error of approximately X/6; the 
corresponding losses in gain relative to the a = 0 curve are 2.7 and 3.6 
per cent respectively. Since the gain curves are not very sensitive to 
the illumination, the results obtained here for the cos* V' distribution 
may be taken as characteristic; a conservative evaluation sets X/8 as 
the maximum allowable phase deviation over the aperture. 
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There is another aspect of the feed pattern that should be noted in 
connection with phase-error effects. The discussion above is based on 
the assumption that the reflector is illuminated by the main lobe of the 
feed. For some purposes it may be desirable to accept the loss in gain 
associated with a large angular aperture in order to suppress the side 
lobes. The angular aperture, however, must not extend beyond the 
first minimum of the feed pattern. Generally, in passing through a 
minimum (more exactly a null) in the feed pattern there is a discontinuity 
of 180° in the phase. Inclusion of any portion of the pattern beyond 
the minimum thus introduces completely out-of-phase illumination at 
the periphery of the aperture, with a very serious reduction in gain. 

Results similar to those obtained above are obtained when the phase 
error arises from defocusing. As shown in Fig. 12-7, if the center of feed 
is displaced a distance 5o from the focus along the axis, the phase-error 
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function is 




(34) 



The X/8 criterion indicates a focusing tolerance related to the angular 

aperture by 

/4 . ^ 

/ --Vs. 5o = 3 sec 



effect may be a decided asset; by defocusing to bring the back lobe in 
phase with the main beam it may be possible to achieve an increase in 
gain that far exceeds the loss due to defocusing phase errors. This is 
particularly true with feeds such as the 3-cm-band double-dipole feed 
which has a very large back lobe. 

Design Procedures. — The theoretical analysis may be summed up in 
terms of design procedures for realizing a maximum gain factor: 

1. The shape factor f/D is to be chosen so that the full angle sub- 
tended by the refleclor,at the feed is in the range between the 9- and 
10-db widths of the primary feed pattern. A more exact value for 
a given primary pattern is obtained by solving Eq. (26). 

2. The focal length of the paraboloid should be an integral number of 
half wavelengths /„ = mX/2 if the back lobe of the primary pat- 
tern is 180° out of phase with the main lobe; if the back lobe and 
main lobe of the primary pattern are in phase, the focal length 
should be/„ = (2m -|- l)\/4 where m again is an integer. Under 
these conditions the back lobe ■w ill be in phase with the paraboloid 
beam and add to the gain. If it is not possible to satisfy these 
requirements exactly, the feed should be placed at the point, 
nearest the focus, at which the distance to the vertex satisfies the 
half- or quarter-wavelength requirement. 

3. Deviations from constant phase of the aperture should be kept 
within X/8 and certainly should not exceed X/4. Two factors 
contribute to phase error: distortion of the paraboloid surface and 
deviation of the primary wavefronts from spherical waves. With 
reference to the first of these the phase-error criterion can readily 
be converted to tolerances that may be allowed in constructing the 
reflector. As concerns the feed, the phase-error criterion serves 




In practice, the focusing condi- 
tion is not adhered to rigidly. It 
is not practicable to tailor every 
reflector to the feed, because fre- 
quently it is necessary to inter- 
change feed systems. In these 
cases the back-lobe interference 



8 



Fia. 12-7. — Defocusing phase errors. 
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to define the point-source cone (c/. Sec. 8-1). The angular aperture 
of the paraboloid should lie within the point-source cone. 

12-6. Primary Pattern Designs for Maximizing Gain. — Mention 

should be made of the technique of shaping the primary feed pattern 
so as to produce uniform illumination over the aperture and thereby to 
maximize the gain. The required primary pattern is obtained directly 
from the expression for the aperture field in Eq. (11). For E{r,^) to be 
constant, the primary pattern must be such that within the cone sub- 
tended by the reflector at the feed 

^^^Mm = const, (35) 



Gfii,^|^) = 6V„ sec^ t (35a) 

In addition, the feed must radiate no energy outside the angular aperture 
* in order to realize the gain of iwA /\^. The value of Gja is obtained 
from the condition 

GAi,f) sin ^pd^di = 4,r, 



n: 



whence 



Go = \ = cot^ (|Y (36) 

sec^ I sin i^- ^ ' 



It is, of course, impossible to produce a pattern having a sharp cut- 
off, but the required pattern can be approximated quite closely. Tech- 
niques of shaping the primary patterns of horn feeds are discussed in 
Sec. 10-16. It will be noted that the pattern [Eq. (35o)] has a minimum 
in the direction ^ = 0. In order to produce such a minimum consid- 
erable phase distortion must be introduced over the mouth of the horn. 
Such feeds must be used with caution, for a concomitant effect of the phase 
distortion to that of producing the desired intensity distribution may be 
that of eliminating the center of feed. This will result in phase errors in 
the field over the aperture of the reflector that may well cancel the gains 
which might have been made by the uniform illumination. 

12-7. Experimental Results on Secondary Patterns. — The relation 
between the secondary pattern and the aperture-field distribution can 
be studied by evaluating the expressions in Sec. 12-4 for the secondary 
pattern for a number of different tyi)es of gain functions (T/(f,^). The 
essential results of such calculations have been summarized in Sec. 0.8. 
In this section the relation between the principal-plane patterns and the 
aperture will be discussed by refeience to experimental data. The 
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material will also serve as a presentation of the performance of several 
of the more important types of feeds described in earlier chapters. 




V.W* *• ■ ■ ■ ■ ' 1 ' ■ " ' ' 1 HU VMM, I 1 ■ > — ■ — ■ ■ • — 

10 20 30 40 50 60 70 80 90 10 20 30 40 50 60 70 80 90 

Angle in electric plane Angle in magnetic plane 

to) (6) 

Fig. 12-8. — Principal plane patterns as a function of diameter for a series of paraboloids of 

f/D = 0.25; X 4.00 in.: (a) E-plane; (h) //-plane. 



The dependence of the pattern on the diameter for a given relative 
distribution over the aperture is exemplified by the series of patterns,' 

shown in Fig. 12-8, for a set of 
paraboloidal antennas all of the 
same shape, f/D = 0.25, and il- 
luminated by the same antenna 
feed. The latter is a coaxial-line- 
fed double-dipole feed of the same 
general type as was discussed in 
Sec. 8-9. The installations are 
the rear-feed type in which the 
feed line lies along the axis of the 
reflector, passing through its ver- 
tex (c/. Sec. 12-11). The focal 
length in each case is an integral 
multiple of a half wavelength so 
that the interaction between the 
aperture beam and back lobe of 
the feed along the axis is the 
same for all members of the 
series. 

It is observed that with increasing diameter the beamwidth decreases 

' L. O. Van Atta, "Y'.Sc.ci of Paraboloid Size and Shape on Beam Patterns," 
RL Report No. 54-9, Aug. 5, 1942. 
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Fig. 12-9. — Dependence of relative height of 
side lobes on aperture diameter. 
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and the side lobes move in toward the axis. The intensities of the side 
lobes are diameter dependent, contrary to the results of the aperture 
theory. However, as was noted in Sec. 12-4, such deviations are to be 
expected for large values of X/£>. Figure 12-9 shows the variation of 
side-lobe intensity with diameter. The intensity approaches an asymp- 
totic value as X/Z) decreases, becoming independent of the diameter as 
the latter becomes large compared with the wavelength; the asymptotic 
limit agrees with aperture theory predictions. The diameter dependence 
of the side lobes may be accounted for only in part by the corrections 
to the aperture theory that are contained in the current-distribution 
method for calculating the pattern (c/. Sec. 12-4). Another significant 
factor is the overlapping between the primary feed pattern and the 
aperture pattern. The overlapping also has the effect of filling in the 
minima. It is seen that in some cases the side lobes have been fused 
into the main lobe and appear only as shoulders. The same effect is 
produced by phase errors in the aperture field (c/. Sec. 6-7). 

The beamwidth also shows an anomalous behavior from the point 
of view of aperture theory. According to the latter the product of the 
beamwidth and D/\ is a constant for a given distribution over the 
aperture. The products for each of the principal plane patterns of 



Table 121. — Beamwidth and Gain Factor as a Function of Diameters. 

© is in radians 



Diam., in. 


^0. 

A 


5e„ 


S 


8 


1.22 


1.07 


0.66 


16 


1.44 


1.15 


0.63 


24 


1.42 


1.25 


0.62 


32 


1.46 


1.28 


0.59 


48 


1.47 


1.38 


0.50 



Fig. 12-8 are listed in Table 12-1; it is seen that the product, for each of 
the principal planes, varies with the diameter. The i'-plane half width 
appears to be approaching an asymptotic value that is proportional to 
X/D. The difference between the E- and i/-plane beamwidths can be 
correlated _with the directivity of the feed. Because of the directivity 
of a single dipole in the i/'-plane, the pattern of the double-dipole system 
is likewise more directive in the £'-plane than in the i/-plane. Conse- 
quently, the aperture field is more tapered in the i?-plane than the 
H-pl&ne, and the former has a broader secondary pattern. 

The variation of the gain factor g with diameter, as shown by Table 
12-1, arises from the back-lobe interference effect. Along the axis in 
each case, the back lobe of the feed adds to the field produced by the 
reflector. Since the latter is proportional to D/X, the addition of the 
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back-lobe intensity produces a greater fractional increase in the total 
intensity and peak power for smaller diameters than for large diameters 
and correspondingly larger gain factors. 

It will be of interest to record the data on the performance of the 
waveguide double-dipole feed shown in Fig. 8-14 and of the stub-ter- 
minated dipole-disk feed shown in Fig. 8- 10 because of their extensive 
use. The beam characteristics obtained with the double-dipole feed' 



Table 12-2. — Pebfobmance of the Double-dipole Feed in Vabiou sPababoloids. 

V is the distance from the vertex of the paraboloid to the front edge of the waveguide 



Paraboloid 






Beamwidths 


Side lobes 


db down 


Diam, 
in. 


Focal 
length, 
in. 


V, 
cm 


s 

(±3%) 


^. 








E, 


B. 


18 
18 


4.5 
5.67 
6.0 
8.0 
10.0 


10.8 
13.9 
14.2 
19.5 
24.0 


0.61 
0.61 
0.64 
0.63 
0.60 


1.2 

1.25 

1.15 


1.27 

1.2 

1.15 


27 
24 
26 


30 
29 
27 


25 
25 
26 


30 
29 
30 


18 
24 
30 


1.13 


1.20 


22 


28 


23 


28 


1.25 


1,16 


22 


28 


25 


28 



at a wavelength of 3.2 cm are Kuinmarized in Table 12-2. H-i and //j 
are the first and second side lobes in the AT-plane; Ei and E% designate 
the corresponding lobes in the £!-plane. 

The data for the three 18-in. diameter paraboloids can be compared 
for the effect of tapered illumination; the longer the focal length the 
less tapered is the aperture illumination with a given primary pattern. 
The effects are quite evident in the decrease in the //-plane beamwidth 
and the rise in the ff-plane side-lobe intensity levels; the Hi lobe of the 
paraboloid of 5.67-in. focal length is an exception to the general behavior. 
The fi-plane characteristics are also anomalous. The discrepancies are 
caused by the peculiar properties of the feed. As was pointed out in 
Sec. 8-9, the centers of feed are different in the E- and H-planes; this 
gives rise to small defocusing phase errors. In addition, the back-lobe 
intensity is large, and the position of the feed on the axis is determined 
primarily by the optimum interaction between the back lobe and main 
lobe rather than by the focal point of the reflector. The last three rows 
form a sequence of paraboloids of the same shape; here too it is seen that 
the behavior is not in accord with the more systematic characteristics 
observed in the set of patterns considered in Fig. 12-8. While the char- 
acteristics of the feed leave much to be desired from the standpoint of 
theoretical analysis of the patterns, the pattern characteristics given in 
Table 12-2 are highly satisfactory for operational purposes. 

' W. Sichak, "Double-dipole Rectangular Wave Guide Antennas," RL Report No. 
54-25, June 26, 1943. 
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The stub-supported dipole-disk feed is the one to which the gain 
factor curves in Fig. 12-5 apply. The patterns obtained' with a reflector 
of 30-in. diameter and 10.6-in. focal length, at a wavelength of 10 cm, 
are shown in Fig. 12-10. The angular aperture of the paraboloid is 
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FiQ. 12-10. — Principal plane patterns of 30-in. -diameter paraboloid (f/D ■■ 

illuminated by the dipole-disk feed; X = 10 cm; £-plane; H-plane; ©b 

0H = 9.5°. 

■* = 70.5°, larger than the theoretical value of 60° for a maximum gain 
factor. Whereas this represents a small loss in gain, the larger angular 
aperture results in a more tapered illumination over the aperture plane 
and better side-lobe characteristics. The half-power widths (in radians) 
are 

' S. Breen and R. Hialt, ".Antenna Kecds for g-in. Stub-supported Coaxial Line," 
UL Report No. 54-23, .lune 21. 1943. 
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Attention was called in Sec. 8-3 to the fact that with a feed of this 
type the axis of the beam does not coincide with the axis of the reflector. 
The deviation is not shown in Fig. 12-10 because of its small magnitude; 
it is less than half a degree. The squint phenomenon has great opera- 
tional value; by rotating the feed about its axis, the antenna beam 
is made to describe a cone, thus creating an effective cusp-shaped mini- 




m 

Fig. 12*11. — Production of squint by the asymmetric dipole: (a) current on the feed; (6) 

distortion of tiie pliase front, 

mum along the axis of the paraboloid. The intensity differentiation in 
the cusp is more sensitive than on the peak of the beam, and by this 
technique the accuracy of pointing the antenna at a target is increased. 

The production of the squint may be understood by reference to 
Fig. 12-11. It will be recalled (Sec. 8-3) that the asymmetric dipole 
termination gives rise to currents along the outer conductor of the coaxial 
line, and the effect of the choke is to confine the line current to the 
terminal region as shown in Fig. 12- 11a. The feed can be regarded as 
two radiating elements: A the transverse dipole current and B the axial 
current. The relative magnitudes and phases are determined by the 
position of the choke. The primary pattern of A is the normal type 
of pattern shown in Fig. 12-116 and gives rise to the field distribution in 
the aperture that we have discussed previously (c/. Fig. 12-2). The 
pattern of the element B has a null along the axis; it produces a 
field distribution over the aperture in which the electric vector along 
any diameter undergoes a reversal in direction through the center, 
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which is equivalent to a 180° reversal in phase. The space relationship 
between the aperture fields of A and B in the E-p\&ne are shown in Fig. 
12-llii. If the current elements A and B are in phase, the fields at two 
diametrically opposite points in the _E-plane, such as xi and in the 
figure, are a — b and a + b, respectively; there is no distortion of the 
phase front, providing b is always less than a. If, however, there is a 
phase difference * between the currents, the resultant fields at the same 
two points are o — be~'* and a + be-'*, respectively; the resultant phases 
are 

, 6 sin * 

Xu tan"' -. ^> 

a — b cos <p 

, , b sin * 
Xj; — tan~' 



o + 6 cos * 



The aperture is no longer an equiphase surface; the phase front is tipped 
with respect to the aperture as shown in the figure. 

For a given position of the choke, the beam deviation varies with 
frequency. In the case of the antenna whose patterns are shown in Fig. 
12-10, the observed variation is as follows: X = 9,7 cm, deviation = 0.3°; 
X = 10.0 cm, deviation = 0.19°; X = 10.3 cm, deviation = 0.38°. 

Finally, it should be mentioned that the current element B produces 
cross polarization in the ff-plane. This, however, does not affect the 
accuracy of pointing, since the cross polarizution is zero along the axis. 

12-8. Impedance Characteristics. — Another consideration of major 
importance in the design of an antenna is the impedance bandwidth. 
The impedance characteristics are the resultant effects of the impedance 
characteristics of the antenna feed in free space and the mismatch pro- 
duced by the interaction between the reflector and the antenna feed. 
The latter problem was treated quite generally in Sec. 5-10. It was 
shown that if the feed in free space is itself matched to the line, the 
reflector gives rise to a reflection coefficient 



r, = e- 



in the transmission line. Cr/(i^,?) is the gain function of the feed; i is 
the angle of incidence at the point (p,^,Q on the reflector. If the feed 
in free space is mismatched, with a reflection coefficient Tf, measured 
at the same point in the line to which r, is referred, the total mismatch 
of the antenna is to a good approximation the sum 

T = Tf + Tr) (37) 

that is, the reflection coefficients add vectorially on the reflection 
coefficient chart (Sec. 2-8). 
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If the wavelength is small compared with the focal length and aper- 
ture diameter, the asymptotic value of Eq. (5-97), given by Eq. (5-98), 
may be used. For the present case of the feed at the focus of the parab- 
oloid, the radii of curvature R( and at the point of normal incidence, 
which is the vertex, are both equal to —2/, and pn is equal to/. We have 
then 

r, = ^ e-«"/+«. (38) 

More generally, if the feed is on the axis near the focus, but at a distance 
p from the vertex, the reflection coefficient of the reflector is 

r, « ^ (38o) 

The magnitude of the reflection coefficient 




FiQ. 12*12. — Variation of the reflection coefficient with position of the feed along the axis; 
experimental, theoretical curve as obtained from Eq. (38a). 

can be determined by measuring the total reflection coefficient T as a 
function of position of the feed along the axis. The feed reflection coeffi- 
cient Tf remains fixed, whereas Tr undergoes a cyclic variation by virtue of 



Sec. 12-8] 



IMPEDANCE CHAHACTBRIsriCS 



441 



the changing distance to the reflector. Over small distances about the 
focal point |rr| is essentially constant. As the feed is moved along the axis, 
the total reflection coefficient therefore describes a circle in the reflection 
coefficient plane corresponding to the rotation of about the terminal 
point of the vector T/; this is illustrated in Fig. 1212. The magnitude of 
r, is determined directly from the radius of the circle.' The measure- 
ments can, in fact, be used to obtain the gain Go/ of the feed pattern by use 
of Eq. (39). 
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Fio. 12-13. — Contribution of the paraboloid to the reflection coefficient as a function of 

focal length. 

The data presented in Fig. 1212 were obtained with the stub-sup- 
ported dipole-disk feed shown in Fig. 8- 10 and a paraboloidal reflector 
of 10.6 in focal length and having an aperture diameter of 30 in. The 
gain of the feed was evaluated by graphical integration of its primary 
pattern, and the theoretical curve of Fig, 12-12 was then obtained from 
Eq. (38a), the constant 6 being adjusted to make the theoretical and 
experimental values agree at the focal point. Similar studies with the 
same feed in a series of reflectors of different focal lengths gave the results 
shown in Fig. 12-13, demonstrating the applicability of Eq. (39). ^ 

It is seen from Eq. (37) that the process of matching the antenna — 

' S. Silver, "Contribution of the Dish to the Impedance Mismatch of an Antenna," 
RL Report No. 442. Sept. 17. 1943. 
» Ihid. 



442 PENCIL-BEAM AND SIMPLE FANNED-BEAM ANTENNAS [Sec. 12-8 

reducing T to zero — by means of a transformer in the line can be regarded 
as that of transforming the mismatch T/ of the feed in free space into 
— Tt. Therefore, if an antenna is matched with the feed at a position 
Pi, it will also be matched with the feed at positions pi + 7iX/2, where n 
is an integer, for has the same value at all these points [cf. Eq. (38ffl)]. 
Furthermore, the feed can be placed in an entirely different paraboloid; 
and providing the distance from the vertex is = Pi + nX/2, a good 
impedance match will be obtained. A small difference will be observed 
from the value obtained with the original reflector because of the different 
magnitude of F,, but the phase relations between F/ and F, in each case 
are the optimum for minimizing the total reflection coefficient. If the 
distance pi is chosen to be the closest to the focal length that is equal to 
an integral number of half wavelengths, the feed may be placed at the 
corresponding half -wave points in other paraboloids with both the proper 
conditions for impedance match and the constructive superposition of 
the back lobe and main lobe being maintained.' 

The seriousness of the mismatch caused by the reflector lies in its 
frequency sensitivity. Since the focal length is large compared with X, 
a small change in the latter produces a large change in the phase of F,. 
The antenna can easily be matched at one wavelength Xo by a conven- 
tional type of matching transformer (cf. Chap. 7). However, the char- 
acteristics of the transformer do not vary rapidly enough with frequency 
to follow the rapid change in the phase of Tr and in any case do not 
necessarily vary in the proper direction. The total reflection coefficient, 
therefore, varies rapidly with frequency. For this reason it is necessary 
to eliminate the mismatch caused by the reflector by other methods in 
order to realize satisfactory impedance characteristics over a wide fre- 
quency band. 

There are two obvious solutions to the problem. One is to reduce the 
reflection coefficient of the reflector to zero.^ For this purpose we must 
return to Eq. (6-97), which formulates the reflection coefficient as a 
superposition of contributions from the entire reflector surface. The 
matching technique that suggests itself immediately is to divide the 
reflector into two areas, which give integrated effects of equal mag- 
nitude, and then by a small displacement of one of the areas with 
respect to the other to make their contributions 180° out of phase. 
Since only a small displacement of one area with respect to the other is 

' H. Krutter, R. Hiatt, J. Bohnert, "Some Matching Properties of Antenna 
Feeds," RL Report No. 54-13, Nov. 17, 1942. 

' N. Elson and A. B. Pippard, "Wide Band Matching of Waveguide Radiators and 
Paraboloids," ADRDK (British) Report No. 220; W. Kock, "Method for Reducing 
Reflection Effects in Antenna Feeds," BTL Report MM-42-160-92; S. Silver, "Analy- 
sis and Correction cf the Impedance Mismatch Due to a Reflector," RL Report No. 
810. 
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involved, the matching process is not very frequency sensitive. The 
bandwidth of the antenna is then largely determined by the impedance 
characteristics of the feed in free space. A second solution is to render 
the feed insensitive to the reflected radiation. This vvill be accomplished 
if the polarization of the latter is rotated through 90° by the reflecting 
surface. Such a rotation can be effected by introducing a suitable grating 
over the surface of the reflector. The details of the two methods will 
be developed in the following two sections. 

12-9. The Vertex-plate Matching Technique. — complete evalua- 
tion of Eq. (5-97) involves considerable numerical work. For the present 
purposes the computation can be simplified by replacing G{\j/,i) by a 
circularly symmetrical function G{^) which is the mean value of the gain 
functions in the E- and iZ-planes of the feed pattern. By virtue of the 
symmetry we can take as the element of area dS the circular zone sub- 
tending the angle d4/ at the focus. It is more convenient to base the 
integral upon the projection of dS on the aperture plane: 

dS = (40) 



(0 



The gain function (7(^) can be expressed as a function of r through the 
relation 

r 

sin^ = — (41) 

1+4^ 

Since i = ^/2, we have for the reflection coefficient cqntributed by the 
portion of the reflector of aperture radius r, 



<,0 



r(r) = i / — e '>^^>'^Tdr, (42) 



constant terms in the phase being discarded. Changing variables to 



V = (43) 



we get 
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If we take the real and imaginary parts of r(!;), 




and plot 7(w) against R(v), we obtain a reflection coefficient spiral for the 
paraboloid as shown in Fig. 1214a. The vector r„ from the origin to any 
point on the spiral is the reflection coefficient due to the portion of the 




(6) 



(0 

FiQ. 12-14. — Elimination of the mismatch caused by the reflector: (a) reflection coeflicient 
spiral; (6) effect of infinitely thin zone plate; (c) final position of zone plate. 

paraboloid whose aperture radius r corresponds to that point v on the 
spiral. The reflection coefficient due to the entire paraboloid is given by 
the vector to the terminal point corresponding to 



(46) 



For any particular case R{v) and I{v) can be evaluated numerically once 
the gain function of the feed has been measured, and the spiral con- 
structed accordingly. It has been found that in many cases the function 
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can be fitted satisfactorily by an exponential 

Goe'^^Goe-'^ (47) 

Go being the gain of the feed. Assuming this form we can evaluate 
R(v), I{v) analytically: 

The limit point of the spiral, corresponding to w = « , comes at 

'°"4(«^ + ^y "~4x(a^+f) ' ' 

This is to be contrasted on the one hand with the Cornu spiral in which 
= on the other hand with the circular aperture diffraction 

spiral in which = 0 and is the radius of curvature of the initial 
portion of the spiral. The magnitude of the vector to the limit point is 

If the aperture of the paraboloid is large, the difference between |r(|, the 

reflection coefficient due to the entire paraboloid, and |r„| is small. 
We observe further that if / » X, \Tj becomes G^X/X-kJ, independent of 
the illumination function. This is the result obtained previously from 
Eq. (38). 

It is further of interest to note that the radius of curvature of the 
spiral is 

" = (^^) 

In the limit of a very large aperture and / » X, the center of curvature of 
the spiral in the neighborhood of = 0 coincides with the limit point. 
Under these conditions we obtain the result that the spiral has the 
form of the diffraction spiral for a point on the axis of a circular aperture, 
independent of the feed illumination function. 



440 I'KNCIL-lUiAM AN I) SI M riJ'] lA \ M KD-HICAM ANTENNAS [Skc 1210 



The method of impedance correction is as follows: The perpendicular 
bisector of Fj, the reflection coefficient due to the reflector, is erected, 
and its intersection point Vc on the spiral is determined (refer hack to 
Fig. 12-14n). This divides the surface into two zones, one within the 
radius = /(!v)''= contributing the vector l\, the other the region outside 
rc contributing Ft. The magnitudes of r„ and are equal. Now sup- 
pose that an infinitely thin plate of radius r,. is placed against the 
surface (Fig. 12-14c). The path from F to the edge is/ + 2,-; the path to 
the center is / — z^; the average path length is /. The plate thus 
rotates Fa onto the 7f-axis to coincide in phase with the contribution 
from the vertex area of the paiaboloid (Fig. 12-146). It is desired to 
bring Fa 180° out of phase with Fi,. This is acl;ieved by rotating Fa 
by moving the plate forward a distance I (i)r maldng the plate of that 
thickness), 

t = {2n + 1)^ - n = 0, 1, 2, ■ ■ ■ , (52) 

being the angle between Fj and the 7?-axis. It is evident that only 
a small portion of the spiral in the neighborhood of v = 0 and the terminal 
vector F( are rociuired to determine tlie parameters of the correction 
plate. Ill most cases Fj can be replaced for this purpose bv F„, and the 
final position of the plate is adjusted empirically to compensate for the 
error. 

In the limit X// = 0 and large apertures, the parameters of the correc- 
tion plate become practically independent of the aperture and primary 
feed illumination, providing the latter is not too sharply peaked. We 
have noted above that in the limit indicated the resultant F( differs 
negligibly from r„ which (in this case) lies on the /-axis. Also from 
Eq. (51) it is seen that if the primary feed illumination is not too sharp, 
i.e., magnitude of a is not too large, the initial portion of the spiral can 
be regarded with small error as a circle of constant radius i'F„j and center 
on the /-axis. When the procedure outlined in the preceding paragraph 
is applied to this case, it is found that the diameter of the correction 
plate is 

2'-» = (f (53) 

and its thickness 

<=(2«+l)^-|- (54) 

We have assumed that the current distribution over the correction 
plate is, except for phase, the same as that over the corresponding area 
of the i)araboloi(l. In general the area of th(; correction plate is small, and 
when a small obstacle is irradiated, there is an appreciable current dis- 
I ribution over the shadow area of the obstacle as well as (m the illuminated 
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region. To eliminate the former it is preferable to use a plate of the 
thickness specified by Eq. (52), making good electrical contact with the 
paraboloid, rather than a thin plate set at the specified distance. 

The one major objection to the vertex plate is the deleterious effect 
on the secondary pattern. The displacement of the vertex area produces 
a phase error in the field over a corresponding area of the aperture, with 
a resulting loss in gain, increase in beamwidth and side-lobe intensity. 
If the specifications on the side lobes are very stringent, the vertex-plate 
technique cannot be used. 




Flu. 1215. — Quarter-wave grating to rotate the polarization of the electric vector and 
eliminate the niiaiuatch. 

12- 10. Rotation of Polarization Technique. — The electric vector of 
the wave reflected by the paraboloid can be rotated through 90° with 
respect to the incident wave by means of a quarter-wave grating. The 

system is illustrated in Fig. 12-15. The grating is made up of parallel 
plates cut to the contour of the reflector; the plates are oriented to make 
an angle of 45° with the £-plane of the feed. 

The grating makes use of the property of parallel plates (Sec. 7-15) 
that they will not support free propagation of a wave having the electric 
vector parallel to the plates unless the spacing s between them is greater 
than X/2. If s < X/2, the wave is attenuated; if s < X/8, the parallel 
plates reflect almost completely an incident wave with the electric vector 
parallel to the plates. With the grating oriented at angle of 45° with 
respect to the E-plane, the incident electric vector can be resolved into 
two equal components, one parallel to the plates and one perpendicular 
to them. The plate spacing is such that the parallel component is 
reflected, with a change in phase of 180°. The perpendicular component, 
on the other hand, propagates between the plates with free-space velocity. 
If the depth of the plates d is X/4, the latter component after reflection 
from the paraboloid emerges from the plates in the same direction as it 
had on entry. Combination with the reversed parallel component then 
results in a resultant vector perpendicular to the £-plane. 
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Preliminary experiments conducted at the Radiation Laboratory to 
test the effectiveness of tlie techni(iue. gave promising results in so far 
as the impedance characteristics \\ere concerm^d. The effects on the 
secondary pattern were not determined. It is to be expected that the 
grating does not function properly at the edges because of the obliciue 
incidence of the primary radiation, thus introducing phase distortion. 
Further study of the subject is needed in order to evaluate the relative 
values of the grating and vertnx-plate techniciues. 

12- 11. Structural Design Problems. — An antenna must generally 
meet certain mechanical specifications such as a minimum weight sf rcngth 
factor, low wind resistance, and visual transpai'cncy in addition to ful- 
filling the reciuirements on the secondary pattern. 



Fig. 12-10.- Heiir-fced nnd front-fiMnl instfilliitionH: (a) rc;ir-l'cO'l tt'cliiii<iue for ii dipole-diak 
feed; {b) rear-feed lerhnicuie for a horn; (c) front-feed tet-liiiifiuc for a liorii. 

Rear-feed and Fro/il-feed Systems. — The first factor to be ('onsidered 
is the typo of feed installation. Two general methods — rear-feed and 
front-feed installation — are illustrated in Fig. 12- Hi. The rear-feed 
installations (Fig. 12T()rt and b) have the advantages of compactness 
and reciuiring a minimum length of ti-ansmission line. The latter has 
important bearing on tiie impedance picscnted by the system at the 
generator terminals. If the focal length is short, a simple flange con- 
nection between the transmission line and reliector is sufficient to 
support the feed system. If the focal length is large, a more extended 
collar such us is shown diagrammatically in Fig. 12-l()o is necessary to 
prev ent free jilay of the feed. The icar-fpcd installation of a horn, such 
as illustraU'd in Fig. \2 \(>b, is feasible only at short wavelengths (3 cm 
or less). I'Aen f(n- the latter it is not to be recommended because of the 
asymmetry and possible phase distortion introduced into the primary 
pattern. 

The front-feed installation (Fig. 121()c) is recominended for all horn 
feeds. It suffers from one serious defect of obsl meting too much of the 
aperture. The interference is retluced somewhat if the waveguide is 
placed in the //-plane. This may make it n(>cessary to put a twist in 
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the waveguide in order to orient the horn properly with respect to the 
horizontal plane. 

Grating and Screen Reflectors. — The weight and wind resistance of 
the paraboloid can be reduced considerably by replacing the continuous 
reflector surface by a perforated surface or a grating structure. An 
example of an antenna using a perforated paraboloid is shown in Fig. 
1-5; examples of grating reflectors will be found in Fig. 12-23 and in 
several photographs in Chap. 13. 

The reflectivity of the perforated surface is insensitive to polarization. 
The perforations can be regarded as short waveguides designed to b^--, 
far beyond cutoff for the frequency band over which the antenna is to [ 
used. For example, if the reflector is a wire screen with square opening 
the edge length a of the openings must be such that 

t 



a < 



V2 



This is the condition for cutoff in a square waveguide. 

The gratings are sensitive to polarization. The space between the 
grating elements may be thought of as waveguides beyond cutoff iox 
the electric vector parallel to grating element. The grating elements!" 




'Axis 




(6) 



(c) 



FiQ. 12-17. — Grating reflectors: (a) broadside strips; (b) round bars; (c) edgewise strips, 

may be divided into three groups; (1) broadside strips, {2} bars, and (3) 
edgewise strips; these are illustrated in Fig. 12-17. The various types 
of gratings have been studied experimentally' to determine the relation- 
ships between the grating dimensions and wind resistance and transmis- 
sivity. There are two major restrictions that apply to all gratings: 

1. The electric vector of the incident wave must be in the plane 
determined by the incident ray and the axis of the grating element. 

2. The center to center spacing of the elements must be less than 
X/(l + sin 6), where fl is the angle between the incident ray and 

' W. D. Hayes, "Grating and Screens as Micro-wave Reflectors," RI- Report No. 
54-20, Apr. 1, 1943. 
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the normal to the axis of the grating element. Larger spacings 
cause the appearance of undesirable higher-order lobes in the 
secondary pattern. 
The edgewise strips are generally to be preferred. Their transmission 
characteristics are summarized in Fig. 12-18, which gives the relation 
between the strip depth and the spacing for fixed values of transmissivity. 
The properties vary, of course, with the width of the strips; the reader 
is referred to the report by Hayes for more extensive data. The variation 
of the depth of the strips to control the r-f transmission has a negligible 
effect on wind resistance; both can be made quite low. Mechanical 




Ol 1 1 1 1 1 1 1 1 1 1 
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^X, center to center spacing, wavelengths 

Kio. 12-18. — Grating of edgewise strips: Relation between strip deptli and spacing f<ir 

constant transmission. 

rigidity can be obtained by proper bracing. The strips also ha\'e the 
advantage that the reflector shape can be obtained by a cutting oper- 
ation ; in making up a paraboloid all the strips can be identical punchings 
of flat sheet metal. 

SIMPLE FANNED-BEAM ANTENNAS 

12-12. Applications of Fanned Beams and Methods of Production. — 

The singular advantage of a pencil beam for locating a target with accu- 
racy is offset by the difficulty oi intercepting a target in the course of a 
random search because the beam covers only a narrow cime of space at a 
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given instant. Further difficulties are encountered in the case of 
antennas on ships; in the course of the roll and pitch of the ship the beam 
swings into the water where it serves no purpose or up above the horizon 
losing its effectiveness in locating surface vessels. To counter these 
various difficulties it is necessary to sacrifice the directivity by flaring 
the beam in one of its principal planes — generally the vertical plane. 
By retaining the narrow width in azimuth, resolution is maintained in 
this aspect and the radar echo technique supplies information on range. 

The present chapter concerns itself only with simple fanned beams 
which may be thought of as being developed bj' distorting the almost 
circularly symmetrical beam into a symmetrical elliptical beam. The 
more complex fanned beams which are designed for highly specialized 
operational functions will be treated in the next chapter. From the 
general relations developed in Chap. G, between the symmetry of the 
aperture and aperture field and the symmetry of the beam, two basic 
techniques suggest themselves: (1) to use an aperture with two highly 
different dimensions in the principal planes, the beamwidths in the prin- 
cipal planes being inversely proportional to the aperture dimensions, and 
(2) to taper the illumination differently in the two principal planes. 
The second of these may bo dismissed as an isolated technique because 
the beamwidth is not sufficiently sensitive to the illumination. The 
only practical technique, therefore, is the first, of using an aperture with 
suitable dimensions in the principal planes. The illumination technique 
may be used as auxiliary to the other method. 

The famied-heam antennas take the following forms: (1) an ovoid 
section of a paraboloidal reflector with a point-source feed at the focus, 
(2) a parabolic cylinder with a line source producing a rectangular 
aperture, and (3) a parallel-plate antenna consisting of a parabolic cylin- 
drical reflector illuminated by a simple feed at the focus and located 
between parallel plates that are perpendicular to the generator of the 
cylinder; this likewise produces a rectangular aperture. Design tech- 
niques will be presented for each of these types of antennas. 

12-13. Symmetrically Cut Paraboloids. — The simplest procedure 
is to cut a paraboloid symmetrically by a pair of parallel planes as shown 
in Fig. 12-19a. The long dimension will be denoted by di, and the nar- 
row dimension by di. The results obtained from a circular aperture with 
many types of feeds and paraboloid shapes show that the beamwidth 
is in the range (1.2 + 0.2)\/D. These results have been extrapolated 
to the cut paraboloid, and the relations between the dimensions of the 
latter and the principal-plane beam widths are generally taken to be 

01 = 1,2 ~; 0o = 1.2^- (56) 

Tt is quite ovidont thai a cirnilariy symmetrical primary ford pattorn 
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is unsuited to illuminate the reflector; a large fraction of the energy would 
be wasted in spillover. The primary feed pattern must be shaped to 
the same symmetry as the reflector. Taking the results for optimum 
performance of a circular aperture again as a criterion, we may require 
that the 10-db width of the feed pattern in a given principal plane be 
equal to the angle subtended by the reflector at the feed in the given 
principal plane. 

Horns with rectangular apertures lend themselves particularly well 
to the design of suitable feeds, since the beamwidths in the two principal 




(«) ('') 

I'lG. 12'19. — Syiumetrirally cut pariiljoloids; (a) .simple lino cut; (h) equi-iiiteiisity contour 

cut. 

planes can be controlled virtually independently of one another by choice 
of the principal plane dimensions. The relation betwecns the primary 
Ijattern 10-db beam width and the horn dimensions are given by Eqs. 
(10.52) and (10.53). The primary pattern beaift widths that are required 
are determined hy the dimensions rfi and (/2 of the reflector aperture and 
the focal length. The latter should be chosen as small as possible to keep 
the primary pattern 10-db width large; otherwise the design of a practical 
horn becomes very difficult. Difficulties are encoimtered if the ratio 
(/i/f/s is too large; since the dimension of the horn in the rfi-plane must be 
so much smaller than that in the rfz-plano that the resulting horn has 
widely dilTercnt centers of feed in the two planes. This will give rise to 
serious phase errors and loss in gain. 

The primary pattern of the horn designed to meet the principal plane 
recpiirements has an elliptical cross section. Consecjuently, the equi- 
intensit}- ilhimination contours on the reflector are also elliptical in shape. 
There are several reasons for cutting the reflector along such a contour 
as shown in Fig. 1219?>. It is found in general that the gain factor 
increa.ses and the gen"ral features of the pattern are improved by a reduc- 
tion in side lobes in the principal planes. The ba.sis for this lies in the 
fact that the effective illumination for say the (/-.-principal plane at a 
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given point on the d2-axis is the integrated intensity across the aperture 
parallel to the rfi-plane. With the aperture of the type shown in Fig. 
12- 196 the integrated area tapers along the dj-axis, and the effective 
illumination is, therefore, more tapered than in the corresponding case 
of Fig. 12-] 9a, hence the improved side-lobe characteristics. The ovoid 
shape of Fig. 12-19fc also has advantages of low wind resistance and 
smaller moments of area and inertia which are of considerable importance 
in connection with the mechanical problems of support and rotation of 
the antenna. 
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Fig. 12-20. — E- and H-plane patterns of the beavertail antenna, shown in Fig. 13-12a. 

An antenna using the symmetrical ovoid-shaped reflector' is shown in 
the following chapter in J'ig. 13-12a. The dimensions of the reflector 
are rfi = 20 ft, = 5 ft, and the focal length / = 5 ft. The 
feed that was finally adopted for this antenna is a flared box horn^ 
designed to meet the illumination requirements in the principal planes. 
The secondary patterns of the antenna are shown in Fig. 12-20. The 
ratio of the half-power widths @e/&h is 0.29, and the ratio of the aperture 
dimensions d^/di = 0.25. The H--pl&ne side-lobe levels are all down 
below 17 db with no prominent wide-angles lobes; the £'-plane side 
lobes are all below 23 db, showing that the illumination is properly dis- 
tributed over the reflector. 

12-14. Feed Offset and Contour Cutting of Reflectors. — The symmet- 
rically cut paraboloids have the drawback that the feed must be located 

' C. S. Pao, "The Beavertail Antenna," RL Report No. 1027, Apr. 9, 1946. 
2 S. J. Mason, "Flared Box Horn, ' RL Report No. 653, July 9, 1945; see also 
Chap. 10. 
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in the center of the aperture. In this position it is in the path of the 
reflected rays from the most intensely illuminated area, and hence the 
mismatch introduced by the reflector is quite significant. Furthermore, 
the use of a horn feed introdiices a large section of waveguide, which in 
large reflectors necessitates additional supporting structures; these 
together with the feed block out aperture area, causing a loss in gain and 
increase in side lobes (c/. Sec. 6-7). 

Both of these defects are eliminated by the offset feeding technique 
Avhich is illustrated schematically in Fig. 12-21. The center of feed is 
placed at focus of the paraboloid as in the previous case, but the horn is 

tipped so that the peak of the primary pat- 
tern makes some angle with the para- 
boloid axis. The major portion of the 
lower section of the paraboloid is discarded. 
The dimension d-i is again determined from 
the secondary pattern beamwidth by Eq. 
(56) . The offset feeding removes the horn 
and its supporting structure out of the way 
of tlie most intensely illuminated area of 
the aperture with resulting improvement 
in gain and in side-lobe characteristics. 
The reduction of the mismatch can be understood in terms of the geomet- 
rical-optics picture that the radiation returning to the feed comes from the 
area around the vertex of the paraboloid. The magnitude of the mismatch 
is given by a relation equivalent to Eq. (39) : 








12-21. 



Offset feeding tcch- 



(57) 



A\liere G/(\Ao) is now the gain of the feed in the direction along the axis. 
\\y offsetting the feed the reflection coefficient is reduced by the ratio 
G/(V'o)/G/i), where G/, is the peak gain. 

The design procedure is essentially the following: The dimensions di 
and d-i arc chosen in accordance with the beamwidth relations [Eq. (56)]. 
The focal length and the dimensions of the horn aperture are chosen as 
though the reflector is to be cut symmetrically; the angle subtended by 
d\ at the focus should not exceed 1G0°. The horn is constrvicted, pres- 
surized, and matched by the methods discussed in Chap. 10. Let Tj be 
the residual mismatch of the feed and F the allowable total mismatch 
of the antenna; the allowable reflector mismatch is then 



ir.l 



irl - ir,|. 



(58) 



Using a circular paraboloid of the focal length of the final antenna, the 
paraboloid reflection coefficient is determined as a function of the feed 



Sue, 12-14] 



CONTOUR CUTTING OF REFLECTORS 



455 



offset ^0 by the circle diagram method referred to previously (c/. Fig. 
12-12), or the peak gain G/o is determined from the mismatch at the 
angle = 0, and the mismatch at any other angle is computed by means 
of Eq. (57) from the knowledge of the primary pattern. 

For the chosen value of V'o the primary feed pattern is transformed 
into equi-intensity illumination contours on the surface of the paraboloid 
by taking into account space attenuation according to the inverse square 
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FiQ. 12-22. — Constant intensity contours in paraboloid aperture (horn feed axis tilted 20° 
relative to paraboloid axis). 

law. An example of such an equi-intensity contour plot is shown in 
Fig. 12-22. The paraboloid is then cut to follow an equi-intensity con- 
tour, generally chosen as the 14-db contour. 

A number of antennas have been designed according to this procedure 
with very successful results.' Figure 12-23 is a photograph of the 
antenna^ to which the constant intensity contours (Fig. 12-22) apply. 
The reflector dimensions are di = 54 in., di = 24 in., / = 14.5 in. The 
horn aperture dimensions are 2 cm in the B-plane, 6.0 cm in the //-plane 
with flare angles of 10° and 40° in the respective planes. The offset 
angle is 20°; this was chosen so that < 0.04 in order that the resultant 
mismatch of the feed and paraboloid over the entire band of 8000 to 

' T. J. Keary and J. I. Bohnert, RL Report No. 659, Mar. 7, 1945; RL Report No. 
660, Feb. 19, 1945; RL Report No. 779, Aug. 30, 194B; J. I. Bohnert and H. Krutter, 
RL Report No. 665, Feb. 7, 1945. 

' T. .1. Keary and J. L Bohnert, RL Report No. 659, Mar. 7, 1945. 
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9700 Mc per sec should represent a reflection coefficient less than 0.091. 
The performance of the antenna is demonstrated by the E- and //-plane 
patterns shown in Fig. 12-24. The ratio of the beamwidths 0b/0h 
again is very closely equal to the ratio d^/di. The low level of the side 
lobes attest further to the validity of the design procedure. 

The elimination of one of the planes of symmetry by the offset feeding 
technique produces one serious effect. The process destroys the sym- 
metry of the cross-polarization component of the aperture field leading 
to cross polarization in the plane of the large dimension of the aperture. 
The cross-polarization pattern has lobes on either side of the main lobe 
in the plane of the narrower beamwidth, which may seriously afifect the 




Fig. 12-25.- -Parabolic cylinder and line source. 



performance of the sy.stein. Cross-polarization studios should be made 
in the narrow-width plane for all antennas of this type. 

12-16. The Parabolic Cylinder and Line Source. — In principle a sim- 
ple fanned beam is most easily produced by using a rectangular aperture 
with a separable type of aperture field such as was discussed in Sees. 6 5 
and G-6. The principal plane patterns are then determined completely 
by the aperture dimension in the given plane and the field distribution in 
that aspect. There is no interaction between the distributions in the 
principal planes. A second advantage is the reduction of cross 
polarization. 

The required aperture configuration and field distribution are readily 
obtained by illuminating a parabolic cylinder by a line source located 
along its focal line. An antenna of this type is shown in Chap. 1, Fig. 
1-6. The general theory of such systems has been developed from the 
standpoint of the reflector currents in Sec. 5-9 and from the aperture 
field standpoint in Sees. 6-8 and 6 9. We shall here simply state the 
results which are particular to the parabolic cylinder. In Fig. 12-25, 
the line source is taken along the x-axis which is also the focal line of the 
parabolic cylinder. Let I be the length of the source and be the angular 
aperture of the reflector. The performance of the system depends on the 
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fact that the reflector is in the cylindrical wave cone of the source. It is, 
therefore, necessary that 

l^ 

I » X, Pn^ < ^) (59) 

where pmu is the maximum radial distance from the source to the reflector. 
For wavelengths greater than about 10 cm conditions (59) imply that 
the length of the cylinder is greater than the height of the aperture. 

It is clear that all rays from the source incident on the reflector in a 
plane parallel to the 2/2-plane are reflected in that plane into a family 
of rays parallel to the z-axis. The reflector thus produces a uniform 
phase distribution over the aperture. Also, since the reflected rays are 
parallel, the field intensity at a given point on the aperture is the same 
in magnitude as that of the reflected field (or incident field) at the corre- 
sponding point on the reflector. The intensity distribution, F{x), in the 
x-direction over the aperture is, therefore, the same as that of the line 
source, and the aperture distribution in the transverse direction is deter- 
mined entirely by the two-dimensional gain function G{\p) of the cylin- 
drical wave zone of the line source (cf. Sec. 5-9). Evaluating the field in 
the forward direction by means of Eqs. (5-86) and (5-88), we find that 
for both the longitudinally and transversely polarized systems the gain 
is given by 

G„ = cot I \j y^^'^ [F{x)V- dx ' J"^ [G(^)« sec | d^J- (00) 
The gain factor g = GuX^/iwA is, therefore, 



1 . * 

8 = 8^^'''2 



1 r'^^ p r r* / 



(61) 



The term involving F{x) gives the effect of the deviation from uniform 
illumination along the r-direction. The second term gives the depend- 
ence on the angular distribution of the primary pattern. As in the case 
of the paraboloid of revolution there is an optimum angular aperture 
for a given feed pattern that represents the compromise between spill- 
over and tapered illumination over the aperture in the ^/-direction. The 
optimum angular aperture can be found by graphical methods as was 
done in Sec. 12-5 for the paraboloid of revolution. 

For maximum gain, the distribution F{x) should be equal to unity. 
This, however, gives maximum side lobes in the longitudinal pattern — 
that is, in the planes containing the line source — as compared with 
tapered distributions. The longitudinal pattern can be studied as a two- 
dimensional problem, independently of the transverse pattern. All of 
the results of Sec. G O, other than the actual values of the gain, can he 



Sec. 1216] 



PA RALLEL-PLA TE S Y STEMS 



459 



applied here without modification. The gain is affected by the trans- 
verse distribution as is shown by Eq. (60). 

The essential difficulty with antennas of this type is in producing an 
efficient line source. Linear arrays such as are discussed in Chap. 9 are 
frequently used. The impedance characteristics are generally poor due 
to strong interaction between the reflector and the source. 

12-16. Parallel-plate Systems. Cheese and Pillbox Antennas. — The 
limitations imposed on the antenna design by conditions (59) can be 
eliminated by placing the parabolic cylinder between parallel plates as 
shown in Fig. 12-26. The feed may then be a waveguide or a horn with 
one of its aperture dimensions equal to the distance h between the plates. 



Fig. 12-26. — Parallel-plate systems: (h) pillbox antenna; (a) cheese antenna. 

From the point of view of the rays between the plates, the system is 
equivalent to a segment of an extended lino source and parabolic cylinder. 

The antennas differ from the open system of the preceding section 
in that propagation can take place between the plates in various modes 
(c/. Sec. 7- 15) . The parallel plates support free propagation of a principal 
wave — the TEM-mode — in which the electric vector is normal to the 
plates; the velocity of propagation and the wavelength is the same as in 
free space. TE- and ITilZ-modes are also possible, Avhich are equivalent 
to the modes in a rectangular waveguide. We need concern ourselves 
only with the lowest TE-mode in whit-h the electric vector is parallel to 
the plates and varies in magnitude along the line normal to the plates 
according to sin (x/h), where h is the distance between them. The plates 
w ill support propagation in this mode only for free-space wavelengths that 
satisfy the condition 




(a) 



(W 



X < 2h. 



(62) 
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The wavelength of propagation is 




The cutoff condition for the next higher mode is 

/i. < X. (64) 

The parallel-plate systems may be classed into two groups: (1) those 
with spacing h < \ which support free propagation in the TEM-mode 
and possibly the ri^i-mode if h > X/2, (2) those with spacing h > \ 
which support additional modes. The two groups are labeled pictorially, 
the former being called the pillbox antennas, the latter cheese antennas. 

The cheese antennas can be designed to meet any length-to-height 
ratio desired. If only the TEM-mode is desired, the feed must be 
designed with great care in order to avoid the excitation of other modes. 
The difficulty of eliminating other modes is the major objection to the 
TEM-cheese antenna. On the other hand, the feed can be designed to 
excite various TE- and TM -modes purposefully. Each mode travels with 
a characteristic phase velocity, and the superposition of the modes is 
used to synthe.size various types of phase dislribulions over the aperture.' 

The limitations imposed on the secondary pattern of a pillbox in the 
plane containing the /i-dimension, because of the restrictions on the latter, 
can be obviated to some extent by flaring the mouth of the pillbox into 
a two-dimensional horn. This has a further advantage of reducing the 
reflection by the aperture of the wave between the plates. Another 
method of controlling the pattern is by means of flaps such as are shown 
in the half-beacon antenna^ in Fig. 12-27. Half a pillbox is used in this 
particular case; it is fed by an /f-plane sectoral horn. The /i-dimension 
is equal to X/3 so that the plates can support only the TEM-mode. 
Attention should be called to the curled edge of the flap; the curl follows 
an exponential spiral in order to reduce the impedance mismatch arising 
from the discontinuity at the edge of the flap. The pattern obtained 
in the plane of the /i-dimension is shown in Fig. 12-28. 

12-17. Pillbox Design Problems. — There are three major problems to 
be considered in the design of the pillbox: (1) the f /d ratio for maximum 
gain factor, (2) impedance mismatch, (3) structural problems. 

■ The cheese antenna received more attention in Britain than in the United States. 
Information pertaining to British reports may be obtained from the British Scientific 
Commission office in Washington, D.C. or the British Central Radio Bureau in 
Ixmdon. Much of the British work is appearing in the new section Part Ilia, "Radio- 
location," of the journal of the Institute of Klectrical Engineers. 

' A. Braunlich, "Half Beacon .\ntcnna," RL Report No. 41'J, Sept. 6, 1943. 
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Optimum Shape. — The analysis of the gain factor' proceeds along the 
same lines as for the parabolic cylinder in Sec. 12-15. The result is 
essentially that of Eq. (61) except for multiplicative constants. The 
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Flo. 12-27. — Half-beacon antenna. 

optimum angular aperture (c/. Fig. 12-29) is the value for which the 
expression 



cot 



(!)[/; 



\Gsm'^ sec I # 



(65) 



has its maximum value. The gain function G/(\^) is that of the feed 
radiating between parallel plates, not in free space; like that of the cylin- 
drical wave zone of a line source it is two-dimensional. 

The optimum angular aperture is generally less than 90°. The pill- 
box is then constructed as shown in Fig. 12-29 with the parallel plates 

' T. J. Keary, A. R. Poole, J. R. Risser, H. Wolfe, "Airborne Na-vigational Radar 
Antennas," RL Report No. 808, Mar. \h, 1946. 
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extending a little beyond the focal point. The gain factors realized by 
pillboxes are considerably higher than that of paraboloidal antennas, 
ranging in value upward from 0.8. 

Impedance Mismatch. — The mismatch produced by the parallel-plate 
system arises from the parabolic strip and from reflection at the aperture. 
The latter can be reduced, as was noted before, by flaring the mouth of 
the pillbox into a two-dimensional horn. The reflection coefficient pro- 
duced by the parabolic strip can be developed along lines similar to 
that followed in the case of the paraboloid.' The essential difference is 
that the field between the parallel plates is in the form of a cylindrical 
wave rather than a spherical wave. The reflection coefficient is found 
to be 

Tr = - G{<P) COS ^ ds, (66) 

TT J 0 P ^ 

where ds is the element of length along the reflecting strip. Let z measure 
position along a line parallel to the aperture; on introducing the variable 

!; = f = 2 tan ^ (67) 

the reflection coefficient becomes 




disregarding all constant-phase terms. If //X » 1, the integral of Eq. 
(68) is very closely equal to 

^- = £(-/)'"' (^9) 

where (?o is the peak gain of the feed. This is the two-dimensional 
analogue of Eq. (39). 

The mismatch can be eliminated by means of a vertex plate as in 
the case of the circular paraboloid. The technique of determining the 
dimensions of the plate is the same as that described in Sec. 12-9. It 
should be noted that the intersection point Vc on the spiral gives Xc which 
is only half the length of the plate. The vertex plate has the same unde- 
sirable effects on the secondary pattern as in the paraboloid: reduction in 
gain, increase in side-lobe intensity. 

Structural Problems. — Special attention must be paid to the structure 
and assembly of the pillbox. The feed must make good electrical con- 
tact with the parallel plates. The contact can be established by solder- 



■ Details are given by S. Silver, "Analysis and Correction of the Impedance Mis- 
match Due to a Reflector," RI. Report No. 810, Sept. 25, 1945. 
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ing; a better technique, however, is to make a choke joint between the 
feed and the pillbox.' Good electrical contact must also be maintained 
between the reflecting strip and the parallel plates. This is a more 
important consideration for the TEM -mode, in which the electric-field 
vector is normal to the plates, than the ri?-mode, in which it is parallel 
to the plates, and zero at the surface of the plates. The space between 
the reflecting strip and the parallel plate, in the case of poor contact, is 
too small to propagate a TE-mod&. 

It is recommended that the parabolic strip be cut out of a metal 
plate and cut to a sizable thickness so that the plates can be bolted to 
the strip without warping the patabolic curve. 



aluminum 
^^==i( L | 

Flo. 12-30.- Structural design of a pillbox. 

Maintaining a uniform spacing between the plates poses a number 
of difficult problems. The spacing problem is not too serious for the 
TEM-moAe. If the spacing h is well below X/2, there is no significant 
mode control problem. In this case, proper reinforcement of the parallel 
plates- as shown in Fig. 12-30 together with the spacing support pro- 
vided by the feed is sufficient. Additional support is necessary only in 
extremely large structures. 

The tolerances on the spacing are more restrictive in the case of the 
TE-moAe. The phase velocity varies with the spacing [Eq. (63)]; a 
nonuniform spacing produces phase distortion over the aperture. The 
spacing can be maintained by a distribution of metal or dielectric posts. 
These scatter the energy, however, producing both a mismatch and dis- 
tortion of the field over the aperture. The pins should be kept out of 
the high intensity region of the primary pattern of the feed. 

' T. J. Kpary ei <:l., "Airborne Navigation.al lladar Antennas," RL Report No. 
808, Mar. 1,5, 1046. 

^ W. Sichak and V.. PurccU, "Cosec^ Antennas with a Line Source and Shaped 
Cylindrical Ueflcetor," RL Report No. 624, Nov. 3, 1944. 
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SHAPED-BEAM ANTENNAS 
By L. C. Van Atta and T. J. Keaby 

The highly directive beams attainable with microwave antennas have 
been utilized to achieve large antenna gain, precision direction finding, 
and a high degree of resolution of complex targets. The exploration 
of a -wide angular region with such sharp beams requires an involved 
scanning operation in which the scanning time becomes a limiting factor. 
This problem is much simplified if the required scanning can be reduced 
to only one direction, the coverage of the angular region being completed 
by fanning the beam broadly. The characteristics of simple fanned- 
beam antennas have been discussed in Chap. 12. For many applica- 
tions, however, the characteristic shape of the fanned beam obtained 




Flo. 13-1. — Beam from ground-based or shipborne antenna providing coverage on aircraft. 

by simply reducing the corresponding dimension of the aperture is unsat- 
isfactory; it may be wasteful of the limited microwave power, or it may 
result in a very unequal illumination of targets in different directions. 
To overcome these limitations it is necessary to impose on the beam 
by special design techniques some shape not characteristic of the normal 
diffraction lobe. These beams are referred to as shaped beams, and the 
antennas that produce them as shaped-beam antennas. 

The purpose of this chapter is to describe several applications for 
shaped beams, to discuss requirements imposed on the beam by these 
appHcations, and to present a number of design techniques for producing 
shaped-beam antennas. 

13-1. Shaped-beam Applications and Requirements. — There are a 
number of radar applications for microwave systems that impose more 
or less severe beam-shaping requirements upon the antenna. The 
applications and requirements will be considered here; the means for 
realizing the shaped beams will be deferred to later sections. 

Surface Antenna for Air Search. — For use in search for aircraft, an 
antenna on the ground or on a ship is required to produce a beam sharp 
in azimuth but shaped in elevation; the azimuth coverage is obtained 
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by scanning. The elevation shape of the beam must provide coverage 
on aircraft up to a certain altitude and angle of elevation and out to the 
maximum range of the system. This is to be ascomplished without 
wasteful use of available power. Figure 13-1 indicates the general shape 
of the coverage required in the vertical plane. The antenna beam need 
not meet the coverage requirement very accurately, since conservation 
of power and a relatively constant signal on a plane at a fixed altitude 
are the only objectives. 

In order to maintain a fixed minimum of illumination on the aircraft 
at various points along the upper contour of the coverage diagram, it is 
necessary that the amplitude of the antenna pattern be proportional to 




I-'ii;. 13-2. — Beam from antenna of airborne radar for surface search. 



the distance r from the antenna to the aircraft on that contour. In 
other words, the coverage contour of Fig. 13'1 can be taken to be the 
amplitude pattern of the antenna (c/. Sec. 1-2). Since r = h esc 8, the 
amplitude pattern must be proportional to esc B, or the power pattern 
must be proportional to esc- 6. The proportionality must hold over the 
region from a minimum angle arc sin h/r,„^,, to the maximum elevation 
angle for which coverage is reqtiired. 

Airborne Anlenna for Surface Search. — An airborne antenna is retiuired 
to produce a beam sharp in azimuth b\it so shaped in elevation as to 
provide uniform illumination on the ground; azimuthal coverage again 
is achieved by scanning. Figure 13-2 illustrates the vertical coverage 
requirement; this was shown in the previous paragraph to be identical 
with the vertical amplitude pattern. Both this and the previous pattern 
assume isotropic scattering by target objects. Deviations from this 
assumption for various target objects will be discussed in the next section. 

When an airborne antenna is used primarily for surface search over 
spa against such point targets as ships and buoys, the purpose of beam 
shaping is to conserve power, to maintain a relatively constant signal as 
the target is approached, and to avoid overloading the indicator scope 
with sea return. None of these objectives impose exacting rpq\nre- 
ments on the beam shape. However, for successful surface search o\-cr 
land it is necessary to illuminate the ground very uniformly in order to 
obtain "solid painting" on the indicator scope and a fully intelligible 
picture. The results from the operator's viewpoint of .-fatisfactory and 
unsatisfactory elevation patterns are described in Sec. 144 and its accom- 
panying figures. 
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Shiphorne Antenna for Surface Search. — A shipborne antenna for use 
in surface search must scan in azimuth with a sharp azimuth pattern. 
To accommodate roll and pitch the beam of an unstabilized antenna must 
be broad in elevation. This broadening will be more conservative of 
power and will provide a more constant illumination of the target if it is. 
accomplished with a shaped beam (Fig. 13-3) rather than a simple fanned 




Via. 13'.S. — Sector Rhape<l beam for surfacie search by shipborne antenna. 



Antenna 




Antenna 




^ — Shaped azimuth pattern 
(b) 

Fig. 13-4. — Beavertail beam for heiKht-finding anteiinji: (n) elevation pattern; (ft) .shaped 

azimuth pattern. 

beam. The ideal beam shape for this purpose would be given by / = 
for angles in the region +9i to —6i and 7 = 0 for angles outside that 
region. This sector shape can be approximated more closely as the 
vertical aperture of the antenna is increased, but a close approximation is 
not justified. 

Surface Antenna for Height Finding. — A ground or ship antenna 
designed for height finding must have a sharp elevation beam for obtain- 
ing precise elevation information and a rapid elevation scan. Provision 
must also be made for scanning the antenna slowly in azimuth or for 
turning the antenna to an assigned azimuth. The beam must be rela- 
tively broad in azimuth in order that the target will be held in the beam 
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long enough to obtain height information. If the beam is assumed to 
be stationary in azimuth, an airplane flying across the beam will be illu- 
minated for a period proportional to its distance away. To increase 
the time of illumination on near-by crossing targets, a low-intensity 
broadening of the azimuth beam is required. If a fixed minimum of 
illumination is to be achieved at a given linear distance on both sides 
of the center line of the azimuth beam, the amplitude pattern must have 
the so-called "double esc ^" or "beavertail" shape illustrated in Fig. 13-4. 

13-2. Effect of a Directional Target Response. — In the previous sec- 
tion it was assumed that the target response is isotropic. The effect of a 
directional target response is to alter the beam shape required of the 
antenna from that predicted by simple "inverse-square" considerations. 
The power received by a radar system from a target in a given direction 
is proportional to the "radar cross section" of the target; the radar 
cross section' may be defined as the interception cross section multiplied 
by the scattering gain for that direction. Since the radar cross section 
of some targets varies widely with direction, this effect must be taken into 
consideration in establishing the required beam shape for the antenna. 
The power transmitted in a communication system from a shaped-beam 
antenna to a receiving antenna in a given direction is proportional to the 
product of the gains of the two antennas along the line joining them. 
A directional receiving antenna will modify, therefore, the beam shape 
required of the transmitting anU'iina. 

Let us consider in greater detail the case of a radar antenna located 
a perpendicular distance h from a plane (Fig. 13-2) and required to 
obtain equal signals from identical targets located arbitrarily in that 
plane. Let us assume that the antenna is to scan with a sharp beam in 
azimuth, as in the ease of the first two shaped-beam applications described 
in the previous section. Then the specifications for the vertical polar 
diagram may be derived if quantities are defined as follows: 
P = power emitted by the antenna 

G(6) — power gain of the antenna at depression angle d 
r = slant range to the target 

a{6) = interception cross section of the target for a plane wave from 
the direction of the antenna^ 

' Also known as the back-scattering coefficient. 

' The definition of the scattering cross section is being set up here in more detailed 
form than was done in Sec. 1-2. It is based on the physical picture that the target 
presents an interception area such that it removes from the plane wave all the energy 
incident thereon and redistributes it in space in a scattering pattern. Both the 
interception area and the scattering pattern vary with the aspect presented by the 
target to the incident wave. The back-scattering cross sectioii is the product of the 
interception area and the gain of the scatteiing pattern in the direction of the trans- 
mitter. It is the cross section of the equivalent sphere that would produce the same 
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y{6) = power gain of the scattering object in the direction of the 
antenna 

p = power received by the antenna from the target 




Fiu. 13S.- 



-Effective ground target area and its interception cross sention for airborne 

pulsed radar. 



The fraction of the transmitted power received by the antenna is given 

by 

p _ G(B) (r(9)7(9) G(e)X^ 
4rr2 



P Att^ 47r 

^ [G(e)V\ 

(4ir)V^ 



47rr2 



(1) 



To impose the condition that equal signals be received from identical 
targets in the plane, let us note that r = A esc 9 and write p/P = C, 
a constant. Then 



(2) 



If l(r{6)y{d)] is independent of an^le, wc obtain the earlier result that 
G(d) for the shaped-beam antenna is proportional to csc^ d. This should 
be recognized as only a crude approximation in the majority of cases of 
actual interest. 

In the particular case of reflections from ground targets, serious con- 
sideration has been given to the angular dependence of the quantity 
[a{B)y(e)].'- The effective area of the target on the ground depends upon 
beamwidth i&y,), range (r), pulse length (t), and depression angle (0). 
By reference to Fig. 13-5, it is evident that the effective target area A, a 
on the ground as determined by the pulse length is related to depression 
angle by the proportionality 



Afii oc r sec 5 oc esc 6 sec 8 



return signal at the transmitter as does the target; thus, the product <r{$)y(B) used 
here is equal to the scattering cross section o- of Sec. 1-2. 

' R. K. C;iapp, "A Theoretical and Experimental Study of Radar Ground Return," 
RL Report Xo. 1024, Apr. 10, 1946. 
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and that the projection of this area in the direction of incident radiation is 

<T{e) = Am sin e cc sec 6. (3) 

The angular distribution y{B) of the radiation scattered by the area a(d) 
will depend upon the nature of the target or terrain. A mathematical 
expression derived for y{8) will depend upon the simplified target model 
assumed. Best agreement with experience is obtained by assuming a 
flat plane made up of closely spaced components which scatter isotrop- 
ically. The radiation will then be equal in all directions for any given 
condition of illumination; i.e., 

7(fl) = 1. (4) 
Combining Eqs. (3) and (4) gives the angular dependence 

[<y{e)y{e)] a: sec e. (5) 

Introducing this dependence into Eq. 2 gives the proportion 

G(e) cc csc^ d Vcos B (6) 

for the assumed ground target model. 

An antenna with a vertical pattern shaped according to Eq. (6) would 
produce, within the limits of the assumptions, a range trace of uniform 
brightness on an indicator scope for any given azimuth setting of the 
antenna. A sucecssion of range traces from an antenna scanning in 
azimuth would still be displayed with uniform brightness on a £-scope 
presentation which makes a rectangular plot of range vs. azimuth. On 
a plan position indicator (PPI), however, the range traces are presented 
radially and the azimuth angle, as polar angle. The spacing between 
range traces therefore varies in direct proportion to the range with the 
result that the scope is brightened toward the center. This effect can 
be compensated if the vertical pattern of the antenna is used to modify 
the received power by a factor of i.e., the gain function G(9) of the 
antenna should be modified by a factor r <^ esc 6. For the case of PPI 
presentation then, Eq. (6) becomes 

G{e) a CSC- * 8 Vcos e = CSC- 6 Vcot 0. (7) 

The several "ideal" curves for G{d) discussed above are presented 
in Fig. 13-6: 

Curve A. csc^ 6 dependence for a uniform range trace with isolated 
isotropic targets. 

Curve B. esc- 8 \/ cos 8 dependence for a uniform range trace with 

closely packed isotropic targets. 
Cur\'e C. csc^ 6 -s/ cot 6 dependence for uniform PPI presentation 

with closely packed isotropic targets. 
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Curve D. csc^ d ■ cos d dependence which approximates the experi- 
mental optimum pattern shape obtained from considerable flight 
experience with a number of antenna designs at wavelengt.hs 
between 10 and 1.0 cm. 

These curves are all plotted for a minimum depression angle of 10°; this 
corresponds to the case of an airborne radar system with a maximum 
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Fig. 13'6. — Ideal curves for dependence of vertical pattern on depression angle. 

range about six times the altitude of the aircraft. Several curves of 
csc^ 8 ■ cos 8 for different values of minimum depression angle are pre- 
sented in Fig. 13-7. 

13-3. Survey of Beam-shaping Techniques. — In the preceding sec- 
tions we considered various applications for shaped-beam antennas and 
the requirements that they impose on the beam shape. In this section 
we will discuss the physical principles involved in various beam-shaping 
techniques and survey a number of antenna designs that have been used 
for producing beams of various shapes. 

Physical Principles. — In Chap. 12, the characteristics of pencil beams 
and simple fanned beams were described. Such beams were shown to 
have a common shape, characteristic of the main lobe in the diffraction 
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pattern of a constant-phase aperture. This is true independent of the 
shape or size of the aperture — for apertures larger than about 2X — and 
independent of the intensity of illumination across the aperture. The 
effect of these variables is to change only the scale factor for the angular 
coordinate of the pattern. The only means available for altering this 
characteristic shape is to vary the phase of the illumination across the 
aperture. 




Fig. Vi-7. — A fauiily of cur\'e.s, esc- d cos 9, for (tiffereiit valucy of iiiLiii iinuu depression auglv. 

Tlie elementary principles of beam shaping can be understood in 
terms of geometrical optics. From Huygons' principle of propagation 
normal to the phase front, it is evident that a curved phase front will 
produce a more dispersed beam than a plane phase front. For a fixed 
aperture size, beam shaping can be accomplished only at the expense of 
antenna gain, since the curved portion of the phase front subtracts from 
the total aperture available for contribution in the direction of maximum 
gain. The radiation intensity for a given direction in a shaped beam will 
depend upon the radius of curvature of the phase front normal to the 
given direction and upon the intensity of illumination in that region; the 
exact relations involved will bo derived in Sec. 13 G. Any sliaped-beam 
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antenna can be considered to be a device for obtaining the proper phase 
and intensity of illumination across an aperture to realize a specified 
beam shape.' 

In the language of ray optics, a constant phase front across an aper- 
ture produces a collimated beam of rays from that aperture. This col- 
limated beam is obtained usually by focusing the diverging rays from 
an antenna feed either with a parabolic reflector or with a lens. The 
process of forming a shaped beam can then be visualized as a defocusing 




I'm. I3'8. — Formation of a shaped beam by means of a feed array in a parabok)id reflector. 

process; the rays emerging from the aperture will not all be collimated 
but will be distributed through a range of angles with a variable density 
dependent upon the pattern required. Defocusing in one plane can be 
accomplished either by extending the point source into a line source in 
that plane or by modifying the reflector or lens in that plane. 

The extension of a point source into a line source can be accomplished 
■by disposing an array of dipoles or horn feeds in a line in or near the focal 
plane and by exciting them in the proper intensity and phase. The for- 
mation of a shaped beam by such a feed array in a paraboloid reflector 
is illustrated in Fig. 13-8. Each of the elements in the array can be 
visualized as a point source that forms its own sharp beam in the parab- 
oloid. The intensity of this beam will depend upon the intensity of 
excitation of its feed; the angular displacement of the beam from the 
axis will be proportional to the angular displacement of the feed point 
about the vertex on the opposite side of the axis. The overlapping 
beams formed by an array of point sources will synthesize by amplitude 
addition into a shaped beam, as illustrated in Fig. 13-8. The resulting 
beam can be quite smooth if the component beams are properly spaced 
and phased. 

' R. C. Spencer, "Synthesis of Microwave Diffraction Patterns with Application to 
Csc» fl Patterns," RL Report No. 54-24, June 23, 1943. 
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(a) 



It has been, assumed above that a feed moved off axis from the. focal 
point will form in a paraboloid a sharp beam on the other side of the 
axis. This is true for small displacements from the axis; for large dis- 
placements of a point source, its individual beam is broadened in the 
plane of displacement, which is not serious, since the beam is being broad- 
ened intentionally in that plane, 
but it is also broadened in the per- 
pendicular plane, which is serious, 
since it reduces resolution and gain 
(Sec. 13-4). The extended feed 
method of beam shaping is there- 
fore not recommended as a means 
for forming wide-angle patterns. 
It is recommended for forming 
shaped beams confined to small 
angles, since it accomplishes the 
beam shaping by increasing the size 
of tlie small feed rather than by in- 
creasing — for equal gains — the size 
of the relatively large reflector or 
lens. 

A sharp beam formed by a point 

source and paraboloid reflector or 
by a line source and parabolic cyl- 
inder can be dispersed in a con- 
trolled way by modifying the shape 
of the reflector. The process can 
be thought of as one of dispersing 
collimated rays into new directions 
dictated by the shaped-beam pat- 
tern, or it can be visualized as one 
of controlling the phase and intens- 
ity of illumination across the aper- 
ture. In the latter case, the next 
step to the far-field pattern can be 
made by use of Huygens' principle 
in some cases and by a Fourier transform process in othei- ca.ses (c/. Chap. 
6). Figure 13-9 shows two reflector modifications for obtaining an asym- 
metrical flared beam. It has been shown that one aperture illumination 
which gives an asymmetrical beam consists of a sharply peaked ampli- 
tude distribution with a sudden 180° phase reversal in the region of maxi- 
mum amplitude. One means of realizing this is to use a point source feed 
with two paraboloid reflectors of focal lengths /i and ji = fi + X/4 for 
the top and bottom halves of the aperture respectively. Other methods 




Fig. 1;3-9. — lieflector modifications for 
producing an as^\'mmetriral iliired beam: 
(a) by shaping the reflector on the op- 
posite side from the flare; (h) by shaping 
the reflector on the adjacent side to the 
fiare. 



Sec. 13-31 SVliVKY OF liliAM-SflAI'lXG TECHNIQUES 475 

of beam shaping will be described in connection with specific beam-shap- 
ing problems. 

Symmetrical Shaped Beams. — A sector shaped beam with sharp sides 
and a square end, approximating the requirement illustrated in Fig. 13-3, 




Two-horn Overlapping 
feed biim% 

{h) ic) 
Yui. 1.3-10. — Two-eleiiieiit arrii^- and paraholoid ftjr produning sector shaped lieaiti: (a) 
antenna; {h) overlapping beams; (c) aperture ilhiniination. 
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can be produced by means of either an extended feed or a shaped reflector. 
If an array of radiating elements in the focal plane are equally excited, 
so spaced that their individual patterns cross over at the half-amphtude 
point and so phased that the patterns add in amplitude, the result will 
be a beam with sharp sides — determined by the size of the aperture — 
and a square end. Figure 13- 10a shows two elements combined in this 
way. The design procedure can be interpreted as above and illustrated 
in Fig. 13106, or the following. The two feeds excited equally and in 
phase wiW form a symmetrical interference pattern. If each feed is so 
dimensioned that its individual pattern properly illuminates the reflector, 




(a) (W 

Fig. 1311. — Cut paraboloid method for obtaining sector shaped beam: (a) antenna; (!>) 

aperture illumination. 

and if the two feeds are correctly spaced, their interference pattern will 
result in the (sin u)/ii aperhire illuminalion shown in Fig. 13- 10c. The 
Fourier transform of this illumination curve will be approximately the 
sector shaped pattern required (Chap. 6). The antenna shown in Fig. 
13-10 produces its sector shaped beam in the horizontal plane. The 
reflector is cut with a slight asymmetry to bring the null in the illumina- 
tion pattern opposite the feed for improved impedance performance. 

The sector shaped beam can also be obtained with a point-source and 
modified paraboloid reflector. Let the aperture be divided into three 
parts along the lines corresponding to the nulls of Fig. 1310c. Let the 
two outer portions of the aperture be illuminated with segments of a 
paraboloid having a focal length X/4 longer than that of the central parab- 
oloid. This situation is illustrated in Fig. 131 la. Then the phase of 
the illumination over the outer portions of the aperture will be delayed 
by X/2. If the antenna feed provides a normal primary pattern, the 
aperture illumination shown in Fig. 13116 will then be obtained. This 
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will be a crude approximation to tlio (sin i/) /u aperture illumination 
required for a sector shaped beam. 

The beavertail beam ilkistrated in Fig 13-4 is not obtained conven- 
iently by means of an extended feed; the angle of coverage in aetnal 
applications is too large, and the taper in two directions from the center 
complicates the feed. It is obtained very easily, however, with a reflector 
modification. The .simplest arrangement i.s a nanwv vertical strip down 
the middle of the reflector set out from the .surface of the main reflector 
by a fraction of a wavelength. The factors affecting the width and 
offset of the strip can be appreciated by reference to Fig. 13-12 which 
illustrates the design and the mechanism of beam shaping for an actual 
case. The width of the strip affects the ttjtal power that it intercepts 
and the directivity of its pattern. Its offset from the main reflector 
establishes the phase relationship for amplitude additicn which is impor- 
tant in the region where the t^vo amplitudes are of the same order of 
magnitude. In the actual case' at X = 10 cm, a reflector with a 20- by 
5-ft aperture and a 5-ft focal length was fitted with a strip running the 
long way of the reflector. The optimum width of the strip proved to 
be 8 in., and the offset, \ in. It is evident that the presence of a strip 
of this width will introduce interference side lobes in the pattern of the 
remainder of the reflector, which will impair the quality of the final 
beavertail pattern. An irnprovcnl i)attern would be obtained if the 
flaring of the beam were accomplished by modification at the two edges 
of the reflector rather than at the center, in which case the interference 
lobes would be less prominent. 

Asymmetrical Shaped Beams. — Extended feed and modified reflector 
designs have both been used successfully to obtain as> riiniet l ical shaped 
beams. Extended feed designs have been used in general for ground and 
.ship antennas for which the re(iuired elevation coverage was limited 
usually to small angles and for which the reflectors wcvc too large for 
convenient modification. Extended feeds are readily adujjted also to 
the use of multiple transmitters when the prescribed coverage requires 
high power. Modified reflector designs have been u.sed almost exclu- 
sively in airborne antennas which are rcciuirod to provide wide-angle ele- 
vation cov^erage and to possess smooth and stable pattern characteristics. 

Both dipoles and horns have been used in linear-array feeds for 
shaped-beam antennas; in some cases both have been used in the same 
array. The choice botu een a dipolc and a horn as the radiating element 
in a given situation d(!pends upon the jjower to be handled, the required 
impedance characteristics, and convenience in construction. The design 
and performance of three extended feed antennas will be described in 
order of increasing complexity. A cut paraboloid reflector with a two- 

' C. S. Pao, "Tlic Hciivcrtail ,\ntciinii," Uh Ucport No. 1027, .\pr. 0, in4fi. 
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{a) 

Fig. 13-12. — Central strip in refloctor for i)riKiu(in(; lioavertail team: (n) .inteiin.i with- 

dipole array feed' for ojjoration at X = 10 cm is illustrated in Fig. 13-13. 
The aperture dimensii)ns are 8 by 1 ft, and th(^ focal lenfjth, 27.5 in. 
The elevation pattern is shown in Fig. 131()o. This pattern and the 
impedance match (\'SWll < 1.2) were maintained satisfactorily over a 
2 per cent bandwidth. A cut paraboloid reflector with the long dimen- 
sion horizontal and with a four-horn array feed^ for X = 10 cm is shown 
in Fig. 13- 14. The aperture dimensions are 5 by 14 ft, and the focal 
length, GO in. The feed d(>sign will be discussed in the next section. 
The elevation pattern is .shown in Fig. IS-lO^j. In impedance match, the 
feed sh(jwed a \'SWR < 1.12 for a G per cent band when tested in free 
space and a \'SWR < 1.25 for a 3 per cent band when tested in the 

■ C. F. Portorficld and I.. .1. Chu, ",\ Simplified Search Antenna," RI. Report No. 
486, .Ian. 1, l'.t4.'j. 

' W. .J. \Ve.st, ".\ Kour-IIorn Feed to flive C'sc^ e .Antenna Patterns," HI. Report 
No. 8!)6, Mar. 104B. 
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Contribution 

from strip / 



Resultant pattern 




Contribution from 
paraboloid 



Parallel 
contours 



(c) 



out strip; (b) central horiznntril section sliowiiig strip; (c) mechanism of Ixjani sliaping. 

reflector. A large and complicated antenna' for X = 10 cm is shown in 
Fig. 13-15. The reflector is a cut psuaboloid 10 by 25 ft with a 78-in. 
focal length. Of the eleven elements in the feed array, one clement is 
fed from a first transmitter, t^\•o elements from a second transmitter, 
and eight elements from a third transmitter. Horn radiators are used 
with the first two tran.smittt^rs because of the concentration of power, 
and dipoles with the third transmitter. The three-lobe pattern is shown 
in Fig. 13-16c. This elevation coverage represents the limit practicable 
with this antenna, since the azimuth beamwidth of a point fetnl 30 in. 
off axis (or 21° referred to the vertex) is increased by a})out 70 per 
cent. The impedance match presented to all three transmitters was 
VSWR < 1.12 over at least a 4 per cent band. 

A variety of retlector shapes have been used for beam shaping in 
airborne antenna designs. Of these the most commcm and successful 

■ C. ('.. StorgioDoiilos, UL Koport No. 951, Feb. 12, li)4fi. 
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was the so-called barrel reflector antenna.' The shape of this reflector is 
obtained by replacinfj; the top half of a pai'aboloid reflector with a figure 
of revolution produced bj' rotating the g(!nerating parabola of the parab- 




i}>) 

fm. 13-l;i.-— Cut l>:inihol(>i(l roHt'clor wirli tw-o-dijxilc ;irr;i,\- food: («} assoinbl.\-: ('0 fccil. 

oloid about a horizontal line (liiouirh the focal i)oint. The cenlial 
vertical section through tliis refiecior is of (lie type shown in Fig. KM 7/). 
The complete antenna is ilhistiated in I'ig l.'MT and will be discussed 
' A. S. Dimbiir, lil. Hcport No. Ill, 3, HI!;!. 
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further in Sec. 13-8. Its elevation pattern, shown in Fig. 13-20a, is 
best suited to high-altitude use. Elevation patterns suitable for low 
altitude caa be obtained with several reflector shapes. The shovel 
reflector^ belongs to the family defined in Fig. 13-96. It is obtained by 




Fig. 13-14. — Cut paraboloid reflector with four-horn array feed; (a) antenna; (fe) central 

vertical section. 



' J. H. Gardner, "I>ow Altitude Navigation Antennas," Rli Report No. 615, 
Oct. 3, 1944. 
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replacing the lower third or so of a paraboloid reflector with a parabolic 
cylinder. The shovel-reflector antenna is illustrated in Fig. 13-18; its 
elevation pattern is given in Fig. 13-206. The general shape and smooth- 
ness of the pattern depend upon the point of attachment of the shovel, 
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(c) 

Fig. 13-16. — Elevation patterns obtained with cut paraboloid reflectors and linear- 
nrray feeds: (a) two-element array of Fig. 1313; (b) four-element array of Fig. 13-14; (c) 
e'even-elemeiit, tliree-transniitter array of Fig. 13-15. 



484 SHAPED-BEAM AXTEXXA.S [Sec. 13-3 

its displacement normal to the surface of attachment, and its tilt with 

respect to the tangential direction. A low-altitude beam can be obtained 
also by inserting a narrow horizontal strip just above the center of a 




m 



Flu. 13-17. — Barrel-reflector antenna for high-altitude beam shaping: (a) pliotograph; 

(6) drawing. 

paraboloid reflector with the proper width, offset, and tilt.' A slrip- 
reflector antenna is illustrated in Fig. 1319, and its elevation pattern is 
given in Fig. 13-20c. The basic limitation with this strip-reflector design, 
as pointed out earlier in connection with the beavertail-shaped beam, 
is that the strip divides the aperture into two parts between which inter- 

* C. G. Cutler, "Notes on the Design of Asymmetrical (Cosecant) Antennas," 
BTL Report MM-43-100-192, Nov. 12, 1943; J. H. Gardner, "Low Altitude Naviga- 
tion Antennas," RL Report No. 615, Oct. 3, 1944. 
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ference occurs. Even with the relatively narrow strips required for low- 
altitude beams, the interference lobe that appears on the opposite side of 
the peak from the flared portion is only 10 db down from the peak gain. 
In many aircraft installations this upward-directed interference lobe would 




(a) (&) 

I'ni. 13-10. — Strip-reflector antenna for low-altitude beam: (a) antenna; (/)) cfntral 
vertical section of reflector. 

be reflected from the under side of the fuselaso and wings and produce 
an interference ripple in the pattern on the ground. The best simple 
design for a Itw-altitude shaped-beam antenna has been one that uses 
a cut-down barrel reflector. This antenna' con.^ists of a 29-in. diameter 
by 10.6-in. focal length paraboloid with a bairel insert cut down in 
' J, H. Gardner, "Low Altitridc Csc.^ 6 Aiitc'jina," RL l{cport No. 1073, Fob. 21, 
1910. 
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the vertical to 19 in. (7-j in. above the axis, 11^ in. below) in order to 
eliminate that part of the barrel which contributes to the steep angle 
portion of the pattern. This reflector is then fed Avith a horn so directed 
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Fia. 13-20. — Elevation patterns obtained with airborne shaped-reflector antennas: (a) 
barrel-reflector antenna of P'ig. 13-17; {h) sliovel-re flee tor antenna of Fig. 13-18; (c) strip- 
reflector antenna of Fig. 13-19; C^^) cut-down barrel-reflector antenna. 

as to obtain proper illumination. The antenna can be visualized by 
reference to the uncut antenna shown in Fig. 13'17. Its vertical pattern 
is shown in Fig. 13-20ti. 
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A number of shaped-bcam antennas obtained by reflector modifica- 
tions were described in the previous paragraph. These were truly 
reflector modifications in the sense that the design started with an existing 
paraboloid reflector and proceeded on the basis of obtaining the required 
beam shape with a minimum of remodeling. Time-consuming cut-and- 
try processes were involved, and the ultimate result was frequently less 
than satisfactory. A satisfactory design is obtainable more rapidly 
and reliably if the reflector is visualized as a device for transforming the 
primary pattern of the feed into the required secondary pattern. In this 
sense the reflector shape is dictated by specifying the two patterns; the 
problem is one for computation rather than cut-and-try. The computa- 
tion of shaped cylindrical reflectors is a straightforward problem and 
has received experimental conflrmation in a number of antenna designs. 
These results will be described in detail in Sec. 13-0. The line source 
used with a cylindrical reflector could be used equally well with a shaped 
cylindrical lens' to obtain an antenna Avith certain advantages over the 
reflector antenna. The calculation of the complete shape of a double 
curvature reflector for beam shaping is more involved and subject to 
further study, but experimental confirmation of present design procedures 
has been obtained in a limited number of cases. 

13-4. Design of Extended Feeds. — In the previous section, several 
shapcd-hcam antennas utilizing extended feeds were described as to 
over-all design and performance. In actual fact the principal r-f design 
problem is concentrated in the extended feed itself. It has been pointed 
out that both dipoles and horns have been >ised as the radiating elements 
in linear-array extended feeds and that the choice between them depends 
upon power-handling, impedance, and mechanical considerations. These 
(luestions and others involved in the design of these arrays will be con- 
sidered in this section. We will consider first, however, some optical 
focusing problems common to all extended feeds used in paraboloids 
{cj. Sec. 0-7). 

Optical Focusiufj Properties of Paraboloid Reflectors. — I^et us begin with 
a single radiating element at the focal point of a circular (uncut) parab- 
oloid reflector. The resulting diffraction pattern will depend upon the 
directivity of the feed and upon the shape (focal length to diameter ratio, 
F/D) of the paraboloid. As the feed is moved off axis- by a rotation 
about the vertex, the beam will move off axis on the side opposite the 
feed and in direct proportion to the feed displacement. This propor- 
tionality factor would be unity for a flat plate according to Snell's law; 
it is slightly less than unit}' for paraboloids in the useful ran^e of shapes, 

- A. S. niiTilKir, "Mctnl I'liitc Lc-iis for Csc^ Antcima," lil. licpnrt Xo. 1070, Feb. 
1.1, 1!)46. 

Silver ;iik1 C. S. Pao, " P.iralioliiid Aiitciuia Cliarai'toristics a.s a Function of 
Kccd Tilt," Hr, licport Xo. 47!), Kch. Hi. li»44. 
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as shown in Fig. 13-21. As the beam moves off axis, it deteriorates, at 
first slowly and then more rapidly as the angle increases. The gain 
decreases; the beam widths increase; and a series of side lobes (the so-called 

coma lobes) appear on the axis side 
of the displaced beam. These 
effects can be described uniquely 
in terms of the angular displace- 
ment expressed in beamwidths, 
but only if the reflector shape and 
feed directivity are held constant. 
The variation of gain with feed tilt 
for reflectors of different shapes 
with a relatively directive feed is 
plotted in Fig. 13-22. In addition 
to these pattern changes, an an- 
tenna initially matched in imped- 
ance w ith the feed on axis will undergo a series of impedance changes with 
feed tilt. These effects are illustrated by the measured data plotted in 
Fig. 13-23, which are susceptible of (juite accurate theoretical verification. 
The curves have been rotated into separate quadrants of the Smith Chart 
tor clarity in presentation. 
100 




I'lO. 

tionality 
shape. 



-Beam deviation 
function of 



propor- 
refiector 




3456789 10 11 
Feed tilt in beamwidths 

Fig. 13-22. — Dependence of antenna Rain on feed tilt and paralxiloid shape. F/D is tlic 
focal length to diameter ratio. 

When the paraboloid is cut to reduce the aperture in one dimension 
or the other, its off-axis focusing properties are nuidilicd considerably. 
These effects can be imderstood qualitatively by reference to Fig. 13-24. 
The circle represents the aperture of a paraboloid reflector. When the 
feed is moved off axis in the \ erfical plane to some position in the rec- 
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tangle shown at the center of the circle, rays reflected from various por- 
tions of the paraboloid will deviate from parallelism with the ray reflected 
from the vertex. The equal deviation contours plotted in the figure 
are purely schematic, since actual contours would depend upon reflector 
shape and feed displacement. However, they serve to illustrate the 
fact that the outer portions of the reflector lying between the principal 
planes are responsible for the most serious deviations. From Fig. 13-24a 

90" 



180=1 




I'iG. 13-23. — Impedance clianges at X = 10 cm in 30-in. paraljoloid reflectors of different 
sliapes (F/D) as the feed tilted off axiis. 

it is evident that cutting down the aperture along lines BB' will eliminate 
regions of high deviation and increase the allowable angle of feed dis- 
placement. It is misleading now to express this angle in beamwidths, 
since there are two different beamwidths in the two planes. 

In actual practice the reflector of a carefully designed antenna is not 
cut along the straight lines shown in Fig. 13-24a, but rather along one 
of the equal illumination curves of the feed (c/. Chap. 12), e.g., the equal 
illumination curve 14 db down from the point of maximum illumination. 
Three such curves are shown in Fig. 13-24ii superimposed on the equal 
deviation contours: Curve A is appropriate to a feed on axis and pointed 
at the vertex of the paraboloid; Curve B, to a feed on axis but pointed 
into the top half of the reflector; and Curve C, to a feed below the axis 
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but pointed at the vertex. Whereas a reflector shape that follows Curve 
B is satisfactory for a point-source feed on axis, it would introduce serious 
defocusing when used with an extended feed because of the high devia- 
tion contours that it includes. For this reason symmetrically cut reflec- 
tors are always used with extended feeds. In the case of a feed array 
extending downward from the axis, the top element would favor the 
reflector shape given by Curve A while the bottom element would favor 
the shape given by Curve C. The actual reflector shape will therefore 
be a compromise between these. 



I'iG. 13-24. — Aperture of paraboloid reflector showing contours of equal deviation of rays 
from direction of central ray as feed is moved off focus in vertical plane: (a) Lines BB' 
represent straight cuts to narrow the aperture in one plane; (6) Curves A, B, and C repre- 
sent equal illumination contours for different feed positions and orientations. 



In the preceding discussion the feed displacement has been described 
as a simple rotation about the vertex. It is not necessarily true that this 
places the feed at the distance from the vertex corresponding to maximum 
gain. Measurements made under a variety of conditions have shown 
that the feed must then be moved away from the vertex to or slightly 
beyond the vertical plane through the focal point. This optimum dis- 
tance for a given displacement angle will depend upon how the reflector 
has been cut. 

To obtain optimum performance of a cut paraboloid with an extended 
feed, it is necessary to carry out an experimental design procedure. This 
procedure with its results will be described for the 10 by 25-ft reflector 
shown in Fig. 1315 at X = 10 cm.' A dipole feed was moved transversely 
over a range of 30 in. off axis (21° referred to the vertex). At each 
displacement the feed was then moved parallel with the axis to find the 
point of maximum gain. The optimum feed point proved to be 5 in. 
farther out along the axis for the maximum feed displacement than for 
the feed on axis. For these optimum feed points, the variation with 

' r. O. Stcrniopouios, lil. Im port Xo. Feb. 12, 1<)46. 
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displacement of gain and azimuth beamwidth (perpendicular to the dis- 
placement plane) were measured Avith the results shown in Fig. 13-25. 
The reduction in gain is not so serious as it appears, since a major part 
of the reduction is due to beam spreading in the vertical plane in which 
a flared beam is required. The increase in azimuth beamwidth is 
serious and sets the limit for this reflector on the angular range over which 
't is practicable to flare the beam. 




I 1 1 10.6" 

0 10 20 30 

Dipole position, in. below focus 
Fig. 13-25. — Variation of gain and azimuth beamwidth with di[X)Le feed displacement for the 

reflector of Fig. 13.15. 

Dipole-array Extended Feeds. — Several problems arise in the design 
of a dipole array to be placed near the focal plane of a paraboloid for 
the purpose of obtaining a flared beam. First the array should be 
located with reference to the focal plane so that the individual overlapping 
lobes comprising the flared beam have maximum gain. The dipoles 
along the waveguide must be so spaced that the individual lobes are all 
in phase with each other. The input impedance of the dipole array 
must be such as to terminate the transmission line properly. Finally, 
the available power must be divided among the several dipoles in such 
proportions as to obtain the desired beam shape. 

The array is oriented with respect to the paraboloid axis and focal 
plane on the basis of gain and beamwidth information of the type pre- 
sented earlier in this section. The individual lobes will combine in phase 
if the radiations from successive dipoles arrive at the vertex in phase. 
With the waveguide oriented for maximum gain of the individual lobes, 
the relative phases are controlled by the spacing between dipoles along 
the waveguide. In terms of the quantities shown in Fig. 13-2G, the 
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spacing for reversed dipoles is given by the relation 



d 



^ \ X 2 



The dipole array is usually fed from a traveling wave which is realized 
by terminating the array in a dummy load or preferably by using the 
last dipole in the array as a load. If the latter technique is used, the 
last dipole in the array must have its impedance such that it absorbs 
all the power transmitted down the waveguide to it. This condition 
is attained by proper adjustments of the depth of the probe feeding the 




I'iG. 13*20. — Array of dipoles on wavejiuide in paraboloid reflector, showing dipole spacing 
and orientation of array with respect to vertex. 

last dipole and of the distance from the probe to the shorting plug at the 
end of the waveguide. The probes of the other dipoles are next inserted 
into the waveguide in succession starting from the last dipole in the array 
and proceeding to the first dipole. The depths to which the successive 
dipole probes are inserted are determined by the power division among the 
dipoles necessary to produce the required flared beam. Once the desired 
antenna pattern is obtained, the final impedance match of the array may 
be accomplished by inserting an inductive iris of appropriate dimensions 
at the proper location in the waveguide. 

The principal advantage of the dipole array is its simplicity in design 
and construction. The disadvantage of this array is the interdependence 
of spacing and phasing of the individual elements. Each element of the 
array independently should provide proper illumination of the reflector. 
The dipole elements suffer from the disadvantage that their radiation 
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patterns are dependent upon the polarization required and are relatively 
inflexible. 

Horn-array Extended Feeds. — The problems in the design of a horn 
array are similar to those arising in the design of a dipole array. Opti- 
mum gain locations for the horns near the focal plane of the paraboloid 
are determined in the same manner as for the dipole elements. The 
radiation from the several horns of the array is made to arrive at the 




septums 



E vector E vector 

(a) (6) 

Flu. 13-27. — Multiple horn feeds for iIhiniiiiiitii)K a cut piiraboloid: (a) multiple F-junctioii ; 
(ft) successive 7'-juiictions. 

paraboloid verte.x in phase by a proper choice of the lengths of wave- 
guide extending to the individual horns. 

Various methods of dividing the power in multiple horn feeds exist; 
two methods are illustrated in Fig. 13-27. In the multiple Y-junction, 
the power is proportioned among the several horns by septums extending 
into the main waveguide. The impedance match of this multiple feed 
may be accomplished by a single iris in the main waveguide. In the 
array employing successive T-junctions (Fig. 13-276), the division of 
power between the upper horn and the middle horn is determined by an 
iris in the section of waveguide feeding the middle horn. The impedance 
match of the combination of upper and middle horns to the waveguide 
is accomplished by an iris just below the junction. The division of 
power between the combination of top and middle horns and the lower 
horn is determined by the iris in the section of waveguide feeding the 
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lower horn. The over-all impedance match of the multiple feed is accom- 
plished by the iris in the main waveguide. A four-horn array of the 
latter type is used in the antenna shown in Fig. 13-14. 

The advantage of the horn array lies in the fact that the phasing 
between successive elements and the radiation pattern of each element 
are completely at the disposal of the designer and are susceptible of 
calculation. The disadvantages of this type of array are the extreme 
complexity of the design and the bulk and weight of the resulting feed. 




Fit;. 13-28. — Shai>ed c.vlindripal reflector illuminated by a pillbox line source. 

13-6. Cylindrical Reflector Antennas. — The technique of obtaining an 

asymmetrical beam by a shaped cylindrical reflector and line source has 
been used extensively in airborne navigational radar antenna design 
where sharp azimuth beams and wide-angle vertical coverages arc 
required. Figure 13-28 illustrates a shaped cylindrical reflector illu- 
minated by a pillbox which serves as a line source parallel to the gener- 
ating line of the reflector. 

The general theory of cylindrical reflectors and line sources is treated 
in Sec. 5-9. It was shown there that the pattern in the plane perpen- 
dicular to the generator of the cylinder — the vertical plane in the present 
discussion — is determined by the energy distribution of the source in 
that plane and the cross-section contour of the reflector, and that the 
pattern in the transverse planes is determined by the energy distribution 
along the axis of the source. The cross-section contour of the reflector 
is so shaped and oriented with respect to the line source that its loAver 
section concentrates the rays from the source into approximately parallel 
directions, thereby concentrating the energy into the peak of the beam. 
The upper part of the reflector is bent forward v 'lih increasing curvature 
to disperse its rays into a broad flare. The net result is an asymmetrical 
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beam, the exact vertical diffraction pattern of which depends upon the 
shape of the cylinder and the distribution of illumination from the line 
source on the reflector surface. 

General Requirements. — The specifications on the vertical polar dia- 
gram are determined by the operational requirements. For example, 
if a navigational radar is to be designed for an aircraft flying at an alti- 
tude of about 1 mile and is to be capable of covering a radius of about 
20 miles, then the peak of the antenna beam should be depressed about 
3° from the horizontal and the beam should be asymmetrical so as to 
produce approximately constant illumination of the terrain. Whereas 
the beam specifications depend on operational requirements, the over- 
all size of the reflector usually depends on the available installation space. 
If the antenna is part of an airborne radar, the allowable over-all height 
of the reflector is limited ; the antenna is installed with the sharply curved 
upper portion of the reflector retracted into the fuselage, so that the 
protuberance below the fuselage for housing the antenna need not be 
large (c/. Sec. 14-3). 

In order that the power reflected from the cylinder back into the line 
source be negligible and that the line source have no destructive effect 
on the vertical polar diagram of the reflector, it is necessary that the 
reflector be so shaped that the complete system of reflected rays clears 
the line source. To achieve this condition the radiation from the latter 
is directed down into the reflector and the major part of the reflector is 
below the line source. It is also important that the radiation reflected 
optically from the top of the reflector should not strike the bottom of the 
reflector. A profile view of a typical reflector and line source is shown in 
Fig. 13-29. The orientation of the top of the reflector is such that the 
radiation reflected there passes clear of the line source and the bottom 
of the reflector. 

Line Sources. — With the reflector height limited, it is necessary so to 
design the reflector contour and feed aperture that the angle subtended 
by the reflector at the feed includes most of its radiation; the illumination 
should taper to a low value at the top and bottom of the reflector. This 
precaution is necessary if the amplitude of radiation from the line source 
going past the edge of the reflector is to be maintained low and if the 
side lobes in the vertical diffraction pattern of the reflected radiation are 
to be kept down. In addition, the feed must be designed and oriented 
in the reflector with a view to minimizing the amount of feed back-lobe 
radiation in the angular region of the flared beam. The azimuth diffrac- 
tion pattern of the antenna is determined by the design of the line source. 
Since the beamwdth should be as narrow as possible in azimuth to secure 
good resolution on objects, and since relatively high side lobes in the 
azimuth pattern are allowable, the line source is required to have as 
sharp an azimuth beam as can be obtained with the length of line source 
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used. This means that the intensity of the source should be uniform 
along its axis. 

The various designs of line-source feeds used in this connection can 
be classified according to two general types: (1) arrays of radiating ele- 
ments arranged in a line on a waveguide and radiating approximately 
broadside and (2) parallel-plate linear focusing systems that have rec- 




FlG. 13-29, — Vertical section through sliaped cihiidricul reflector and line .source. 

tangular apertures with a large length-to-breadth ratio. In the terms 
used in the treatment of Uncar arrays in Chup. 9, cither resonant or 
nonresonant arrays may be used;' design procedures and performance 
characteristics are treated in detail in Chap. 9. The advantages of 
linear arrays for this application are their compactness and light weight. 
The disadvantages of the nonresonant array are (1) that the beam scans 
through a small conical angle as the result of frequency fluctuations and 

' J. R. Risser, A. M. Stccnlfind, J. SteinbergKr, L. J. Kygra, RT, Report No. 073, 
Mar. 19, 1946. 
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(2) that the beam must be kept off normal to avoid cumulative impedance 
mismatch; this results in a conical beam that illuminates a hyperbolic 
trace on the ground. The resonant array suffers from the disadvantages 
of frequency sensitivity in impedance match and pattern. 

A variety of parallel-plate focusing systems have been examined for 
their usefulness in this connection. One type consists of a rapidly flaring 
sectoral horn with either a dielectric^ or metallic lens^ in the horn so 
designed that radiation across the horn aperture is all in phase. 

Another type of parallel-plate line source is the pillbox antenna dis- 
cussed in Sec. 12-16. The pillbox line source is simple to design and 
relatively simple to construct but suffers from certain basic disadvantages. 
The center of the aperture is necessarily obstructed by the feed at the 
focus of the parabola; this results not only in side lobes in the azimuth 
pattern but also in an impedance frequency sensitivity as the result 
of radiation reflected back down the feed line. Efforts to correct one 
or both of these effects, have taken various forms; the design of a matching 
plate to be put at the vertex of the parabola,' the design of new pillbox 
feeds,'' and the design of double pillboxes to obtain canceling reflections.* 

13-6. Reflector Design on the Basis of Ray Theory. — A successful 
procedure has been developed for designing the shape of the reflector 
that is required to produce a specified vertical-plane pattern. The latter 
is usually specified in idealized form: the power distribution is to be a 
prescribed function P{6) between the depression (or elevation) angles 8i 
and 62, and zero for all other angles. It must be recognized, however, 
that it is impossible to realize a discontinuous power distribution of this 
type accurately with a reflector of finite extent. Diffraction phenomena 
are unavoidable, and the best that one can hope to achieve is to approach 
the idealized pattern within acceptable limits of deviation from the pre- 
scribed P{B) in the range (61,82) and with an acceptable low level of inten- 
sity outside the given range. 

A good first approximation to the cross-section curve can be arrived 
at on the basis of geometrical optics.' If it then proves to be necessary, 

' C. C. Cutler, "I,inc Sourrcs of Microwavo 7]norgy for Feeding Cylindrical Reflec- 
tors," BTL Report M.M-45-160-3, .Jan. 5, 104,5. 

2 M. A. Taggart, " Horn with Metal Lens," RL Report No. 8fi3, Kov. 13, 1045. 

^ S. Silver, ".'\n.alvsis and Correction of the Impedance Mismatch Due to a Reflec- 
tor," RL Report No. 810, Sept. 25, 1945. 

< M. A. Tagsiirt, "A Now Pillbox Feed," RL Report No. 862, Nov. 7, 1945; L. J. 
Kyges, "Lens Feed for Pillboxes," RL Report No. 86!), Jan. 23, 1046. 

' W. O. Smith, "A Broad-hand TEM Pillbox," RL Report No. 001, Jan. 11, 1046. 

» R. C. Spencer, "Syntliesis of Mi<-,rowave Diffraction Patterns with Application 
to Csc2 B Patterns," RL Report No. 54-24, June 23, 1043, describes L. J. Chu's method 
for calcjilating the reflector shape. See also C. C. Cutler, BTL Reports MM-44-160- 
37, Feb. 14, 1944; MM-45-160-4, Jan. 5, 1045. 
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the curve is modified by means of the more exact analysis given in the 
following section. We shall consider here the geometrical-optics tech- 
nique. The cross-section configuration of the reflector, the line source, 
and the rays is .shown in Fig. 13-30. The z-axis is taken in the horizontal 
direction; F is the trace of the line source. Positive angles are measured 
in the clockwise sense as shown. The reflector subtends a total angle 
1^2 — ^1 at the source F. Let p be the radius vector from F to an arbi- 




Direction of 
peak intensity 
of ttie line source' 



Fig. lii-30. — Geometry of ray reflection at surface of reflector. 

trary point on the rurvc. From the law of reflection it follows that the 
angle between tlie normal to the curve and the incident or reflected ray 
is (fl — ^)/2; the differential equation of the curve is then readily found 
to be 



I dp 
9 # 



tan 



(8) 



The functional relation between 6 and ^ must be determined to pro- 
duce the proper dispeision of the primary feed energy into the secondary 
pattern distribution. To this end consider the wedge of incident rays 
between ^ and ^ -|- d^; on reflection this becomes a wedge of rays between 
6 and 6 -\- d9. V>y the energy balance principle of geometrical optics the 
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power in the incident wedge is equal to the power in the reflected wedge. 
Let /(i/-) be the distribution in the primary pattern about the line source 
F. The incident power is then proportional to I{\p) d\p. Similarly the 
reflected power is proportional to P{9) dd. We have then 

ii,p) # = KP{e) de. (9) 

The constant K is determined from the condition that the total priraar\' 
feed energy intercepted by the reflector must appear in the secondary 
pattern in the required range ($1^2), whence 

K = % (10) 

Similarly the total primary feed energy in an arbitrary range {\p\,\p) must 
appear in a corresponding range (Si, 9) of the secondary pattern. This 
leads to the integral relation 



1 



P{e)de = I i{i.)di (11) 



which serves to determine 9 as a fimction of 1/' for prescribed distributions 
/(^) and P(e). For example, if P{e) is csc^ 8, Eq. (11) gives 



cot e = cot 9, + '^z:: r ^^^^ (12) 



c ot (?,, - cut g . 



The primary pattern function is generally known only in numerical 
form from experimental data. The integrations over ^ must therefore 
be carried out numerically or graphically. 

The functional relation 6{^) determined from Eq. (U J is then svib- 
stituted into Eq. (8) to obtain the equation of the curve. Th^ integral 
of I'^q. (8) is 

This integration must also be performed graphically or numerically. 
It is seen that this leads only to the shape and not the absolute scale of 
the reflector. The distance po from F to the reflector along the axis is 
determined so that the rpcjuired height of the reflector conforms to the 
total angle i/-! — 4'2 subtended at F. 

There are a number of arbitrary variables in the procedure, the choice 
of Avhich can be determined only by exijerience. It will be observed 
that the line source is oriented so that its peak intensity is in a direction 
^0. This takes cognizance of the fact that the lower portion of the 
reflector is required to produce the high-intensity region of the secondary 
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pattern. The choice is not critical, and \p(, may be as low as 0° and as 
much as —25°. The angle ^2 — i/'i subtended by the reflector should be 
sufficiently large to make efficient use of the primary feed energy. As a 
general guide ^2 ~ should coirespond closely to the 10-db width of 
the primary pattern 

It is interesting to observe that the lower section of the reflector in 
general turns out to be very nearly a parabola with focus at F and axis 
fV parallel to the reflected ray in the direction Si. The physical basis 
for this proi)crty is readily evident, for this portion of the reflector must 
converge the divergent rays from the feed into a narrow beam to produce 
the required peak intensity. The total flared pattern may bo regarded 
as a superposition of a narrow beam produced by the parabolic segment 
and a broad beam produced by the dispersive section of the reflector. 

13-7. Radiation Pattern Analysis. — The secondary pattern that will 
actually be obtained with the reflector determined on the basis of geo- 
metrical optics can be calculated to a high degree of accuracy by the 
methods of Sec. 5-9. Such a calculation serves a several-fold purpose. 
The extent of the deviations from the idealized pattern can be determined 
prior t(j construction antl test of an experimental model. The diffrac- 
tion effects are quite sensitive to the scale factor po in Eq. (13). If there 
is some latitude allowed in choice of the reflector dimensions, the radiation 
pattern can be calculated for several values of p,, for a given shape to 
determine the best dimensions within the allowed range. For a given 
choice of dimensions, the effect of small alterations in the cross-section 
contour from the geometrical-optics curve can be studied to arrive at a 
curve that yields an acceptable pattern. These results also serve as a 
basis for setting the tolerances that are to be required on the reflector 
shape in the production of the antenna. 

The reader is referred to Sees. 5-7 to 5-9 for the theoretical details. 
The calculation is based on the assumptions thai; the reflector is in the 
cylindrical wave zone of the source, that the minimum value of p is 
large compared with the -wavelength, and that the maximum value of 

p is less than where I is the length of the scnirce. The primary pattern 

of the source is specified by the distribution function F(x) along the length 
of the source and the angular distribution G(il>) around the source. Thus, 
if P is the total pow(^r radiated, the power radiated in a segment of angular 
width dyj/ and length dx. is 

dP = FUm) rf-r rf^. (14) 

The properties of the distribution functions are given in more detail in 
Eqs, (5-81) and (5-82). 

The procedure Is to calculate the curi'ent distribution induced on the 
reflector by the primary field and then to calculate the radiation patterc 



Sec. 13-71 



RADIATION PATTERN ANALYSIS 



501 



of the surface-current distribution. Two cases are to be distinguished: 
(1) longitudinal polarization — horizontal polarization in the present dis- 
cussion — in which the electric vector of the primary field is parallel to the 
line source and (2) transverse — vertical — polarization in which the electric 
vector is parallel to the planes perpendicular to the line source. The 
coordinate system is described in detail in Fig. 5-9 and will not be repro- 
duced here. Only one change need be noted: In the present section the 
positive direction of the angle © is reversed with respect to that chosen 
in Sec. 5-9. The complete expressions for the patterns are given for 
the two types of polarization by Eqs. (5-86) and (5-87), respectively. 
For the vertical plane pattern, that is, the plane * = 0 in Fig. 5 9, these 
reduce to 

1. Horizontal polarization: 

E{@) = -jA j*'[pG{4'W cos i 1-f-^^^^ j 'e-''''!'+-""<*-»)l#. (15) 

2. \'ertical polarization : 

/i'(0) = -jA J^"' [pG'(v^)]^'^ cos (n,Ri) 1 1 (^^^ j " e->Mi+».(*-e)i 

(16) 

Avhore 

The angle is the anf;;lo h(>l\vocn p and (he tuirmal n to the surf ace ; the 
angle (n,Ri) is between the normal and the unit vec^tor Ri in the given 
direction of observation in the secondary pattern. We note also that 
from the preceding section 



1 + 



= sec i. (18) 



The reflector curve being given, p, cos i, and cos (n,Ri) are known func- 
tions of position on the reflector. The integrals are then evaluated 
niimerically for successive values of 0. The power pattern is then 
obtained by the usual methods which are discussed in Chap. 5: 

P{®) = I (^)" R'\E\\ (19a) 
anil the gain in a given direction is 

G(S) = 1^)- (196) 



'J'ho calculations are laborious but straightforAvard. The reliability 
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of the method may be judged by the comparison between the calculated 
and measured patterns shown in Fig. 13-31.' The positions of the 
maxima and minima are predicted accurately, and the maximum devia- 
tion from the measured values is 2 db. The performance of the reflector 
could have been improved by the procedure, outlined at the beginning 
-0 
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Fig. 13-31, — Calculated and observed vertical patterns of cylindrical reflector antenna with 

horizontal polarization. 

of the section, of 'modifying the reflector curve until the amplitude fluc- 
tuations in the Calculated pattern are reduced to an acceptable value. 

13'8. Double -curvature Reflector Antennas. — ^The line-source feeds 
required to illuminate the cylindrical reflectors discussed in the preceding 
section have a number of disadvantages as compared with point-source 
feeds. They are in general bulkier, heavier, less satisfactory as to imped- 
ance properties, and more complicated to design, build, and pressurize. 
When a reflector is used with a point-source feed to form a shaped beam, 
it is required to provide a pattern of the specified shape in one plane and 
to focus in transverse planes. A number of cut-and-try improvisations 
for accomplishing this end were described in Sec. 13-3 under Asymmetrical 
Shaped Beams. 

'Taken from T. J. Kearv, "Calculation ot Vertical Polar Diagrams and Power 
Gains of Antennas for .\irboriie Navigational Radars," IIL Report No. 150, Sept. 10, 
1945. 
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Barrel Reflector Antenna. — The barrel reflector antenna shown in Fig. 
13-17 was the most successful of these improvisations but is subject to 
some serious limitations. A consideration of these limitations will pro- 
vide helpful guide lines in the design of double-curvature reflectors. In 
the first place, the shape of the central vertical section of the reflector 
was determined, not as the proper transformation from primary to 
secondary pattern, but by the simplest geometry which provides a focus 
in transverse planes. The bottom 
half of the reflector focuses half 
of the radiation from the feed 
into a pencil beam. The barrel- 
shaped top half of the reflector 
focuses the primary pattern in 
transverse planes but reflects it 
unchanged in the vertical plane. 
The superposition of the two 
portions of the secondary pattern, 
shown schematically in Fig. 13-32, 
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Fig. 



13-32. — Superposition of barrel and 
paraboloidal amplitude patterns. 



inevitably results in a depression in the pattern near the peak of the 
beam, as can be seen in the pattern of Fig. 13-20a. Second, since the 
feed is at the center of curvature of the barrel section in the plane of 
symmetry, all the reflected rays in that plane pass through the feed. 
This causes an excessive amount of power to be returned to the 1 ransmission 
Une resulting in a frequency-sensitive impedance mismatch. A third 
difficulty is that the right and left upper portions of the barrel reflector 
are set at such angles as to give rise to strong cross-polarized components 
in the wide-angle portion of the flared beam. These cancel in the median 
plane but add to the sides of the normal polarization lobe to give a con- 
siderably broader effective transverse pattern. These several difficulties 
with the barrel reflector antenna can be avoided by proper design' of the 
generalized surfaces to be discussed below. 

General Considerations. — The primary feed pattern and the reflector 
are to have as a common plane of symmetry the plane in which the beam 
is flared — plane XFZ of Fig. 13-33. Two considerations enter the design: 
The central vertical section of the reflector is to be adjusted on the basis 
of the central vertical pattern of the feed to give the specified secondary 
pattern; the remainder of the surface is to be so shaped as to obtain 
pencil-beam characteristics in the transverse planes. The second con- 
sideration requires that all rays from the point source after reflection 

' R. C. Spencer, "Synthesis of Microwave Diffraction Patterns with Applications 
to Csc^ e Patterns," RL Report No. .54-24, June 23, 1943; J. F. Hill, G. G. Mactarlane, 
W. Walkinshaw, TRE Report Xo. 1878, May 17, 1945; S. Silver, "Double Curvature 
Surfaces for Beam Shaping with Point Source Feeds," RL Report No. 691, June 15, 
1945. 
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from the surface emerge parallel to the central plane; the reflected wave- 
front is thus a cylinder -whose generator is normal to the central plane. 

Transverse Sections of the Reflector. — The transverse sections of the 
surface are determined by the requirement that the reflector is to convert 

a spherical wave into a cylindrical 
wave. The condition is easier to 
formulate from the point of view 
of reception. Referring to Fig. 
13-34, consider the sheet of rays, 
all parallel to the central plane, 
incident on the reflector in the 
plane OANP. The latter is per- 
pendicular to the central plane. 
We require all these rays to be 
brotight to a focus at F. If then 
we take any line in the plane 
OANP perpendicular to the rays. 




l''io. 13-33. — Double curvature surface and 

spheriral eoordiniito systotTi. 



the optical path from that line to F is the same for all rays in the sheet. 
Let p be the radius vector from F to the central section curve, <j) its angle 

X 




Fig. 13-34. — Surfaces of parabolic section. 

of elevation, and cr the angle between the incident and refleeted ray in 
the central .section. Through draw Ox normal to the plane 0,1 A7^. 
In the plane OANP set up the orthogonal axes Oy, Oz, with Oy normal 
to the central plane. Writing the condition of the optical path (cf. Sec. 
4-9) we have 

AN + NF = OP + p 

or 

(p^ sin' (7 + 2/2 + z^)^^ - z = p(l + cos <t). (20) 
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This gives 



= 4/j cos^ ^ {z + p cos a). 



(21) 



The section of the surface in the plane OANP is, therefore, a parabola 
with vertex at P and focal length 



m = p(<^,) cos^^- 



(22) 



Given the central section curve, p{<t>), fi<t>) and the associated reflec- 
tion plane are determined. It is readily seen that the whole family of 
reflection planes corresponds to a cylindrical wavefront. The barrel 
section reflector is obtained by setting p = constant, a{<i>) = 0. 

Central Section Curve. — The central sectior curve is to be determined 
so that the system will radiate a desired Fraunhofer pattern. There is 
no simple decisive procedure for relating the central curve to this pattern, 
which takes diffraction effects into account properly. The method dis- 
cussed here is based on geometri- 



of energy balance 
primary feed and 



Circle 



Central - 
curve 
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cal concepts 
between the 

Fraunhofer patterns. The latter 
is a three dimensional pattern for 

whose specification we shall use 
spherical coordinates such as are 
shown in Fig. 13-33. The angle 
of elevation with respect to the 
XY-p\&ne will be denoted by d 
{4> being used for the primary feed 
pattern). ^ is the azimuth angle in the planes 6 = constant. The pat- 
tern is specified in the form P{d, i^), the power radiated per unit solid angle 
in direction (fl,^). The central plane pattern P(d,0), hereafter designated 
as P{d), is assumed to be specified. 

Referring to Fig. 13-35 it is seen that the differential equation of the 
central curve is given by 



Fig. 13-35. — Geometry of central curve. 



Idp 
p d(t> 



-r- = — tan; 



being 

= e- 



the 
</>, 



angle between the incident and reflected ray. Or since 



1 dp 
p d0 



tan 



(23) 



The positive directions of 8 and 4> are shown in the figure. The relation 
between 9 and (j>, which is necessary for integrating the above equation, 
is obtained from energy balance considerations. 

This method is based strictly on geometrical optics. The assumptions 
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involved are that the beam is narrow in the transverse (^) directions 
and that the transverse aspect of the beam is virtually independent of 8. 
The effect of diffraction is assumed to be the same in all such planes. 
Accordingly we assume that we have a cylindrical wavefront in the far 
field corresponding to geometrical optics and that the energy flow through 
the cylindrical wavefront between the planes 9 and 9 + dd per unit length 
along the generating element is of the form 

Pie) dBF{y), 

where F{y) represents the distribution in the transverse aspect of the 
beam. 

Let us take a small cone of rays from the source F in the central section 
defined by the planes <i> and 4> + d4> and azimuth extent d^. The energy 
in this cone is 

I{4>)d<i> 

where 7(0) is the power radiated per unit solid angle in direction (<^,0).' 
On reflection this energy appears in a wedge defined by the planes 9 

and 6 + dd, since the reflected rays are parallel.' The width of the wedge 
is p d-^, so that in terms of P{6) the energy contained therein is 

r{d) ddp d\l'. 

Equating this to the incident energy gives 

pP{9) de = I(,t>) d<b (24) 

or 

Because of the factor p occurring in Eq. (24), the latter cannot be inte- 
grated as in the case of the cylindrical reflector to give the relation between 

6 and 4>. Taking logarithmic derivatives with respect to <l> of Eq. (24a) 
and substituting from Eq. (23), we get instead the differential equation 

, r. /'<i>-<}\ I'i't')! de , P'(e)/dey „ 

which is to be integrated numerically. Here 

/'(«) = di/d4>, P'ie) ^ ~ 

The general arrangement of the central curve and feed is shown in 

' The solid angle in tlie sp'neri<'al coordinates usid l'.er(! is r^os ^ dip di//. For the 
central .section cos <p = ] . 

^ The correspondence is not .strictly true, since' rays in an incidi^nt sheet do not lie 
in a plane on reflection. We are assuming that the error is negligible in the neighbor- 
hood of the central section. 
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Fig. 13-36. The angular limits cj>i, <j>2 of the reflector are arbitrary. 
A satisfactory choice is to take these to correspond to the lO-db points 
in the primary pattern. The angular aperture <t>2 — 4i\ must be taken 
fairly large, or the .surface will be found to curl in too rapidly in 
the transverse aspects. By setting up the reflected rays as shown in the 
figure the feed is kept out of their paths and the mismatch due to the 
reflector is kept at a low level. Since the region 0i < < 0 contributes 
to the high energy region of the Fraunhofer pattern, the primary feed 



Peak illumination 
of the primary 
feed pattern 



Fig. 13-36. — General arninKemoiit of (-entr;il curvft a^d feed. 

pattern is tipped to illuminate that area more strongly. The angle of 
tip is arbitrary. For cylindrical reflectors with a line source this is 
usually taken in the neighborhood of 15°. This should be satisfactory 
here. With the choice of these various factors decided upon, the integra- 
tion problem is defined. 

Integration for the csc^ 6 Pattern. — We shall discuss the integration 
of the central curve equations with particular reference to the csc^ 6 pat- 
tern used in airborne navigational antennas. P{6) is required to be a 
esc" 6 distribution between the angular limits 6i and ^2. That is, 

P{0) = esc" e, Bi < 9 < »2, 9, > 0 
= 0 

outside this range. Using Eq. (25), we first find 6(<j>) so that 

0 — 9i when rp = <!>■,, 
6 = $2 when 4> = 02. 

For the csc^ 6 pattern we get 

d 



,'i4tf^ numerical integration of this equation subject to the end-point con- 
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ditions at </>i and ^2 requires a guess as to the value of the slope d8/'d4> 
at the starting point. The integration is carried through for the trial 
value of initial slope, and the resulting end value 62 is determined. On 
the basis of this result a second assumption is made for the initial slope, 
and the integration is repeated. The second or, at most, a third guess 
is sufficient, especially since the end value 62 is not critical. The initial 
slope may be expected to be small, since this region of the reflector con- 
tributes to the peak of the beam and the reflected rays are very nearly 
parallel. Throughout the course of the curve d6 '(1<f> m\ist be positive. 

13'9. Variable Beam Shape. — It is frequently specified for an airborne 
navigational radar antenna that the shaped elevation pattern be con- 
trollable, either continuously or in a limited number of steps. This 
requirement is imposed because of the need to operate the aircraft at a 
range of altitudes, whereas the esc- 0 |)atteru is designed for a single alti- 
tude. Several means have been employed to exercise control over the 
elevation beam shape. In one cylindrical reflector antenna the direc- 
tivity of the feed was altered by means of a flap' to direct more of the 
radiation onto the sharply curved portion of the reflector and thus put 
more power into the wide-angle part of the elevation pattern for high- 
altitude operation. In the case of the cylindrical reflector — pillbox 
antenna, measurements have been made on the change in shape of the 
secondary pattern of the antenna as the pillbox is rotated about the 
long axis of its aperture. Similar measurements have been made with 
encouraging results by rotating a directive horn feed in the barrel reflec- 
tor.^ In all such cases, after the altered pattern shape has been obtained 
by a change in feed, it is then necessary to rotate the entire antenna to 
obtain the correct minimum depression angle. Rotation of the reflector 
about a horizontal axis near the vertex changes the illumination and 
depression angle together in such a way as to give satisfactory patterns 
in an actual case' for depression angles from 3° to 13°. 

It is sometimes necessary to compensate for roll and pitch of the air- 
craft by line-of-sight stabilization which maintains a fixed elevation angle 
of the beam with respect to the horizon. For simplified mechanical 
control and to eliminate mechanical interferences, there are ad\'antages 
in obtaining stabilization in the beam by rotating the reflector alone in 
the vertical plane. In this case, it is desirable to change the position 
of the beam without changing its shape. This is difficult because dis- 
placement of the feed causes changes in the illumination over the reflector. 

Both of these problems would be much simplified if the reflector were 

• C. C. Cutler, BTL Report M.M-4.5-160-4. 

'J. H. Gardner, "Low Altitude Csc^ $ Antenna," RI. Report Xo. 1073, Feb. 21, 
1946. 

' T. J. Keary, A. R. Poole, J. R. Ri.s.ser, H. Wolfe, "Airborne XaviKational U-.uhir 
Antennas," RL Report Xo. 808, Mar. 15, 1946. 
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not asked to perform the dual funftion of fofusing and shaping the beam. 
In one antenna design' a point source and cut pai'al)ol()id ]ii'oducpd a 
collimated beam which was then shaped in the vertical plane by a second 
reflector. In this case an excellent elevation pattern was obtained. By 
control of the second reflector alone it w as possible to change the shape 
and direction of the beam for depression angles ranging from 1° to 9° 
and to accomplish line-of-sight stabilization over a range of + 15°. The 
serious disadvantage of the double-refle(;tor antenna is Ihe space that 
it requires. 

>E. B. Chi-sholm and B. R. Vogcl, "Doublr T?pflpptof Aiitoiina," RL R<'port 
No. 775, July 16, 1945. 
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ANTENNA INSTALLATION PROBLEMS 
By L. C. Vax Atta and R. M. Redheffer 
GENERAL SURVEY OF INSTALLATION PROBLEMS 

The customary procedure in microwave radar antenna development 

has been to design the antenna and to carry out the early experimental 
tests on the assumption of free-space conditions surrounding the antenna. 
Whereas this represents a good approximation in general, it is necessary 
eventually to consider the effect upon the antenna performance of the 
supporting structure on which it must be mounted. Also, it is generally 
necessary to place the antenna in a dielectric housing — the radome — 
which likewise affects its performance. It is sometimes possible so to 
choose the antenna location on the structure and to design the radome 
that the original performance of the antenna is unimpaired. The final 
result can be predicted with greater certainty, however, if the electrical 
design of the antenna is considei'cd from tlie l)Osiruiing in conjunction 
with that of the radome and with a view to the structure and location 
that the antenna-radome system must occupy. 

The purpose of this chapter is to present the problems imposed by 
installation requirements and the practices that have been adopted for 
dealing with them. These considerations are intended to .serve merely 
as background for one engaged in antenna design. 

14-1. Ground Antennas. — The mechanical design of an antenna for 
ground use must effect a compromise between the factors of electrical 
reliability, mechanical ruggedness, and portability. An antenna in a 
permanent site lias motJerate weight and portaldlity reijuirements, is 
not required to .sur\-ivc repeated rough handling, but should be ideally 
sited and should be designed to operate reliably over an extended period 
in the face of local conditions of weather and wind. 

The antenna of a high-performance radar set which must be moved 
quickly from time to time over considerable distance to a new site is 
still not seriously restricted in weight hut must disassemble into rela- 
tively lightweight components of limited dimensions for transportation 
by air or truck. Its construction must permit precision reassemVjly after 
repeated handling. Components must be susceptible to repair or replace- 
ment under field conditions. 

The antenna of a somewhat lighter radar set may be truck-mounted 
with the rest of the set. This eliminate^ the necessity for disas.sembh' 
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and facilitates ground transport when relocation of the set is required. 
At the same time it rules out the desirable features of air transportability. 
Very lightweight sets have been designed for transport by mule or pack 
for use in inaccessible regions. So much is sacrificed in reliability and per- 
formance, however, by this severe portability requirement that such 
sets have not been demonstrated to be practicable. 

Some ground antennas, particularly truck-mounted units, are pro- 
vided with radomes. More often the antenna is exposed. It proves to 
be more practicable in these cases to design the antenna for operation in 
the open than to provide a satisfactory housing. The antenna feed 
must then be weatherized by means of a dielectric cup or plate. The 
reflector is generally of mesh, perforated, or grating construction to 
reduce windage effects. Mechanical and electrical components must 
be enclosed in a metal housing. 

14-2. Ship Antennas. — The distinctive features of a ship as an antenna 
location are the small number of suitable sites and the large amount of 
other gear that invariably interferes with the placement and performance 
of an antenna. The top of a mast is obviously the ideal location either 
for an antenna with an omnidirectional pattern or for one with a com- 
plete azimuth scan. Any other location will involve obstruction of the 
beam by the mast or by other parts of the superstructure. Such obstruc- 
tion will result in blind regions, false signals, or transmitter pulling. 
In addition to competing for favorable sites, antennas obstruct each 
other's view and jam each other v.-hen frequency relations permit. 
Furthermore, mechanical and electrical considerations are frequently 
at cross purposes. A consideration of each antenna's performance 
argues for placing it at the top of the mast, whereas a consideration of 
ship stability would place it below deck. An antenna mounted alongside 
a mast on a bracket should be far out from the mast for electrical reasons 
but close in for mechanical reasons The electrical performance is seldom 
improved by the modifications introduced to provide resistance to shock 
and vibration. 

A structure of limited extent equipped with a large number of antennas 
is referred to as an antenna system. The antenna system problem then 
is to obtain .satisfactory performance from the several antennas by relo- 
cating them, by combining their fimctions or otherwise reducing their 
number, by redesigning them, or by redesigning the supporting structure. 
The ship antenna s.vstem problem is still far from solution, and each new 
ship type and new equipment seive to increase the over-all problem. 
Extensive nu'a.suroments, including model measuivments, are required to 
assess the performance of existing antennas in present locations and to 
predict theii' ixM-foi-nuincc in olhcr locations. Ship supcrsl ructures and 
antennas must be more closely integrated in the design stages. (Jno 
approach to the problem that is commanding considerable attention is 
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the design of series or parallel coupling circuits to permit the multiple use 
of antennas of certain types. Rejection filters can be designed to 
eliminate jamming between antennas and to reduce background noise. 

Special arrangements have been employed for improving the per- 
formance of individual equipments in the presence of screening structures. 
Radars with scanning antennas may be duplicated fore and aft so that 
their regions of effectiveness supplement one another. An antenna with 
an omnidirectional pattern may be replaced by two antennas on opposite 
sides of the superstructure with 180° azimuth patterns. 

Another coverage problem is introduced by interference nulls in the 
elevation pattern when sufficient radiation from the anteima is reflected 
from the deck or sea. One solution to this problem which has been 
employed in the case of nonscanning antennas is to replace the antenna 
by several properly distributed in height. Such a set of nonscanning 
antennas may be connected to different receivers or may be connected 
to a single receiver with a "diversity" hookup which leaves the antenna 
receiving the strongest signal actually connected to the receiver. 

In designing an antenna for shipboard use, the effects of dampness, 
salt spray, condensation, temperature extremes, high wind velocities, 
and icing conditions must be considered. Some small nondirectional 
antennas and scanning antennas are enclosed in radomes. The larger 
scanning antennas are ^^■eatherized at the feed and are provided with 
openwork reflectors of perforated plate or grating construction to reduce 
windage effects. 

14-3. Aircraft Antennas. — An aircraft with its many antennas for 
communication, navigation, instrument landing, radar, identification, 
and radar countermeasures provides an antenna system problem of great 
complexity. To the problems of siting, avoiding interference between 

antennas, and obtaining a proper pattern with the antenna on the struc- 
ture is added the problem of meeting serious aerodynamic requirements. 
In the faster aircraft it is desirable to have the antenna totally contained 
within the airframe. When this is not possible, the extension should 
present minimum frontal area and should be streamlined with a housing 
that must have a greater elongation in the direction of motion for a 
higher design speed of the aircraft. Any changes in airframe imposed 
by antenna requirements must be incorporated in the very early stages 
of the aircraft design. To reduce drag, to protect the antenna from 
wind forces and weather, and in some cases to provide for pressurization, 
every scanning antenna must be provided with a radome. This is true 
whether the antenna is totally included within the airframe or is exposed 
in a streamlined housing, often referred to as a blister or nacelle. The 
electrical and mechanical design requirements imposed on such radomes 
have become increasingly severe because of the trend towai'd shorter 
wavelengths, larger antennas, and more complete streamlining; the satis- 
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factory solution of the radome design problem has required increasingly 
more sophisticated enpneerinf!;. 

Improper siting of the antenna on the aircraft or unsatisfactory design 
of the radome may result in a variety of performance defects in the 
system. The radiation pattern of the antenna may be seriously altered 
by near-bj' conducting edges or surfaces. Excessive absorption or reflec- 
tion by the dielectric wall of the radome may introduce a number of 
undesirable pattern and impedance effects. Such defects have been 
tolerated to a certain extent in the recent past as unavoidable in the face 
of the rapid development in aircraft design and in the variety of antenna 
installations. However, with a bettci- understanding of the design prob- 
lems involved and with the possibihty of accommodating antennas more 
satisfactorily in new aircraft designs, performance defects in aircraft radio 
systems can be drastically reduced. It will be necessary, however, to 
accomplish this improvement in electrical performance with antenna 
designs that are at the same time more satisfactory aerodynamically. 

14-4. Scanning Antennas on Aircraft. — A scanning antenna employed 
in air-to-air search is required to have a narrow pencil beam and to scan 
a forward angular region only. Such an antenna can be located in the 
nose of a multiengine plane or in a wing nacelle in a single-engine plane. 
The wing nacelle can be located in the leading edge or at the tip of the 
wing without introducing serious drag. The performance of a narrow 
pencil-beam antenna is not appreciably affected by metal parts of the 
aircraft. It need not be affected seriously by the radome wall except in 
cases of poor radome design. The effect of the latter will be discussed 
later and is illustrated in Fig. 14-8. Difficulty is also encountered with 
streamlined radomes designed to meet the aerodynamic requirements of 
very high mach numbers, since this necessitates near-grazing angles of 
incidence of radiation upon the walls. 

An antenna scanning in azimuth for air-to-ground search is required 
10 have a beam that is sharp in azimuth and achieves with high accuracy 
a prescribed shape in elevation such as was described in Chap. 13. If an 
intelligible picture of the ground is to be presented on the cathode-ray 
screen of the radar set, the elevation pattern must follow the esc" 6 shape 
over a wide range of angles with an accuracy of 1 db for closely spaced 
variations. If a maximum range of 50 miles is to be covered from an 
altitude of 5 miles, the steep-angle portion of the pattern is at least 20 
db down from the near-horizontal portion. Surfaces or edges near the 
antenna can reflect or diffract a small amount of power from near- 
horizontal portions of the beam into directions corresponding to steep 
angle portions of the beam. If such an unwanted contribution at steep 
angles is present even in power intensities 40 db down from the peak or 20 
db down from steep-angle portions of the beam, the resulting interference 
effect will produce a 1-db ripple in this portion of the elevation pattern 
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The most serious installation problem is encountered when an antenna 
that is employed in air-to-ground search is required to scan through 360° 
in azimuth. The ideal location for this antenna is at the lowest point 
in the fuselage. Since obstructions on this portion of the airframe intro- 
duce serious drag, the antenna and radome must be so designed as to 
minimize the transverse area exposed and to realize streamlined flow. 
The problem is aggravated by the fact that these antennas are generally 
large. Certain design features may be incorporated to meet this situa- 
tion. The antenna may be so shaped (Sec. 13-4) that the upper por- 
tions of the reflector contribute to the steep-angle pattern and only the 
lower portion of the reflector protrudes from the fuselage. The well 
into ^\■hich the antenna is recessed may be made large so that metal 
edges are further removed from the antenna and are more completely 
cleared by the slightly depressed beam. However, we still have a situa- 
tion in which an antenna that is required to produce very accurately a 
prescribed pattern is closely surrounded by a metal surface into which it 
is partially recessed. Furthermore the beam is required to pass through 
a radome wall at near-grazing incidence. This combination of conditions 
makes these antennas particularly subject to the performance defects 
mentioned in the previous section. Experience with scanning antennas 
will serve therefore to illustrate some of the major defects encountered 
in airborne microwave radar p( rformance due to faulty design or siting 
of the antenna-radome component. 

Performance defects from the operator's viewpoint are best illustrated 
by actual photographs of the cathode-ray tube that supplies him with 
visual information. A PPI photograph substantially free of defects is 
first presented for the sake of comparison. PPI stands for plan-position- 
indicator in which slant range is displayed radially and azimuth angle is 
represented by polar angle. Figure 14-1 is a PPI photograph of fairly 
flat wooded terrain taken with 3.2-cm radiation. The antenna employed 
a 29-in. paraboloid reflector with a barrel-shaped insert in the upper half 
to obtain a shaped beam. The uniform illumination of the ground and 
especially the absence of lobes in the elevation pattern allow such details 
as the small lakes and the river with its islands and bridges to be clearly 
recognized. The black disk in the center is a measure of the distance 
of the aircraft above the ground; the bright circle surrounding the disk 
is caused by perpendicular reflection from the earth and is called the 
altitude circle. This photograph is to be compared with some less satis- 
factory ones which follow. 

There are certain defects in performance that can be traced to the 
presence of conducting edges or surfaces near the antenna and can be 
interpreted in terms of such physical phenomena as reflection, refraction, 
and interference. Microwave radiation shows a sufficiently optical type 
of behavior that antenna sites which would involve total obstruction 
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of the beam by portions of the aircraft in important directions arc recog- 
nized and generally avoided. Two examples of excusable obstruction 
are shown, however, to illustrate the effect. Figure 14-2 is a PPI photo- 
graph taken with 1.25-cra radiation in a shaped beam produced by a 
42-iii. shaped cylindrical reflector. In addition to hills, a river, and three 




Fig. 14'1. — PPI photograph of wooded terrain. This photograph is essentially free of 

defects due to antenna pattern. 

airfield runways, the photograph shows two black sectors extending in 
to steep angles and caused by the lowered landing wheels. In this 
PPI the altitude circle had been subtracted out. In Fig. 14-3 the 
shaped beam of 3.2-cm radiation from a 30-in. paraboloidal reflector 
with a barrel insert has been obstructed by a second aircraft below the 
antenna. The effect of this obstruction is to block ofif a portion of the 
radiation and to create a radar "shadow" against the illuminated 
background. 

The two elevation patterns shown in Fig. 14-4 illustrate an effect that 
can result from mounting the antenna '>n an aircraft. This antenna, 
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designed to give a shaped beam of 3.2-cm radiation, employs a pillbox 
line-source feed and a GO-in. shaped cylindrical reflector. The reflector 
is 12-in. high but extends only 4 in. below the center line of the fuselage 
for the pattern shown in Fig. 14-4a. The beam is directed forward along 
the line of flight with the peak tilted down 6° below horizontal; as the 
tilt angle is decreased from 6°, the pattern becomes rapidly worse. The 
interference effect which is evident in this pattern results from a combina- 
tion of the direct radiation from the antenna with a small amount of 
radiation scattered by the straight rim of the rectangular liole into which 




Fig. 14'2. — PPI photograph showing blank sectors produced by landing wheels. 



the antenna is recessed. This scattered radiation is spread broadly in 
elevation but is essentially confined in azimuth to the sector of the 
original beam when the antenna is pointed forward. Reflection from 
the underside of the fuselage can be shown by geometrical arguments not 
to be a contributing factor. Figure 14-5 shows the appearance of this 
interference effect in the central portion of a PPI photograph. This 
photograph was taken from an altitude of 25,700 ft over Lake Okeechobee, 
Florida, with a 50-mile maximum range setting. 

Whereas flat surface reflections did not contribute to the effects 
described above, there were a number of cases observed in which inter- 
ference effects were due to reflections from, the iindersurfaces of fuselage 
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or wings. Some PPI photographs sho^A' small regions of interference 
fringes at right angles to the direction of flight. These fringes occur witii 
very close spacing in angle and can be shown to result from interference 
between the direct beam and radiation reflected from the undersurfaces 
of the wings. The fringe pattern obser\ able in Fig. 14-0, on the other 
hand, is quite extensive fore and aft with a wider angular spacing between 
fringes which also varies with azimuth angle. Calculations confirm the 
assumption that this interference pattern is due to reflections from the 
curved undersurface of the fuselage. 




I'l.;. 14-3. — PPI photograi>h showing blank area duo to obstruction by another a!rcr;ifi. 

There aie otiicr cipfocts in the perfoimance of a radar set which can 
he traced to electrical elfects upon the beam caused by the dielectric 
walls of the radf)me housing the antenna. These defects may be listed 
as complete blanking out of all signals in certain azimuth sectors, reduc- 
tion in range, obscvu'ing of the screen, false signals, and displacement of 
th(> target. Severe blanking in certain sectors, as shown in Fig. 1 1-7, is 
(hie to reflections at the radome wall. These reflections direct radiation 
back down the r-f line to the transmitter which is thereby pulled in 
frecjuency off the pass band of the receiver. A smaller reduction in range 
whicli is at the same time more uniform in azimuth results from exce.ssi\ r 
absorption of radiation in the wall of the radome. 
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Fig. 14-5. — PPI photograph showing interference fringe due to edge reflection. 
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Viii. 14-7.— PPI photograph showing sector blanking due to radome wall reflections. 
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Other effects than transmitter pulling can result from radome wall 
reflections. Figure 14-8 presents four photographs of a B-scope (range 
vs. azimuth angle) taken with 10-cm radiation and a 29-in. paraboloid 
antenna located in the streamlined dielectric nose of a two-engine air- 




FiG. 14-8. — B-scope photographs illustrating various degrees of obscuration of target 
signal !)>■ altitude signal: {a) thick radoine and horizontal polarization; {b) thick radonie 
and \ertical polarization; (c) thin radome and horizontal polarization; ((f) thin radome and 
vertical polarization. 



craft. In each case the altitude of the aircraft is 3000 ft, the range sweep is 
15,000 ft, the electronic range marker is at 10,000 ft, and the target air- 
craft is at 3000 ft so that its indication coincides with the altitude signal. 
Trouble experienced in following the target aircraft through the altitude 
signal was traced to reflections from the upper half of the radome. These 
reflections directed a small fraction of the radiation downward toward the 
ground which then returned a signal by the same path. Two methods 
of reducing this ground signal were proposed : the use of vertical polariza- 
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tion and the use of a radome with a thinner wall. Figure 14-8a shows 
the partial obscuration of the target signal by the altitude signal even 
Avith optimum gain setting, when the thick radome and horizontal polari- 
zation arc used. The reduction in altitude signal accomplished by 
changing to vertical polarization is shown in Fig. 14-8?). The improve- 
ment resulting from the use of a radome with the wall thickness reduced 
by one-third is shown in Fir;. 14-8c. The improvement realized when 
both vertical polarization and the thin radome are employed is evident 
in Fig. 14-8d, since it has been possible to bring the target signal out 
fjuite strongly without bringing out the altitude signal. Effects of the 
radome on system performance will be discussed more fully later in the 
chapter. 

14-5. Beacon Antennas on Aircraft. — The majority of long-wave 

antennas on aircraft are required to have omnidirectional patterns. 
]5ecause of the strong and unavoidable influence of the aircraft on the 
antenna pattern at these wavelengths, the omnidirectional requirement 
is usually not well satisfied. In the case of microwave beacon antennas, 
which are also required to have omnidirectional patterns, the influence 
of the aircraft on the pattern is still strong but is more predictable and 
also more nearly avoidable. There are a limited number of sites on an 
aircraft suitable for a microwave beacon antenna; the top of the vertical 
stabilizer, the highest point on the upper side of the fuselage, and the 
lowest point on the underside of the fuselage are three favored locations. 
In selecting such a site the influence of the supporting structure on the 
pattern must be considered, not only with the aircraft in level flight but 
also under conditions of roll and pitch. The ideal elevation pattern 
would have uniform intensity for 10° about the horizontal plane to allow 
for roll and pitch of the aircraft and would have an approximately 
cosecant-squared decrease in intensity on the lower side of the beam to 
provide uniform illumination of the ground in to steep angles. The 
lowest point on the underside of the fuselage is the only location from 
which an unobstructed view of the ground at steep angles can be obtained. 
Even with this location the view in near-horizontal directions may be 
obstructed by roll of the aircraft if the bottom of the fuselage is flat. 

Let us consider the elevation patterns that are obtained with a beacon 
antenna mounted on the underside of a fuselage. The various factors 
that must be considered are the polarization of the radiation, the vertical 
directivity of the antenna, the distance between the radiating elements 
and the fuselage, and the extent and curvature of the fuselage. A radi- 
ating element located below the fuselage w ill send some radiation directly 
toward the ground and some indirectly toward the ground by reflection 
in the fuselage. The over-all effect can be simply described by postulat- 
ing an image of the radiating element in the fuselage. Hecause of the 
nature of the reflection process, the image of a vertically polarized element 
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will be in phase, while the image of a horizontally polafized element will 
be 180° out of phase with the radiating element. If for the moment 
we consider the underside of the fuselage to be an infinite horizontal 
plane, it is evident that the over-all elevation pattern from a radiating 
element and its image will have a maximum in the horizontal plane in the 
case of vertical polarization and a minimum in the horizontal plane in 
the case of horizontal polarization. 

Let us now assume a requirement of continuous elevation coverage for 
an angular range from 2° to 30° below horizontal. For vertical polariza- 
tion the coverage requirement in the horizontal plane is automatically 
met except for the effects of roll and pitch. The steep-angle requirement 
can be met by limiting the combined length of the array and its image 
in accordance with the relation d = X/sin d where d is chosen somewhat 
greater than 30°. For horizontal polarization it is more difficult to 
obtain coverage in directions near the horizontal. Under the assumption 
of an infinite plane fuselage it would be necessary to make the linear 
array long and to accept an interference pattern in the region to be 
covered. Since the fuselage is actually curved and of limited extent, it 
is possible to obtain the required coverage by the use of a relatively 
directive array either located near the fuselage or set off at some dis- 
tance from it, depending upon the shape of the fuselage. It is evident 
that this amounts to solving the electrical problem by creating an aero- 
dynamic problem. 

Microwave beacon antennas have regularly been enclosed in radomes. 
Many of the smaller arrays originally were provided with cylindrical 
radomes, but later it was recognized that no antenna protrusion is small 
enough to justify the omission of streamlining. In the case of vertical 
polarization the streamlined radome can have serious effects on the azi- 
muth pattern. This situation favors large reflections, since it involves 
wide angles of incidence for radiation polarized perpendicular to the plane 
of incidence. A solid radome of low-density material affects the azimuth 
pattern also because of the focusing effect due to path-length variation 
in the material with azimuth direction. Vertical wires properly spaced 
in the dielectric offer a possible means to maintain unity dielectric 
constant. 

RADOME DESIGN PROBLEMS AND PROCEDURES 
The relation of the dielectric housing, or radome, to the general 
installation problem has been considered in the previous sections. The 
principal purpose of this part of the chapter is to analyze the problems 
and to describe the procedures associated with radome design.''* It 

> This subject has been treated more fully in Radar Scanners and Radomes, Vol. 26, 
Radiation Laboratory Series. 

• This material is a severe condensation of the subject matter in a series of RL 
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will be necessary to consider several wall designs and two general radome 
types in terms of the mechanical and aerodynamic, as well as the r-f 
requirements that are involved. These considerations be assisted 
by a preliminar}' examination of the nature and magnitude of the effects 
that radomes can have on system performance. An appreciation of these 
effects establishes the need for further investigation and indicates the 
difficulties that must be avoided in order to achieve good radome design. 

14'6. Relation of the Radome to System Performance. — In Sec. 14-4 
radar system performance defects caused by faulty radome design were 
presented from the operator's viewpoint. In the present section various 
reactions of the radome on the radar system will be presented from the 
radome designer's viewpoint. 
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Range. — A radome does not transmit all the r-f energy incident upon 
it but reflects and absorbs certain fractions of that energy. If sufficient 
reflected r-f energy finds its way baclc down the feed line to the trans- 
mitter, frequency pulling of the transmitter can result in total blanking 
of the receiver or in the very severe range reduction illustrated in Fig. 
14-7. Independent of this effect, an appreciable reduction in range can 
result from attenuation of the transmitted signal, especially since attenua- 
tion in the outgoing signal is repeated on the return signal. Radar range 
is proportional to the fourth root of the transmitter power [c/. Eq. (1-17)], 
so that range reduction is related to radome transmission by Eq. (1): 

Range reduction (%) = ""e.-way transmission loss (%)_ 



To pick large but not unusual values, if one-way attenuation due to 
radome wall reflection is 12 per cent and due to absorption is 8 per cent, 
then the range will be reduced by 10 per cent. 

Pattern. — Reflection and absorption at the radome wall can reduce 
the absolute value of the radiation pattern by the processes described 
above. Due to a variation in effectiveness of these processes with direc- 
tion and to related mechanisms, the shape of the pattern as well as its 
magnitude can be altered. Several mechanisms that have been guilty 
of pattern distortion will be described because of the seriousness of this 
eff'ect in certain cases. Pattern distortion is especially objectionable in 
the case of a pencil beam that is being used in a conical scan for precision 
direction finding and in the case of a shaped beam that is being used for 
uniform illumination of the ground. 

Pattern distortions have been traced to a variety of causes. In some 
cases the effects were barely appreciable, but in most cases they were 
serious enough to require study and elimination. Some of the causative 
mechanisms are listed below with brief descriptions. 

1. In a streamlined radome the reduction in transmission due to 
absorption and reflection varies considerably with azimuth angle 
and can therefore produce a minor change in the shape of the 
main lobe. 

2. An antenna transmitting through a spherical portion of a radome 
can experience trouble owing to focusing of reflections from the 
radome wall. The focal point of these reflections may lie near 
the focal point of the antenna reflector and act as a secondary 
source. The beam produced by the focused rays from this 
secondary source can combine in various ways with the original 
beam to produce distorted patterns. This process is illustrated 
in Fig. 14-9a. 





Fig. 14-9. — Mechanisms by which radome wall reflections can distort patterns: (a) 
secondary source produced by focused reflections; (6) wide-angle lobe produced by reflec- 
tion from the upper portion of a radome; (c) wide-angle lobe produced by a double reflec- 
tion involving the undersurface of the fuselaKe. 
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3. With the geometry illustrated in Fig. 14-96, excessive reflections 
from the upper portion of the radome can produce a broad down- 
ward lobe at a wide angle from the original beam. This lobe can 
produce a strong ground return capable of obscuring aircraft 
targets at the same range, as illustrated in Fig. 14-8. In case the 
antenna beam is shaped for surface search, a spurious dow nward 
lobe will produce a verj' objectionable interference ripple in the 
elevation pattern when combined with the original beam. 




14-10. — Di-stortion of tlie plwiHC front of tlic radiation from an antenna by variable 
phase delays in sliarplj- curved portiuus of the radonic. 

4. A streamlined radome mounted on the undersurface of an aircraft 
can produce a downward lobe by the process illustrated in Fig. 
14-9c, This lobe will have the objectionable features described 
in the preceding paragraph. 

5. Phase delays in the transmitted radiation caused by the dielectric of 
the radome wall vary appreciably over sharply curved portions 
of the wall. When the antenna aperture spans such a portion 
of the radome, the constant phase fronts in the near zone of the 
antenna are distorted upon transmission through the wall. The 
result upon the pattern is a distortion of the main lobe. This 
process is illustrated in Fig. 14-10. 

Apparent Pattern. — The discussion of the previous paragraphs referred 
to the radiation pattern which can be defined as the variation of radiation 
intensity or receiving sensitivity with angle for a fixed position of the 
antenna. In distinction to the radiation pattern, the apparent pattern 
from the radar observer's viewpoint can be defined in forms of the return 
signal from an effective point-source target as pi-esrnted on his radar 
scope while f he anfenna is scanning. In particular, fhe apparent pattein 
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Pan be defined as the extent along an angular coordinate in the radar 
scope of the return from a point target. Because of the limited range in 
spot intensity on the scope, the description of an apparent pattern con- 
sists simply of a statement of the angular region on the scope coordinate 
that is occupied by the target signal. 

The apparent pattern depends upon the beamwidth of the radiation 
pattern, but it depends on other factors as well. An important modifica- 
tion of apparent pattern is introduced by a transmitter frequency pulling 
which varies with the scan angle of the antenna. This variation in 
pulling arises from a variation in the phase or magnitude of the reflection 
back in the r-f line toward the transmitter. 

The modification in apparent pattern most pertinent to the subject 
matter of this section is that which arises as the result of an angular 
variation in the reflection from the radome wall. This pulling effect can 
be serious even in the case of a radome that has not appreciably attenu- 
ated or distorted the transmitted beam. An antenna mounted slightly 
off axis in a cylindrical radome and scanning in azimuth will be subject 
to a reflection of constant magnitude but slowly changing phase. A 
streamlined radome can introdu('e large variations of magnitude as well 
as more abrupt changes in phase of the reflected wave. The most 
abrupt changes in both magnitude and phase are encountered in the 
case of a relatively thin walled radome with internal reenforcing ribs. 

Serious operational effects can be traced to a variable frequency pulling 
by radome reflections. The resulting change in the apparent pattern, 
even though not accompanied by a noticeable reduction in range, can 
affect the apparent direction of the target in sufficient amount to ruin 
the performance of a radar employed in preci-sion direction finding. This 
effect is especially serious, since it is not revealed by careful measurements 
of the radiation pattern. 

Automatic Frequency Control. — No discussion of radomes and system 
performance is complete without mention of automatic frequency con- 
trol (AFC), since its use profoundly modifies radome design requirements. 
AFC causes the local oscillator frequency to follow the transmitter fre- 
quency in such a way as to maintain between them a constant difference, 
the i-f frequency. AFC is strong enough in the case of a relatively 
stable magnetron to follow larger frequency changes than those ordinarily 
produced by radomes. However, the AFC circuit involves a time con- 
stant that may be considerably longer than the interval required for 
the change in the radome reflection. An extreme example of a rapid 
change in radome reflection is that which occurs as the antenna sweeps 
by an internal supporting rib in the radome wall. The AFC will not 
follow rapidly enough to correct for the clianging reflection and, in addi- 
tion, will not return to th(^ original frociucncy setting until long after 
the radome reflection has returned to its original value. In this case 
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the frequency shift has been extended in time rather than reduced by 
AFC. This is not to be interpreted as an argument against the use of 
AFC but rather against the use of localized supporting ribs in radome 
design. In general, AFC changes the radome design problem from one 
of reducing reflection to one of reducing rate of change of reflection. 

Classification of Radomes. — The system performance effects described 
in this section are not all present simultaneously for a given radome, 
but some are emphasized and some minimized according to the type of 
radome considered. For this reason it is convenient to classify radomes 
under several headings and to follow a different design procedure in each 
case. A natural classification on the basis of use provides three general 
groups: pressurizing seals for antenna feeds, beacon housings, and hous- 
ings for scanning antennas. The first group, pressurizing seals, will not 
be discussed here. For the other two it is convenient to make a further 
subdivision into cylindrical radomes and streamlined radomes, a dis- 
tinction that is of considerable importance in practical work. Not 
only are the equations for radome wall design different in the two 
cases, but the underlying objectives are altered. The objective in the 
case of cylindrical radomes (normal incidence) is to reduce the reflection, 
but in the case of streamlined radomes it is primarily to improve trans- 
mission. After presenting the quantitative considerations of the next 
section, it will be jjossiblo to state this distinction more precisely. 

14-7. Radome Wall Design. — An ideal radome wall would compl(>tely 
transmit an incident electromagnetic wave with neither reflection nor 
absorption, and for such a radome wall the deleterious effects associated 
with one or the other of these causes would be eliminated. Although this 
ideal situation cannot be attained in practice, the transmission can be 
maximized or the reflection minimized, depending upon the type of 
radome under consideration. 

The calculation of transmission and reflection by the radome wall is 
most conveniently carried out in terms of transmission and reflection 
Coefficients. Whereas such coefficients cannot be defined suitably for a 
curved surface, a curved surface can be replaced by a plane sheet for 
approximate analysis if the radius of curvature is large. The complex 
field distribution of the antenna that provides the incident wave is also 
replaced by a plane wave of uniform amplitude. The investigation is 
thus based on the coefficients that exist and are easily defined for the 
simpler situation of plane sheets and uniform plane waves. 

Physical Principles. — Reflection of an electromagnetic wave occurs 
only at a discontinuity, that is, at the transition from one medium to 
another. Every radome wall without exception may be regarded as a 
set of pairs of such discontinuities. The over-all reflection will result 
from superposition of the individual reflections; its magnitude will be 
determined by (heir magnitudes anil n-hitivc phases. Heflections can 
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be reduced or transmission increased either by reducing each of the 
individual reflections or by adjusting the spacing between the discon- 
tinuities to obtain partial or complete phase cancellation. 

In Fig. 14-11 a generalized radome wall is represented as a pair of 
discontinuities, or sheets. Individual transmission and reflection coeffi- 
cients for sheets 1 and 2 and over-all transmission and reflection coeffi- 
cients for the wall are defined in the figure. In terms of these coefficients, 
the advantage to be gained from minimizing the individual reflections 
and adjusting their phases for cancellation can be expressed by the 
relations 

|«|™ = |r.| + \r,\, (2) 

and 

= lr-,1 - Ir.l; (3) 

these neglect higher-order interaction 
terms and absorption. 

A precise phase cancellation of the 
component reflections requires an ac- 
curate spacing between their sources. 
Since deviations from this optimum 
spacing must be allowed in manu- 
facture, the effect of such deviations 
on transmission and reflection must 
be investigated. The investigation 
can be carried out by dividing the ^\ all 
configuration into two groups and by 
expressing the over-all transmission 
and reflection in terms of the indi- 
vidual transmission and reflection co- 
efficients of the two groups. In the 
case of a single, uniform sheet, the t\\ o 
groups would be the two air-dielectric 
interfaces of the sheet. In the case of a double-wall configuration each 
group would represent the total effect of one of the walls. The method 
can be extended to more complicated configurations. In any case the 
nomenclature of Fig. 14-11 applies. 

As the geometrical spacing s between the sheets of Fig. 14-11 is 
varied, the over-all transmission coefficient T Avill reach the maximum 
value 

for the optimum spacing So given by 

«o = $ - (01 + «=0, 1,2, (5) 
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Radome wall 

Fig. 1411. — Generalized radome 

wall .showing division into two group.s or 
sheet b whir-h are treated as separate 
sources of reflection. The figure serves 
to define symbols used in the text for 
reflection and transmission coefficients. 
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where X is the wavelength in the region between the sheets and </>i and 
02 are the phases of ri and r2 respectively. If 5 = So — s is the deviation 
from optimum spacing, the over-all transmission will be 



Vl^2|^ 



1 — 2|rir2| cos^ + Irirjp 



(6) 



The corresponding over-all reflection, for the case of zero absorption, is 

Inp - 2lr,r.| cos^f^ + |r,p 

|K|= = -■ (7) 

1 — 2|rir2| cos — - -|- jriraj^ 

From these equations nearly all the results needed for radome wall design 
may be obtained directly. 




3 4 5 6 7 890.01 2 3 4 5 6 7 890.1 2 

Spacing error, wavelengths (^/y) 

Fig. 14- 12. — Over-all reflection roefficient (ff) for a symmetrical configuration of zero 
absorption plotted as a function of the error in spacing (5) and the individual reflection 
coefficient (r). 

The symmetrical radome wall coiisistinfj of identical groups of approxi- 
mately zero absorption spaced in accordance with Va\. (5) will bo encoun- 
tered almost invariably in practice. For the symmetrical configuration, 
*i = <2 = t, rj = Ti = r, ci>, = 4>2 = 4> and Eqs. (4), (5). (0), and (7) 
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assume simplified forms which will not be repeated here, 
for the over-all reflection can be simplified further to 



47r|r|5 



The expression 



(8) 



for small S/X, or alternatively to 



R\ S 2|r| sin 



27r6 



(9) 



when \r\ is small enough to be neglected. The exact value of \R\ from 
Eq. (7) is plotted in Fig. 14-12 for the symmetrical configuration. 

Single Wall. — The simplest radome wall design is a single, uniform 
sheet of dielectric material. In this case the two sources of reflection 
treated above and illustrated in Fig. 1411 are the two air-dielectric 
interfaces. If the specific inductive capacity of the material is denoted 
by ;8, the over-all reflection is given by Eq. (7) with 



Vg - 1 

V/i + 1 



P^quation (10) is plotted in Fig. 1413. The optimum spacing is 



_n\ _ 



is the froo- 



n = 0, 1, 2, 



(10) 



(11) 



since <t>i = 'Pi = 0; Xo 
space wavelength. 

The two design procedures 
mentioned above — reduction of r 
or adjustment of phase — permit of 
simple interpretation for single- 
walled radomes. The first 
method indicates the use of a low- 
dielectric-constant material to re- 
duce r [Eq. (10)]. The second 
method requires the use of a thin 
sheet or in general one that satis- 
fies Eq. (11).' If a thin sheet is 
used, the tolerance 5 in the equa- 
tions above stands for the thick- 
ness itself. The single-wall con- 
struction becomes increasingly 
attractive at longer wavelengths where a small value of 6/X can be realized 
with a wall thickness sufficient for mechanical strength. 




3 4 5 6 

Dielectric constant ((3) 

Fk;. 14-13. — The refleptioii coefficient (r) 
of an air-dielectric interface as a fiitiction ot 
the .sijecific inductive capacit.v (0) 
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The assumption of zero absorption loss, even in the case of actual 
radome materials, does not invalidate the results for reflection and opti- 
mum spacing, but the results for transmission must be modified appro- 
priately. The general equation for a single sheet is quite complicated 
except when the thickness satisfies Eq. (11). For a half-wavelength 
thickness of relatively low-loss dielectric 

\l?^^~l{y-,-^^L■ (12) 

L is the loss tangent «"/'t' for the mateiial whore e' and t" are the real 
and imaginary components of the complex dielectric constant (see Sec. 




Thickness, wavelengths {^/\) 

J'"lii. 14-14. -Power traiismissioa !7'-I iia a function of tliicknerfa for VEiriou.s values of loss 

3-2). The exact values of the poA\er transmission |7'p as a function of 
thickness for various values of L is given in Fig. ] J:-14 for the particular 
specihe inductive capacity /3 = 4. 

The single-wall design is usually not practicable at microwave fre- 
quencies. The half-\vavelengtli wall is frequently too heavy for aiiborne 
installations, whereas the -wall thin enough to have good electric'ul jnop- 
erties is not satisfactory mechanically. 

Sandwich ^Vnll. — A major improvement both mechanically and elec- 
trically is realized by substituting sandwich-wall for single-wall design. 
The sand«'ich-wall design consists of a sheet of low-density core material 
faced on both sides with thin, high-density skins. Sjmdwich constructicm 
has seen considerable use in purely mechanical installations where the 
strength-to-weight ratio must be high. From tlie electrical point of 
view, the skins show low reflection becaust! they are thin, and the core, 
because it has a low dielectric constant. Furthermore the core provides 
a means of accurately holding the skin separation to a value favorable 
for canceling reflections. 
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A double-wall construction which is obtained by omitting the core 
material from between the skins loses most of the advantages of the 
sandwich construction. It has been used, however, since it provides 
means for deicing by circulating hot air between the skins of the radome 
wall. The optimum spacing of the skins for reducing reflection when 
separated by air is given in terms of their thickness d and specific induc- 
tive capacity a by the approximate re- 
lation 



Skin Skin 
Core 



So ^ {2n + - d Va. 



(13) 



Geometrical 
dimensions 

- Electrical 
dimensions 



The over-all reflection is nearly propor- 
tional to the spacing error and to the 
reflection from a single sheet when these 
are small and is given by Eqs. (7), (8), 
and (9). The power transmission is 
given by Eq. (6) in the general case and 
hy 1 — R- when the loss is zero. 

The general sandwich wall is shown 
in Fig. 14-15 which serves to define some 
of the symbols to be used in the discus- 
sion. The electrical thicknesses are 
D = d v^/XoandS = s V^/X«. The 
individual reflection coefficient is now 

that for the three-medium transition from the air through the skin to the 
core. It is given by 

A - ia \/0 




Dielectric 
constants 



Sandwich wall 

Fig. 14-15. — Sandwich-wall design. 
The figure serves to define symbols 
used in the text. 



where 



A = {a + ei){a -f 1) - (a - 0)(a - 1) cos (4tZ)). 



(14) 



(14fl) 



The value of r obtained from Eq. (14) can be used in Fig. 14-12 together 
with the appropriate value of the spacing tolerance to determine the 
over-all reflection coefficient. The optimum electrical spacing is similarly 
found to be 



1) sin (4xZ)) . . 



„ _ M _ J_ 2 ( 

2 27r 08 - a){a + 1) + (a + /3) (a - 1) COS (47r/>) 

Under certain conditions this equation can be approximated by 



The range of validity of Eq. (16) is indicated in Fig. 14-16 which is a 
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typical family of curves calculated from Eq. (15) for a fixed value of a 
and a range of values of fi. 

In certain methods of sandwich-wall fabrication the skins are glued 
rather than molded to the core. The layer of glue introduced by this 
process effectively increases the skin thickness and introduces appreciable 
error into the calculations. This concept of an effective skin thickness 
which includes the effect of the glue is an approximation that ceases to 
be valid when the angle of incidence is variable or when both tolerance 



0.50 




0.20 

0 0.01 0.02 0.03 0.04 0.05 0.06 0.07 0.08 0.09 
Skin thickness, wavelengths (D) 
Fig. 14-16. — Optimum core thickness as a function of skin thickness for a — 4 and 0 

ranging from 1.0 to 2.0. 

and spacing are involved. It has proved very useful and is entirely justi- 
fied when one is concerned with optimum spacing alone at a fixed angle 
of incidence. 

Arbitrary Incidence. — The results derived hitherto apply to normal 
incidence only. They may be used for arbitrary incidence at either 
polarization, however, if the quantities D, S, S<,, a, and /3 are replaced 
by appropriate quantities as given in Table 14-1. Similar equivalence 
relations for arbitrary loss will not be given here. Limiting values for 

Table 141. — Equivalence Relations for Gonvebttng fbom Nobmal to Abbi- 

THAHY lNCIDr;NCE VaLUES 

p = sin'9o: Oa = angle of incidence measured from normal 



Normal incidence quantities 



Arbitrary incidence values, 
perpendicular polarization 

Arbitrary incidence values, 
parallel polarization 




1 - p 



- P 
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grazing, incidence, simplified forms at lirewster's angle, and approximate 
relations for thin skins, though useful for computation, illustrate no new 
principles and will not be included in the present discussion. 

Considerations up to this point have been based upon the assumption 
of a single angle of incidence — whether normal or otherwise — and a single 
plane of polarization for the incident wave. It will be shown in Sec. 
14-9 that a given portion of the wall of a streamlined radome will be 
required to transmit for a range of angles of incidence and for a range of 
polarizations. If all portions of the radome wall are considered, the 
ranges involved will be correspondingly increased. In the intere.st of 
simplicity in fabrication it is very desirable to use the same wall structure 
throughout the radome. The resulting problem, therefore, is to find a 
wall design that will be satisfactory for a ran^e of angles of incidence and 
for both polarizations. 

To this end the equations for arbitrary incidence are plotted as shown 
in Fig. 14-17 where contours of constant reflection for a sandwich wall 
are presented as a function of core thickness and angle of incidence. 
Similar charts can be used for single-wall construction. With such 
diagrams the optimum thickness is readily determined for a specified 
range of 6 and for a specified tolerance in thickness; the thickness referred 
to here is the total wall thickness of the single-wall design or the core 
thickness of the sandwich design. 

The representation for the single wall requires only three variables; 
the angle of incidence, the dielectric constant, and the thickness in wave- 
lengths. A single series of charts for various dielectric constants there- 
fore provides complete information for single-wall design work. In the 
case of the sandwich wall, five variables are required: skin dielectric 
constant and thickness in wavelengths, core dielectric constant and 
thickness in waAelengtlis, and angle of incidence. A very large number 
of charts are required; in practice percentage reflection contours are 
plotted against core thickness and angle of incidence, each chart being 
for specific values of skin thickness, skin c', and core e'. 

Mechanical Rcqia'rrmenls. — Besides satisfying the electrical require- 
ments that form the main subject of the present chapter, a radome must 
satisfy certain mechanical re(iuirements as well. An airborne radome 
must withstand the distributed load produced by windage; it must not 
deform when a concentrated load is applied as is necessary in installation 
procedures; and it must often stand the impact of rocks and water in 
landings. To these mechanical re(iuirements must be added certain 
requirements in physical properties; e.g., the radome should not be 
soluble in gasoline or in any other solvent likely to be brought in contact 
with it; it should withstand high temperatures without softening, low 
temperatures without becoming brittle; it must not absorb moisture to 
any appreciable extent; and in certain cases it must be provided with 



Sec. 14-8] 



XORMAL INCIDENCE R A DOMES 



537 



means for removing ice deposits as they are formed. Some of these 
requirements are clearly of the utmost importance; particularly in air- 
borne systems, failure of the radome can have very serious consequences 
and should be avoided oven at the expense of electrical performance. 
It is this simultaneous presence of mechanical and electrical require- 
ments, which must be satisfied ^vithout excessive complication in 
manufacture, that constitutes the radome problem. These mechanical 
requirements are met by methods standard in the aircraft industry; the 
significant change introduced by electrical requirements is the restriction 
to suitable materials and to suitable relations, as determined above, for the 
linear dimensions. Without giving a detailed discussion of fabrication 
or mechanical design techniques, it is therefore sufficient here to observe 
their great importance. 

14-8. Normal Incidence Radomes. — There have been earlier allusions 
in Sees. 14-4, 14-5, and 14-() to the fact that the most serious problem with 
normal incidence (cylindrical) radomes is the resulting impedance 
mismatch at the transmitter, while the most serious problem with stream- 
lined riulomes is the resulting attenuation and distortion in the trans- 
mitted pattern. These problems and procedures for solving them will 
be considered further in this and the following section. First considera- 
tion ^\in be given to the pattern and impedance effects encountered in 
normal incidence radomes. 

Pattern Effects. — The effect of a cylindrical radome on antenna gain 
can be minimized in a straightfor^\■ard manner by use of the normal 
incidence relations of Sec. 14-7. In case the radome wall is uniform, this 
jjrocedure also minimizes the effect on pattern, since it leads to small 
reflection as well as to large transmission. There is another source for 
pattern distortion, however, even in a radome having complete trans- 
mission. \ radome wall having a structural rib, overlap, or buttstrap 
could be designed for complete transmission through both the thin part 
and the thick part of the wall. Wliei-eas this would maintain the ampli- 
tude of the transmitted wave unchanged, it would not compensate for 
the change in phase. A double thickness section of wall would introduce 
twice the phase delay and so distort the transmitted phase front. This 
pha.so distortion can become so serious that the presence of a thick dielec- 
tric rib may be more harmful than a metal rib of the same dimensions. 
A similar effect introduced b.y sharply curved surfaces is illustrated in 
Fig. 14T0. If disc(mtinuities are avoided and the reflection is minimized, 
then a cylindrical radome will not have an appreciable effect upon the 
antenna pattern. 

Impedance ICjTecls. — The problem of antenna mismatch and trans- 
mitter pulling is much more serious for normal incidence radomes. Tor 
quantitative consideration of the case of a slightly tilted antenna in a 
cylindrical radome, the amplitiide of the reflection back into the line may 
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be written 



Pi, = 



19o 



(17) 



where the symbols have the following definitions: 

R = over-all reflection coefficient for the radome wall flattened into a 

plane sheet 
Xo = free-space wavelength 

p = radius of the cylindrical radome 

o = radius of the antenna aperture 

0 = angle between axis of the pencil beam and a line normal to the 

generator of the cylinder 
0 = half-power width of the antenna beam 

Equation (17) is valid only for small values of 4>, but this is obviously 
the condition for maximum reflection into the line and therefore the 
condition of greatest interest. 

If the antenna has a sharp vertical beam fixed at zero elevation, p,, 
can be greatly reduced by the use of a truncated cone instead of a cylinder 
for the radome shajx". In ircrieral it must be assumed that the scanning 
range will cause the maximum reflection to be attained; furthermore it 
must be assumed that the phase of the reflection will vary by at least a 
half wavelength. Under these conditions the frequency pulling of the 
transmitter will be 



where the symbols have the following definitions: 
A/ = frequency pulling of the transmitter in megacycles 
Pi = value from Eq, (17) Avith the exponential factor set equal to unity 
p.f. = the pulling figure' of the transmitter. 

A modified investigation is required if the radar system i.s equipped 
with AFC. The problem is then to estimate the rate of change of fre- 
quency due to transmitter pulling. This involves the use of the lUeke 
diagram for the transmitter, results from Eq. (17), similar results for the 
phase of the reflection, and a time factor introduced by the Sican rate.^ 
These calculations become important in estimating the apparent shift in 
the direction of a pencil beam or in the crossover point of a lobe switching 
beam. 

Design Considerations. — The considerations bearing on the design of 

cylindrical radomes will be summarized in several quasi-chronological 
steps. For this purpose it is assumed that the designer is equipped with 

' 'I'ho ]nillins figure of a, magnetron has hfr-n defined as the maximum frequency 
shift in nieKiicyclcs from the initial fr; quency, which can be induced b}' a (V'SWR) 
1.5 of iirhitrarv phase. 

' Hsidiir System Kngineering, Vol. 1, and Radar Scanners and Radomes, Vol. 2<). 
liadiation Laboratory Series. 



A/ = 5pi(p./.), 



(18) 
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considerable information regarding the dielectric constants and loss tan- 
gents of materials known to be available commercially and to be suitable 
for fabrication purposes. It is assumed also that he is equipped "svith 
radome wall design charts showing the proper dimensional relationships 
for different wall designs, dielectric constants, losses, and incident angles 
and polarizations. 

1. A background of pertinent information must be obtained from 
several sources: tactical application of the system; r-f requirements 
of the system including allowable maximum mismatch and rate 

of change of mismatch; information regarding the antenna, such 
as size, angle and rate of scan, impedance match, far-field pattern, 
near-field ray diagram; mechanical requirements of the actual 
installation including method of mounting, windage, shock loading, 
chemical exposure, weather conditions. 

2. The most favorable wall design must be selected in the 'ight of 
available materials and on the basis of electrical and mechanical 
requirements from among the several possibilities: thin wall of 
arbitrary dielectric constant, low-dieleotric-constant material of 
arbitrary thickness, half-wave thick A\all, double wall, sandwich 
construction. 

3. The specific materials to be used in the selected wnW design must 
be determined. This involves using the dielectric constants and 

loss tangents of the several ;ill(>rnntive materials and the design 
charts for the radome wall to ciiinilate the transmission and reflec- 
tion that would result from the choice of each material. A com- 
parison can then be made between these r-f performance figures 
and the r-f requirements and between similar mechanical per- 
formance figures and mechanical requirements to arrive at the 
final choice of materials. 

4. A number of flat panels must be fabricated using the materials 
and dimensions selected. These dimensions and the method of 
fabrication may be varied somewhat to obtain optimum perform- 
ance. The panels are tested for all properties deemed relevant 
in the radome under design, e.g., structural strength, moisture 
absorption, temperature resistance, transmission, and reflection. 

5. A complete radome must be fabricated on the basis of results 
obtained in the panel tests. Final tests are made of those char- 
acteristics requiring the entire radome, e.g., strains due to con- 
tinuous loading and effects on the antenna pattern. 

In the sequence of operations outlined above the less expensive and 
time-consuming operations are carried out first, whereas the major under- 
taking of building the complete radome is delayed until all preliminary 
problems have been resolved. 
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14'9. Streamlined Radomes. — The cylindrical radomes discussed in 
the previous section are suitable for ground and ship installations and 
have been used in the past on slow aircraft. For modern airborne instal- 
lations, however, it is necessary for the radome to be severely streamlined, 
preferably to the extent of being completely incorporated into the original 
airframe. These streamlined radomes present problems quite different 
from those discussed above; antenna gain and pattern require detailed 
investigation, whereas the problem of transmitter pulling assumes 
secondary importance. Both favorable and unfavorable aspects stem 
from the wide angles of incidence usually encountered. A nonscanning 
antenna, such as a linear-array beacon antenna, is free of transmitter 
pulling because of the fixed relationship of antenna to radome. 




(a) (6) (c) 

Flu. 14-lS. —Beacon radome designs; (a) uniform wall; solid wall; (c) perforated solid 

couatructioti. 

Pattern Effects. — The pattern effects caused by streamlined radomes 
for beacon antennas can best be discussed in terms of the several beacon 
radome designs illustrated in Y\g. 1418. In transmission through 
sharply curved portions of the uniform radome wall shown in Fig. 14-18a, 
the cyhndrical phase front is appreciably distorted by variable phase 
delays. This mechanism is similar to that illustrated for a plane phase 
front in Fig. 14-10. The pattern is further distorted in the case of vertical 
polarization by large reflections from the tapered portion of the radome 
wall. The use of high-density material in the streamlined shape can 
be confined to a single thin skin if a low-density filler is used. This 
design (Fig. 14-18&) reduces the reflections below those resulting from 
the uniform wall but increases the variations in phase delay. A system 
of perforations (Fig. 14-18c) determined partly by experiment reduces 
these variations in phase delay to such a degree that the azimuth pattern 
is not seriously affected by the radome. Amphtude reduction in the 
transmitted wave is present in sufficient amount to cause appreciable 
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distortion in the pattern but is not nearly so serious as the other effects 
just discussed. 

The pattern effects to be expected from a proposed streamlined 

radome design for a scanning antenna can be predicted qualitatively by 
drawing elevation and plan views of the antenna with its ray diagram 
and located in the radome. This type of drawing is illustrated schemat- 
ically in Fig. 14-19 of a streamlined belly radome and an antenna employ- 




line 



(0 

I'Ki, 14-19. — Sohematic drawing of ii HhapcMl-lieaiii antenna with its ray diaKrani jinrl 
located in a .stroairilined radome: (a) plan \'iow, antenna lookiiiK backward; {h) elevation, 
antenna looking backward; (c) elevation, antenna looking forward. 

ing a shaped cylindrical reflector. The rays from the antenna are incident 
upon the radome wall under a wide variety of conditions, as can be seen 
by a study of the figure. The angle of incidence varies from 0° for 
steeply deflected raj-s to almost 90° for near-horizontal rays looking 
backward. One polarization \vith respect to the plane of incidence \\ill 
prevail over the bottom of the radome, the opposite over the sides, with 
intermediate polarizations in intermediate directions. A .specific por- 
tion of the radome may be required to transmit rays having a wide range 
of angles of incidence at each of two opposite polarizations; this can be 
seen by stud.ving parts (6) and (c) of the figure with the antenna sta- 
tionary as shown or by examining a portion of the side wall of the radome 
in part (a) of the figure with the antenna scanning. The procedures to 
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be followed in radome wall design to meet situations of this type were 
discussed in Sec. 14-7 under Arbitrary Incidence, 

Design Considerations. — It is possible now to outline in several steps 
the considerations involved in the prooednre of designing a streamlined 
radome for a scanning antenna. In the early stages this procedure is 
similar to that described for normal incidence radomes in Sec. 14-8. 
The following description is based on the antenna-radome system shown 
in Fig. 14-19: 

1. The major dimen.sions of the radome must be determined. These 
depend upon the size of the antenna, the size of the hole in the 
fuselage, the amount of retraction of the antenna. These last 
two items are interrelated, since a larger fuselage hole will permit 
more retraction in the case of a slightly depressed beam. Amount 
of roll and pitch of the airplane and presence or absence of antenna 
stabilization are also involved. 

2. The shape of the radome must be established. The first approxi- 
mation is based strictly upon aerodynamic considerations. This 
shape is then used together witli tlic antenna shape and ray diagram 
to construct an accurately dimen.sioned figure of the type indicated 
schematically in Fig. 14-19. The radome shape is modified to 
keep angles of incidence below some maximum figure, say 70°, 
but subject to approval from aerodynamic considerations. 

3. 'I'he radome wall design must be calculated. Further study of the 
antenna-radome diagram is necessary to fix the ranges of incidence 
angles at both polarizations. The wall must be designed to meet 
the system mismatch requirements by keeping down reflections 
at small angles of incidence and to meet pattern and gain require- 
ments by keeping down reflection and absorption at large angles 
of incidence. 

Furttier steps, as in the case of cylindrical radomes, are construction 
and testing of flat panels of the radome wall and construction and testing 
of the complete radome. Mechanical as well as electrical tests are made 
on the panels, while tests on the complete radome include aerodynamic 
performance and effect on antenna patterns. 
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ANTENNA MEASUREMENTS— TECHNIQUES 

By H. Kruttek 

15-1. Introduction. — The principles and techniques of antenna design 
were developed in the preceding chapters without consideration of the 
methods for obtaining design data and for testing the performance of the 
completed antenna. This and the following chapter will be devoted to 
a discussion of measurement techniques and a survey of the equipment 
required for such measurements. 

The antenna characteristics to be measured fall into four groups: 
impedance, primary feed patterns, secondary patterns, and gain. The 
impedance measurement techniques differ little in detail from those for 
other r-f components of microwave systems; the problem is complicated 
to a small degree by the fact that the antenna is a radiating load. The 
importance of the primary feed pattern increases with the ;)i-ogress that 
is made in reducing antenna design from an empirical to a calculable 
procedure. The study of pencil beams and fanned beams has shown the 
need for a detailed knowledge of both the phase and intensity distribu- 
tion in the primary feed pattern. The over-all characteristics of the 
antenna are particularly sensitive to the phase characteristics of the feed. 
It is evident from Chap. 13 that the design of shaped-beam antennas 
would be decidedly limited in scope without a complete knowdedge of 
this primary feed pattern. 

The pattern of the antenna as a whole, referred to as the secondary 
pattern, is taken partly in the course of the design and developmental 
research and finally, of course, as a test of the antenna performance. 
A particular advantage of the microwave region is that, on the one hand, 
the secondary pattern can be determined so as to be closely identical 
with that of the antenna in free space and, on the other, by use of full- 
scale models, the distortion of the free-space pattern due to the installa- 
tion and housing can be studied. Secondary patterns of pencil-beam and 
fanned-beani antermas are generally confined to the principal E- and 
//-planes; however, the importance of complete space patterns is being 
recognized particularly in regard to the; effect of cross polarization in 
reducing the resolving powi^r of the antenna beam. Complete space 
patterns are, of course, always necessaiv in the design of shaped-beam 
antennas; here again the polariziition of the held must be determined 
completely in order to arrive at a correct evaluation of the antenna 
performance. 
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The range of a system for a given amount of available power is limited 
by the gain of the antenna (Sec. 1 -2) . From the point of view of technique, 
the direct measurement of gain is perhaps more exacting than that of 
other antenna measurements. A necessary complement to the instru- 
mentation of an antenna laboratory is a set of primary and secondary 
gain standards. 

IMPEDANCE MEASUREMENTS 

15'2. Transmission-line Relations. — The subject of two-wire lines 
and the relation of waveguides thereto were treated in considerable 

detail in Chaps. 2 and 7, respectively. For the sake of continuity of the 
discussion in the present chapter the principal transmission-line relations 
will be reviewed here briefly. 

The voltage and current at a position z along the line are 

V{z) = A^e-y + A,cy' (2-18) 

i{z) = ^ (A.e-y^ - A,(^y'), (2-19) 

where y is the propagation constant, in general a complex number 

y = a+jS. (2-] 7) 

The constants a and /3 are respectively the pttenuation ami phase con- 
stants; the latter is related to the wavelength on the line by 

K - J 

The amplitudes of the component waves A i and A^ are evaluated in terms 
of the (Hindilions at the two ends of the line. The origin z = Q will be 

taken at the termination, and the input end (if the line will be located 
at z = —L. If is the terminating (load) impedance, we have by 
Eq. (2-23) 

-A,- Z. + Zo-^" 

Vf, is tJie load reflection coefficient dplincd by Kq. (2-27) on setting z = 0. 
At the input end of the line z = —L, we ha\ e 

Va = V{-L) + Z,i{~L), (2) 

where Fc is the generator omf and Z,; is its internal imi^edance. A reflec- 
tion coefficient T",, may be defined c()rres])ondins to tlie mismatch between 
the generator impedance Za and flic characteristic impedance of the line: 

Ta = I' rp- (3) 
/jn -f- An 



Upon substitution of these relations into l';<|s. (2-25a) :ind (2-2.5/>) we 
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obtain 



and 



~ \z7+~ZoJ 1 - r 



(5) 



The voltage and current at any point in the line are therefore expressed 
in terms of the source, the transmission line, and the load by 

The line has impedance transformation properties that are described 
by Eq. (2-32), from which we may obtain the impedance at a point 
z = —I relative to the load impedance at z =0; i.e.. 



Z, + Z„ tanh (yl) ] 

Zo + 2l tanh (tOJ ^ ' 



Similarly the reflection coefficient transforms along the line, and we have 
from Eq. (2-31) 

r(-0 = TiC--^'. (9) 

It is evident that Zl or Tl can be determined by those relations from 
measured values of Z{ — 1) or T( — l) at any point along the line a distance 
I from the load. 

For a lossless hne Kqs. (8) and (9) simplify to 

and 

V{~1) = r,.tf-2'«'. (11) 

The relations for admittance (F = 1 /Z) are given by Eqs. (8) and (10) 
with Z everywhere replaced by Y. Also Yl in terms of admittance is 
given by 

15-3. Standing-wave Ratios. — Instruments for voltage measurement 
used in impedance determinations indicate some function (not neces- 
sarily linear) of the time average of the square of the real voltage; this 
is given in terms of the complex voltage by ^FF*, where F* is the complex 
conjugate of V. Carrying out the indic-ated operation on Eq. (6), we 
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obtaia 

1 VV* = ^ [e-^" - 2|r4 COS (2;8z + 6) + Ir^l (13) 

where 5 is the phase angle of ri,(ri = {TlW''). 

The attenuation constant in microwave transmission lines is small 
and may usually be neglected in impedance measurements of antennas. 
The simplified expressions that follow are strictly true only for a lossless 
line. Assuming that a = 0, Eq. (13) simplifies to 

1 FF* = 1^ [1 + 2|ri| cos (2/3z + 5) + \T^\^\. (14) 

■JFF* is a periodic function of 2 with maxima occurring at 2^z + 5 equal 
to even multiples of t and minima -at 2/?2 + 5 equal to odd multiples of t. 
Voltage maxima occur, therefore, every half wavelength, and minima 
occur every half wavelength, with adjacent maxima and minima sepa- 
rated by a quarter wavelength. 

The ratio of maximum voltage squared to minimum voltage squared, 
obtained from Eq. (14), is called the power standing-wave ratio and is 



1 + \Tt 
1 - iFx 



(15) 



The square root of r'' is referred to as the voltage standing-wave ratio and 
is given by 

1 - ir^l 

Accordingly, the magnitude of the reflection coefficient of the load is 
given by 

|r.| = (2-446) 

Following the argument of Sec. 2-7 it is observed that the reflection 
coefficient is equal to [Til at a voltage maximum and to — \Vl\ at a voltage 
minimum. Correspondingly at a voltage maximum the impedance is 
real and equal to rZa, and at a voltage minimum the impedance is real 
and equal to Za/r. If I is the distance from a voltage minimum to the 
load terminals, the load impedance can be expressed in terms of r and 
I by replacing Z{—1) in Eq. (10) by Zo/r, thus obtaining 

7 _ 7 1 - i'" tan /SZ 

r — J tan 01 

or, separating Zl into a resistive component Rl and reactive component 

Zi. = Rj.+ jX^ 

_ „ r sec^ jr' - \) tan fl 

~^"r^ + t.an^/3i"-'"" -h tan^ ,3/ ' 
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The load impedance can thus be calculated by means of Eq. (17) 
from the measured values of the standing-wave ratio and the distance 
from a voltage minimum point to the load. The calculation may be 
performed graphically on the reflection coefficient or bipolar charts as 
was discussed in Sec. 2-8. 

15'4. Measurement of Voltage Standing-wave Ratio. — The most 
common method of determining VSWR is by means of the apparatus' 

Indicator 



R-f source 



Wavemeter 



Tuner 



Attenuator 



Probe 



h0 



Antenna 



Scale 

iTf 1 1 1 1 1 1 1 1 



Slotted section 



4- Space 



I 

l ltj. IS'I. — Block diagram of impodance-incasureinent apparatus. 

shown schematically in Fig. 15-1. The first unit is an r-f power source 
which at microwaves is usually a velocity-modulated tube capable of 
being tuned over the wavelength band on which measurements are to 
be made. Since these tubes are sensitive to the impedance mismatch, 
an r-f tuner is generally connected close to the source and tuned for 
maximum stable output. The tuner is then followed by a variable 
attenuator which is pi'oferably matched. The attenuator serves to 
control the r-f power level and to reduce the pulling effect of a variable 
load. A wavemeter should be in the set but should be detuned dur- 
ing standing-wave measurements. The attenuator is followed by a 
slotted section of line; the slot is narrow and cut in such a way that it 
does not interrupt the current lines in the waveguide wall appreciably. 
The latter is necessary in order that the coupling between the line and 
space be negligi!)Ie; then the characteristic impedance of the slotted sec- 
tion does not differ significantly from that of the uncut line. The field 
inside the guide is explored by means of a probe mounted on the slotted 
section. The microwave instruments generally employ an electric-field 
probe — a wire or needle entering into the guide parallel to the electric 
vector of the field. Such a probe measures the voltage standing wave. 
Mounted in the probe is a detector that supplies direct current or audio 
frequency to an indicator. The resjjonse of the detector-indicator com- 
bination is a measure of the field intensity at the probe. The slotted 

' Tli(> drtpils of various r-f oonipoiioiits sucli as tuners, attciiuator.s, wavemeters, 
slotted sci'tions, and ])rol>('s tosi'tlicr with tlic tccliniqiios of tlipir ii.sp are given in Vol. 

] 1 of tllis Sl'r'>'s. 
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sectioa is placed as close to the antenna as possible in order to reduce 
errors in measurement of electrical length. 

The actual measurements consist of moving the probe along the line 
and determining the maximum response and minimum response which 
should be separated by a distance of X5/4. From the calibrated response 
the VSWR is obtained. The distance of a voltage minimum (the reason 
for choosing a voltage minimum rather than a voltage maximum is 
given later) from the load is noted. These two quantities together with 
knowledge of the wavelength in the transmission line suffice to determine 
the impedance of the load. 

Precautions in Standing-ww<e Measurements. — The procedure described 
above is exactly the same as that used in measuring any r-f component, 
except for one very important difference. The antenna is a radiating 
load and therefore precautions must be taken so that reflections from 
near-by walls or objects do not affect the measurements of VSWR or 
phase (position of minimum or maximum voltage) . To avoid or diminish 
the effect of reflections the most intense portions of the radiation should 
be directed toward an open space with as much open space in all other 
directions as possible. Measurements may be taken inside the laboratory 
by directing the main beam at an angle of approximately 45° toward a 
wall, preferably of low reflection. To ensure that the space in which 
measurements are being made is satisfactory, the antenna should be 
moved to several positions (varying the distance to the wall and changing 
the angle of incidence plus or minus a few degrees from 45°) and the 
effect on phase as well as VSWR observed. If no changes occur, the site is 
satisfactory. Particular caution must be exercised when impedance 
measurements on low gain, nondirective antennas such as beacons are to 
be made. If such antennas are to be mounted on a metallic sheet in actual 
use, impedance measurements should be made in such a way as to simulate 
as closely as possible the actual final conditions. 

Several other precautions must be taken to ensure the accuracy of 
VSWR and phase measurements. The probe should be loosely coupled 
to the line in order to avoid alteration in the standing wave pattern which 
will occur if the probe has an appreciable reflection coefficient. The 
reflection coefficient of a probe is a function of the tuning of the probe 
as well as the probe insertion. The effects of this will be discussed in 
more detail in Sec. 15-7. For a matched generator this reflection results 
in apparent VSWR less than the true VSWR and asymmetry in the 
standing-wave pattern with the maxima and minima not separated by a 
quarter wavelength. The position of the minimum is not afi'ected appre- 
ciably. If Tf is the reflection coefficient of a tuned probe when the 
line is terminated in its characteristic impedance, the measured VSWR 
corresponding to a load of reflection coeflicient Tl is less than the true 
value by the factor (1 - |rirp|)/(l -|- IrLFpl). Thus, for example, a 
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probe presenting a reflection coefficient Tp — 0.05 will measure a stand- 
ing-wave ratio = 4 as = 3.75. If the internal impedance of th(! 
generator is different from the characteristic impedance of the line 
(mismatched generator), these effects will be even more aggravated. 

The probe mount should be tunable so as to obtain maximum output 
for various frequencies and for a given probe insertion. Tuning should 
be smooth and not subject to erratic contact; the probe is generally a 
fairly high Q device, and the response will be affected easily by instability. 
Furthermore, for a given probe i-^sertion the reflection coefficient of the 
probe will be real when the probe is tuned; under the latter condition no 
asymmetry will result in the standing-wave pattern although the meas- 
ured VSWR will still be loss than the true VSWR. 

The response of the probe and indicator must be calibrated. It is 
not safe to assume that the response is proportional to the square of the 
voltage. A crystal detector' is accuirately square law only for very 
low r-f power levels. The law of the crystal varies from crystal to crystal; 
for a given crystal it is a function of the power ]cvel and the load of the 
indicating system. A cnrrent-bias(Ml boloinclcr element, such as a Littel- 
fusc, is \'ery accurately sfjuare ];i\v over a very large luiige of power 
levels except in the neighborhood of burnout. A simple and convenient 
method for calibrating the detector will be given in Sec. 15-(5. 

Irregularities in the standing- wave pattern are frociucntly due to 
structural defects in the slotted section such as erratic contact between 
the probe carriage and the line. A common failing of coaxial-line sec- 
tions is that the inner conductor is not accurately concentric with the 
outer. The usual effect is a probe depth varying almost linearly along 
the section resulting in a standing-wave pattern that appears to be super- 
imposed on a monotonic voltage; this effect is known as slope. The 
effect of slope can be compensated for by calculating the VSWR from the 
ratio of the geometric mean of two maximum values of response separated 
by X/2 to the minimum value between them or by taking a maximum 
response divided b>' the geometric mean of the two minimum responses 
on both sides of the ma.ximum. Both procedures should give the same 
result. Actually an arithmetic average is satisfactoiy. The average of 
two maxima divided by the average of two minima should not be u.sed in 
correcting for slope. Maximum and minimum values should be taken 
near the center of the slotted se(?tion so as to avoid the edge effect at the 
ends of the slotted section. 

The impedance of the slotted section shotdd be the same as that of 
the feed line of the antenna being invcsligaf od, and good electrical contact 
between the two lines should occur. Foi- most acc\irate results the lines 
should also be geometrically the sam(>. For example, if two 50-ohm 

' A gciii'ral (liMciissioii of detectors is given in Bee. lC-3. 
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coaxial lines with an appreciable difference in the radii of their respective 
conductors are connected together, the two lines will not be matched 
because of the capacitance introduced by the junction. 

15-5. Determination of Electrical Length. — In determining the 
proper position for insertion of imp(Mlance-matching devices, accurate 
knowledge of the position of a voltage minimum point close to the antenna 
terminals is required. For good impedance matching, this information 
frequently must be known to a higher degree of accuracy than the value 
of VSWR. To reduce the error in determining the position of the voltage 
minimum the standing-wave section is always put as close to the antenna 
as is physically possible. 

Voltage minima in the slotted section are first determined. Deter- 
mination of the position of a minimum by adjustment of the probe posi- 
tion so that the response is a minimum is inaccurate, since with normal 
VSWR the minima are broad and the position is hard to determine 
exactly. A more accurate method is to determine the position of the 
probe for equal response on both sides of the minimum; the average of 
these positions will then be the location of the minimum. For greater 
accuracy the average position for several different responses may be 
taken. Having located such a minimum positiim, it may be transferred 
up the line an integral nTunhcr of huH' wavelengths to a point near the 
antenna terminals. In actual piactico, except for certain simple cases, 
this is easier said than done. 

Perhaps the best method for transferring the position of the minimum 
is to short-circuit the transmission line at a point close to the antenna 
terminals and to use this as a reference point. This method, of course, 
assumes that s\K'h a short circuit can be made. This will usually be \r\w 
for experimental antennas, but not usually with production antennas. 
Consider as an illustration Fig. 15-2 which shows the experimental setup 
for determining the voltage minimum near the terminals of a coaxial- 
line-fed antenna. Let h be the position of a voltage minimum in the 
slotted section in Fig. 15-2a. The feed is now removed at the fitting, 
and a shorting plate is placed at the end of the coa.xial line ;is in Fig. \5 '2h. 
A new voltage minimum (z(!ro) is located at k on the load side of position 
li. Transferred up the lino, this now minimum is at the short circuit 
or an integral number of half wavelengths from the tihort ciroiit and 
therefore provides a convenient reference point to which the load voltage 
minimum may be referred. Areas\u-ing a distance |/i — toward the 
generator from the shorting plat(! determines the load voltage minimum 
position relative to the short ciicuit. 

For air-filled coaxial lines, tlu^ measured physical lengths and elec- 
trical lengths will show good agreement, because the wa^'elength is inde- 
pendent of variations in line impedance. However, in waveguid(^s the 
guide wavelength de;,;'nds on the dimensions of the guide; hence the u.'^c 
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of an incorrect guide wavelength will lead to an error in the location of a 
transferred voltage minimum. For example, suppose that X„ were 
actually 4.52 cm in the transmission line and a guide wavelength as 
determined in the slotted section were 4.50 cm. If one wished to find 
the position of the voltage minimum approximately 90 cm (about 20X„) 
from the minimum in the slotted section, then the error resulting from 
the use of the value 4.50 cm instead of 4.52 cm would be 20 X 0.02 = 0.4 
cm. The shorting method discussed in the previous section would almost 
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Fig. 15'2. — Short-circuitod line technique for doteniiininR electrical length. 

completely cancel this ei-ror. It should bo emphasized that this proce- 
dure assumes that the connectors, bonds, or small variations in impedance 
in the transmission line are reflectioiiless and therefore cau.se no phase 
shift. 

When the .shorting method cannot bo used, the problem becomes more 
difficult, and various tricks may bo used witli more or less accniracy to 
give the desired information. One method frequently used in waveguide 
matching problems is to have made; a set of experimental inductive 
irises of various openings, .similar to that in Fig. 15-3, so that the outside 
dimensions of the frame of the oxperimontal iris are s\ich as to ensure a 
snug fit inside the waveguide with just sufficient clearance to permit 
sliding. To a given peiccntage open area of the indiu'tive iris there (cor- 
responds a definite mismatch which w ill be eliminated by locating the 
iiris in the proper position. Knowing the VSWR of the load from meas- 
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Fig. 15-3. — Trial iris. 



urement, an iris whose open area is most nearly that required to cancel 
the mismatch is chosen from the set and slid along inside the waveguide 
to a point in that portion of the waveguide where it is desired that the 
matching transformer should be. The position of 
the experimental iris is varied until a matched (or 
nearly matched) condition is obtained. The posi- 
tion of the iris so determined for a minimum V'SWR 
then determines the proper point for actual inser- 
tion of an inductive iris. This method has been 
found to give the proper position to wilhin a milli- 
meter in 1 by ^-in. waveguide. The size of the 
actual iris to be inserted is obtained from the 
VSWR of the load and knowledge of the inductive susoeptance intro- 
duced by an iris a.s a function of the iris opening.' 

Another method that may be used in waveguides is to cut a small 
hole in the center of the broad side of the waveguide near the antenna 
terminals and to introduce a capacitive screw. The VSWR and position 
of the minima are obtained for several screw depths. A voltage mini- 
mum position is assumed to he ;ii the screw position. Referring to this 
point, the admittance of each value of VSWR and phase are plotted on 
the admittance diagram. ^ It will then be observed that the pointsdonot 
fall along a vertical straight line corresponding to capacitance being added 
with increasing screw depth. The points will all be on a straight 
line when they have all been rotated the same pha.se angle on their 
j'cspective r- circles. In the e.xample shown in Fig. 15-4, rotating each 
point 30° on its corresponding VSWR circle the points then fall on a 
vertical straight line with added screw insertion increasing the capacitance 
in parallel. This then means for this example that the true voltage 
minimum is located a distance I = 30X/720 toward the generator from the 
position of the center of the screw. In practice, this method is subject 
to error because there is, in addition to the capacitance of the screw, a 
small shunt conductance which increases with increa.sing diameter of 
the screw. For small screw diameters and small screw depths this 
method fj;iv('s an appro.ximate position for the minimum. 

15-6. Calibration of Detection System. — As has been stated pre- 
viously, the law of response of the detection system must be known for 
accurate measurement of \'SWR. If an accurate attenuator is available 
and the power level is known, the response as a function of power input 
can easily be determined. Or a (calibration is available if the lesponse 
system can be compared with a kno\vn response system. Both of these 
methods have been used. HoA\ever, the method discussed below is a 
simple one, utilizes the apparatus aheadv available for X'SWR measiire- 

^ Waveguide. Handbook. (Vol. 10 of this series.) 
' Src Sec. 2-8. 
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ments, and can be carried out easily from time to time if a variation in the 
law of the detection system is suspected (as may happen when a crystal 
is being used). 




-1.0 

1.5 2,0 2.5 

Fig. 15-4. — Admittance diagram for capacitive screw. Increasing screw depths correspond 
to increasing capacitance in parallel. 
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Fig, 15-5. — Block diagram for calibration of detector. 

Figure 15-5 shows a schematic setup for this experiment showing a 
shorted standing-wave section being fed by a generator, the power level 
of which is adjusted by a variable matched attenuator. Since with a 
short circuit, the voltage is a sinusoidal function of position [Eq. (14) 
with jrij = 1, 5 = ir] with period X„/2, the response / for the detection 
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system as read on a meter will be given by 

/ = Zo cos" (^-^, (18) 

where the exponent n is the so-called "law" of the system and I is the 
maximum response at Z = 0 (note that I = 0 here refers to the position 
of maximum response). The law of the detector may be a function of 
power level, a not uncommon occurrence in the case of crystals. Equa- 
tion (18) can be written 

logio Y 

n = 1^^. (18a) 

logio cos — 

"0 

It is advisable to plot the experimental values of logio I /Jo vs. logio 

cos 27r//X|, in order to smooth out exporimontal irregularities. The slope 
of the curve at any indicated level 1 is equal to n. 

If w = 2, the system is a square-law system and the meter readings 
are therefore proportional to the square of the voltage. The ratio of 
maximum response to minimum response for a load then gives directly the 
r' of the load. If n 7^ 2, r'' is given by 

(maximum response)'^"' 
(minimum response)''''"' 

if the law of the system is ni at the maximum reading and at the mini- 
mum reading. For low (VSWR)^ the ratio of maximum to minimum 
response may be used uncorrected if n does not differ greatly from 2. 
For example, suppose that the meter reading were 15 and 10; then 
(VSWR)^ would be written as 1.5; but if the law of the system at both 
levels were 2.2, the true VSWR would be (l.S)^'''-^ = 1.45. 

It is much simpler, when n docs not vary greatly for different power 
levels, to determine n experimentally over 3-db power intervals. If 
21 = d corresponds to the separation of half response, that is, when 
/ = -5/0, then Eq. (ISa) may be approximated by 



^ - 0.1397 



The error in this approximation is less than 0.02 for the range 

1.8 < « < 2.4. 

Figure 15-6 is a plot of n as given by Eq. (18a) as a function of the full 
width rf/X„ at half response. It should be noted that rf/X,, must be deter- 
mined accurateiy because an error of 0.01 in r/ 'X,, results in an error in n 
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of 0.2. For small wavelengths a dial indicator calibrated in thousandths 
of an inch is mounted on the standing-wave section for accurate measure- 
ments of d. 



3.2 




0.20 0.22 0.24 0.26 0.28 0.30 



Fig. 15-6. — Detector law vs. full width rf/N„ at half response. 

A possible procedure to be used is as follows: (1) Use the same 
microammeter or audio amplifier that will be used with the crystal or 
bolometer in practice. This is necessary, since the apparent law of the 
detector depends on the impedance of the metering arrangement as well 
as on the r-f power level. (2) Adjust the power level by varying the line 
power level or by varying the probe insertion. The probe insertion should 
be so small that the standing-wave pattern is not disturbed as it is moved 
along. This may be tested by monitoring with a second probe held at a 
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fixed position in a slotted section between the generator and the section 
carrying the detector being calibrated. If the fixed probe reading is 
independent of the position of the moving probe, the insertion depth of 
the latter is acceptable. (3) Measure the separation of the points 3 db 
down from the maximum for several maxima positions along the standing- 
wave detector. Average these values of d. (4) The distance between 
alternate minima will be the wavelength X, in the transmission fine. 
In the case of coaxial lines the Avavelength is best obtained by means of a 
precision wavemeter. (5) The average value of n for these conditions is 
then determined from Fig. 15 6. (6) Determine n at other power levels 
by a similar procedure. 

15'7. Probe Reflections. — The whole of the pre\'ious discussion in 
regard to making standing-wave measurements by means of a probe in 
a standing-wave detector is based on the assumption that the probe itself 
does not affect the field being measured. If the probe has a reflection 
coefficient different from zero, considerable error may result in the deter- 
mination of the law of a detector or in the measurement of standing-wave 
ratios, especially if the mismatch being measured is great.' The most 
noticeable effect of probe reflections is a distortion of the observed stand- 
ing-wave pattern. 

For the most part, results that occur in standing-wave measurements 
may be accounted for by assuming that the probe is a shunt admittance. 
We may obtain the voltage V at any point of the line by Ecj. ((i) upon 
replacing Fi, by the combined reflection coefficient of the load and of the 
probe. For simplicity, assume that the generator is matched so that 
r<7 = 0. The v(>lt'ifj,(' will bo jjroporl ional to (1 -\- T^n), where r,if is the 
total reflection coefficient at the probe. The latter can be sho^\"n to be 

r.„ (20) 

in which IV is the reflection coefficient of the probe, given in terms of the 
probe admittance Fp bv 

■F,. 
Fp + 2F„' 



IV = 



and is the reflection coefficient of the load referri>d to the pioljc 
position 

The voltage variation, therefore, in terms of Tl and is given as a 
function of z by 

V = const r^/^V e - f. (21) 

' Y. Dowker and R. M. RcdhcfYor, "An Investigation of R-F Probes," Mj Report 
No. 483-14; W. .\ltar, F. li. Mjir.sliall, L. P. Hunter, "Probe Krrors in Standing-wave 
Detectors," Proc. IRE, 34, I, 33-44. 
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The effect of a finite reflection coefficient as given by Eq. (21) in 
measuring VSWR and phase shows the following results for a matched 
generator (for a mismatched generator the state of affairs becomes even 
more complicated). For a tuned probe the measured VSWR will always 
be less than the true VSWR ; however, the minima and maxima will occur 
in their proper positions. For an untuned probe the measured VSWR 
will also be less than the true VSWR; the standing-wave pattern, how- 
ever, becomes asymmetric with maxima and minima displaced from their 
correct positions and maxima and minima no longer separated by Xj/4, 
despite the fact that adjacent minima are still separated by X/2 as are 
also adjacent maxima. The position of the minimum is less affected 
than the position of the maximum; the higher the VSWR the less the 
minima are affected; and it is for this reason that minimum position has 
been recommended instead of maximum position for phase determina- 
tions. For example, for a load mismatch \Tl\ = 0.1 (r^ = 1.49), with 
Vp = — O.le"''*' the minimum position is displaced only 0.0063Xs from its 
true position: and for Tl = —1, the minimum is not displaced at all. 
In the calibration method of Sec. 15-6 a probe reflection as small as 
Tp = — .005 will lead to an apparent value of w = 1.97 where the correct 
value is n = 2. 

PRIMARY FEED PATTERN MEASUREMENTS 
15-8. Primary Pattern Apparatus for Point-source Feeds. — The 
dimensions of microwave radiating systems that are employed as point- 
source feeds for reflectors and lenses are such that the physical distance 
from the food at which the radiation zone sets in is within the dimensions 
of normal laboratory space. The distance is, of course, large compared 
with the feed dimensions in conformity with the requirements of the 
far-zone fields (Sec. 3-11). A complete primary pattern consists of the 
spatial distribution of radiated energy about the feed, the surfaces of 
constant phase, and the orientation of the electric vector (polarization) 
at all points on a sphere centered at the feed. The techniques for deter- 
mining each of these components of the pattern in the radiation zone will 
be considered in the following sections. 

The technique of measurement is, in general, the choice of the experi- 
menter. It has been found convenient, however, to take transmitting 
patterns of primary feeds; that is, the particular feed in question is made 
to transmit microwave energy of the required frequency, and a small 
horn or pickup is then used to measure the intensity of the radiated 
energy, phase, and polarization. Later, in discussing the measurement of 
secondary patterns — the pattern of the composite antenna — it will be 
convenient to consider receiving patterns. 

Transmitting patterns may be obtained in principle by receiving the 
radiated energy from the transmitting antenna in a polarized pickup 
antenna at all points on a large sphere centered about the transmitting 
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antenna. A suitable form of apparatus to accomplish this for an essen- 
tially point-source primary feed is sketched in Fig. 15-7. The r-f com- 
ponents illustrated are typical 9400-Mc equipment. The general layout 




Fig. 15*7. — Apparatus for primary pattern measiirements on point-source feeds. 



!»nd ideas, however, may be used throughout the microwave region. 
As an r-f source, a square wave modulated klystron has been utilized 
to give a steady output. The output from the generator is connected 
by means of coaxial cable to the waveguide that is terminated by the 
feed under study, which is shown here as a horn. A cavity wavemeter 
is included in the r-f line. The line and feed are clamped in an adjust- 
able mount so that the apparatus may be properly aligned. These 
adjustments include horizontal and vertical displacements as well as 
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means of rotating the feed about its axis (feed axis being here defined as 
the direction of peak radiation). The feed is mounted so that its approxi- 
mate center of phase is located on the aximuth axis of rotation of the 
pickup antenna. The pickup antenna is mounted on a turntable illus- 
trated here as a 30-in. gun mount, the upper ring of which is free to rotate 
on ball bearings between it and the lower ring. The pickup may be 
rotated about a horizontal axis, and its distance from the axis of the gun 
mount is adjustable. 

If only intensity and polarization measurements are of interest, the 
detecting element may be placed behind the pickup and the output 
delivered directly to the indicating system. Illustrated in Fig. 15-7, 
however, is a system suitable for the measurement of phase as well as 
of intensity and polarization. In order to eliminate cable flexing which 
may produce phase errors, the energy is delivered to the detecting system 
via a cable, fastened to the pickup mount, to a rotating joint mounted 
with its axis coinciding with the turntable axis, and from the joint to 
the detecting system by a fixed cable or a rigid waveguide. The detect- 
ing system consists of a tuner, a slotted section on which is mounted a 
movable tunable probe through which r-f energy from the source may be 
introduced for phase determinations,' and finally the detecting element, 
crystal or Littelfuse. For intensity measurements the cable from the 
r-f source to the probe is disconnected. 

A detecting element, which has been found to be very satisfactory, 
is a current-biased Littelfuse or Wollaston wire. This is in series with the 
transformer input of a low-noise, narrow bandpass, 10,000-gain, linear 
amplifier. The change in the resistance of the element is proportional 
to the modulated r-f power input over a very wide range of power level, 
and the resultant readings on a model 300 Ballantine voltmeter or 
other suitable electronic voltmeter are very accurately proportional to the 
square of the field intensity. A crystal may bo used as a detector with 
the above apparatus; but although the sensitivity is of the order of 10 db 
greater than the Littelfuse, the law of the crystal varies as a function of 
the r-f power level. Consociuently, it is necessary to know the calibration 
or law of the crystal as a function of the power level before correct field 
intensities may be obtained. This objection to crystals holds only for 
intensity measurements and not for phase measurements. In addition, 
the law of the crystal has been known to change with time and handling. 
Crystals are preferable for both intensity and phase measurements if a 
c-w source and superheterodyne detection system are used instead of the 
modulated source and amplifier-\'oltmeter system, since the r-f power 
level required is greatly reduced and the crystal is square law for low 
power levels. 

.\s far as pos-sible, all r-f components should bo well matched to obtain 
' \\\ altcrnativt* metluMl for pr(>\'i(linK a plia.sc rcfcroiicc is tlisiai.sscd in Sec. KS Pi. 
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maximum-power transfer and to prevent possible interactions. Gen- 
erators should usually be loosely coupled to avoid a change in power 
output and frequency due to a variable load. The same techniques 
and cautions required in other r-f measurements are generally true for 
antenna measurements. However, in some cases, mismatch in the var- 
ious elements does not result in incorrect measurements. Wherever good 
matching is required, this will be emphasized in the text. 

There are several requirements that the pickup antenna should 
satisfy. (1) It should be polarized and arranged so that reflections from 
its mount will be negligible. (2) The pickup should be mounted so that 
its feed axis is perpendicular to and intersects the turntable azimuth 
axis. (3) The pickup should have some directivity in order to minimize 
the effect of possible reflections. (4) The pick\ip should be capable of 
being rotated about its axis in order to determine the polarization of the 
antenna being studied as well as to measure intensity for various orienta- 
tions of the transmitting antenna. It is also desirable to be able to vary 
the distance of the pickup from the turntable axis so that the field 
may be measured at different distances from the feed when necessary. 
A simple and suitable pickup antenna consists of a rectangular waveguide 
horn of mouth dimensions such that the aperture in the oleptric plane is 
equal to the width of the waveguide in the magnetic plane. For exam- 
ple, in the 3-cm region a fairly well matched polarized pickup horn is 
obtained by flaring 1- by ^-in. rectangular waveguide to an aperture 
1 by ] in. 

The primary pattern apjiaratiis should be located in as open a space 
as possible to eliminate undesirable reflections from surrounding objects. 
It is very difficult to establish a criterion for this because it is afunction 
of the desired accuracy, the size and directivity of the feed as ^\■ell as 
of the pickup, and the scattering cross sections of the various objects in 
the neighborhood of tlie apparatus. In many cases it is difficult to 
ascertain the cause of unexpected peculiarities in the pattern. If there 
are objects near-by suspe(?ted of reflecting, the effects of their removal 
naturally should be observed. If a symmetrically constructed feed is 
being studied, the presence of a side lobe on one side and not on the other 
at the same angle denotes cither an error in the alignnieiit of apparatus 
or the presence of a reflecting objec't on one side. A useful precaution 
against the effect of reflections, in particular those of near-by walls, 
is to cover the scattering objects ^ith microwave absorbing material. 
One must be certain that the material is actually an absorijer in the 
wavelength region being considei-ed, pait icularl\' if a lossy material 
backed up by a metal sheet is \i.scd as an absorber.' In this case, the 
angle of incidence as well as the wavelength must be considered. 



' .\n i^fP('r.'tiv<? ;il)s(jrhinK .scnioi ciiii f)0 constnictcil hy h;i.('kiiig a sluh of wood »i 
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In general, the apparatus itself should be as free as possible of refleeting 
surfaces or objecls. Patterns should be taken preferably in azimuth 
because reflections from a horizontal surface may be made symmetrical 
and Avith the usual directivity of feed and pickup they will be negligible. 
The primary radiator and pickup should be located as far as possible 
from horizontal surfaces such as the table and ceiling in order to minimize 
the effect of these reflections. In most cases, if the distance between 
the table and the feed is of the order of 10 wavelengths or greater, very 
little trouble will be encountered. 

A number of other more elaborate primary pattern setups have been 
devised, primarily with a view to greater accuracy in phase measure- 
ments. One possibility is to use a vertical transmission path, thus 
eliminating reflections from either the floor or the ceiling which may 
conceivably cause errors in phase measurements made on the apparatus 
described ab()\-e. However, a vertical-path device is considerably more 
complex mechanically and is warranted only where definitive measure- 
ments are re(|uived. 

15-9. Intensity Measurements. — The intensity patterns in the princi- 
pal electric and magnetic planes (hereafter to be denoted by E- and 
//-planes respectively) are usually sufficient for simple antenna designs; 
sometimes, however, a knowledge of a greater portion of the space pat- 
tern is retjuired in more careful antenna design. The method for deter- 
mining the field intensity as a fimction of direction will be discussed first 
for the principal E- and //-planes and then for other planes or cuts. 

The r~f components need not be well matched when only relative 
intensity mea.surements arc required. ^Mismatch in the various com- 
ponents will affect only the power level at the detector and will not 
therefore affect the measurement unless the mismatch is variable. The 
separation of feed and pickup should be of the order of 2fP/X or greater, 
where d is the maximum aperture of the feed. For small d of the order 
of a wavelength, this requirement may be open to question, and one 
should in this case have a feed-to-pickup separation of at least several 
wavelengths. These criteria ensure that the feed is being examined in 
its Fraunhofer region. The distances suggested will minimize interaction 
between the transmitter and receiver. If the feed is to be used in com- 
bination with a rePiector such as a paraboloid, it is desirable that the dis- 



qijart(T wa-velciiKth (dich^ctruO thick witii a im'tal sheet and fuciiig it with resistive 
cloth. Tlie latter i.s an aqiiadnK-iinprejjn:il('d faln-ic sokl by the U.S. Hiibher Company. 
On the ussuniption that the thickness iif the falu'ic is nes{li);ilile tlie .surface resistance 
of the efjth shoiiki be 377 oliiiis. It lias been found, however, that the fabric thick- 
ness is not nesligiblo and tliat a surface resistance in the neigliliorhood of tiOO olnns 

is more etfective. The screen with ^ thiekiies.s is nio.st <'ffective at normal incidence. 



562 



ANTliiSNA M EAHUREM ENTS— TECHS IQUEti [Sec. 15'J 



tance from the pickup to the feed should be roughly equal to the distance 
from the feed to the contemplated reflector. 

A check on whether the Fraunhofer pattern is being measured may 
be obtained by moving the pickup away from the feed at a fixed angle, 
say the peak direction, and determining whether the power response, as 
measured on the electronic voltmeter, varies inversely with the square 
of the distance. Figure 15-8 illustrates the dependence of the measured 

120° I 1 1 1 1 1 1 1 1 n 
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Fio. 15-8. — Tenth-power width 0 as a function of the path distance R between test horn 

and pickup horn. 

10-db width of the intensity pattern upon the separation between a 

feed and the pickup. It will be seen that the beamwidth becomes prac- 
tically constant for path distances greater than 1.5rf-/^- This is in agree- 
ment with the choice of 2d'^/\ as a minimum separation (cf. also Sec. 6-9). 

To measure the i/-plane intensity distribution, the primary feed 
under study is mounted so that the estimated center of feed' is located 
directly over the center of rotation of the turntable and the feed oriented 
so that the ^-vector is vertical. The pickup horn with i'-vector vertical 
is aligned with the feed so that the axes of the feed and of the pickup, if 
extended, become a common horizontal line. The //-plane intensity 
pattern is then determined by moving the pickup feed in azimuth ut a 
fixed distance and taking readings from the voltmeter as a function of 

' Tho center of feed or center of pliase is tliat point in tlie primary feed w liicli i.s tlie 
center of the circle that most nearly approximates the curve of e(niiplia.<e (ttee Sec. 
1511). 
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angle. With a square-law detection system the relative pow^r per unit 
solid angle is thereby determined as a funrtion of angle for the principal 
//-plane of the radiation field. By rotating the pickup and food 90° 
about their own axes and carryinir out the procedure described for the 
//-plane, the principal /J-plane pattern is determined. 

Various methods of presenting this data have been used, each 
with its own merit. All too fre- 
quently in the literature and re- 
ports there is a failure to label 
properly the intensity a.xis as field 
intensity or square of field inten- 
sity (power pattern). A semi- 
logarithmic plot of the power as a 
function of angle is commonly 
used and has the advantage of 
emphasizing the lobe structure. 
The relative field intensity (or 
simply the relative field intensity 
squared) as a function of angle on 
a polar plot is valuable for obtain- 
ing a good picture of the field dis- 
tribution; in partieulai- foi- field 
intensity, this plot gives the rehi- 
tive range as a function of angle at 

which a given receiver will receive a constant signal from the fixed trans- 
mitting antenna (c/. Sec. 1-2). 

We now have the principal /i'- and //-plane intensity patterns; 
let us consider the problem of obtaining the space distribution of intensity 
and the polarization. We define a coordinate system a and ^, shown in 
Fig. 15-9. The 2-a.\-is is the axis of the )jrimary feed; 4' represents rotation 
of the pickup about the axis of the tiirntable; and a represents the orien- 
tation of the A'-vector at points on tlie feed axis relative to the plane 
defined by the y- and 2-a.\es. Tiie appai atus is first lined up, as described 
before so as to obtain the principal //-plane pattern. To check the 
polarization in this jjlane, at each azimuth position of the pickup, the 
pickup is rotated about its axis until the maximum power is received. 
The angle of the pickup then determines the angle of polarization of the 
radiation at that point. After the polarization and intensity have been 
determined for the principal //-plane pattern, the feed and pickup are 
n>turned to their initial condition of a = 0 and \p = 0. The feed is then 
lotated through an angle a (say 10°) about its axis, and the pickup is 
rotated through a similar angle so that their [xilarizations are parallel. 
The intensity reading should he exactly tlie .same as the initial reading. 
Note that this method has the desirable feafuri' that as each cut is taken 




Turntable axis 
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the power level is checked at i/- = 0, that is, for peak intensity. The 
pickup is again moved in azimuth; and at each angle i^, the maximum 
intensity and polarization are obfained as above. This procedure is 
repeated for successive values of a. If the field-inl ciisity-sqnared data 
are plotted as a function of a and \p on suitable coordinate paper, contours 
of constant intensity can be draw n. 

Direct polarization on a paraljoloid is that component of the radiated 
primary field which, after reflection from the paraboloid, is parallel to 
the dominant polarization of the antenna pattern. Direct- and cross- 
polarization components exist for each point on the paraboloid. If one 
is interested only in the direot-polarization component of this feed for 
use with a paraboloid, the procedure discussed above is considerably 
simplified. For example, the //-plane pattern is taken without rotating 
the pickup about its axis for polarization determination. Likewise, if the 
feed is rotated by an angle a for the a cut, then the pickup is rotated 
the same angle a and kept there while the inten.sity as a function of ^ 
is observed by moving the pickup in .•izimuth. This iiroccdurc is correct 
as may be observed bv considering the properties oi a paraboloid of 
revolution. If for any reason the cross-polarization pattern of the feed 
is desired, it may be obtained exactly as above with the exception that 
when the feed is rotated a degrees, the pickup is rotated a + 90°. 

If we now desire to determine the contours of constant intensity on a 
paraboloidal reflector, in order to obtain optimum illumination of the 
reflector area,^ we may, by a suitable transformation of coordinates and 
remembering to account for space attenuation, project the contours of 
constant inten.sity already drawn on the sphere onto the paraboloid.^ 

15-10. Phase Determinations. — In determining the phase front of a 
primary radiator it is usually considered sufficient to examine the phase 
in only the principal E- and //-planes^ since, if the curves of constant 
phase in these two planes are circles with a common center, it is reasonable 
to expect that the phase front is spherical. How ever, if other planes are 
of interest, they may be examined in a manner similar to that employed 
for intensity measurements. The met hods lor determining phase involve 
the comparison of energy from the pickup horn with energy from the r-f 
source. The apparatus for the method described here is illustrated in 
Fig. 15-7. The power from the r-f source is divided between the pri- 
mary radiator and the tunable sliding probe in.serted in the wav(>guide. 
Energy from trie pickup and fiom the source will then add in or out of 
phase at the detector depending on the pi-obe jiosiiion. 

If the phase distribution in the //-))lane is being investigaled, then 

' Si-c Scr. 12-14. 

M. I. HoliiK'rt luul T. ,(. Ivcarv, licport Xo. O). .Miircli liUf,; .f. [. lioliiicrt, 
HI, Hcport Xo. Fcbnnirv llM.'i; S. ,1, Mason. ''Horn Fi-cils lor r;iv:il)olic licllcc- 
tors." HI, Koport .\o. (iiK), .I:iTiii:iry pi). 21 22. 
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the apparatus is lined up as before for 77-plane intensity measurements 
with the axes of the pickup horn and primary radiator coinciding. 
Keeping the pickup fixed, the position of the probe is varied until a 
minimum signal is observed on the electronic voltmeter. For this situa- 
tion, the monitored power and the pickup power arc out of phase. This 
will be the reference value, and the position of the probe is recorded. It 
will be noted that a similar minimum will occur if the probe is moved a 
distance X„ (X if the detection components 
are coaxial), since this represents a 360° 
change in phase. For this setup, motion of 
ihe probe toward the bolometer is equivalent, 
so far as phase is concerned, to keeping the 
probe fixed and moving the pickup toward 
the primary radiator along a radius through 
the center of feed. Therefore, moving the 
pickup a distance d toward the radiator is 
equivalent to moving (he probe a distance 
p = d(X„/X) toward the bolometer. The 
reference value for the prol)e ])()siti(>n hav- 
ing been determined, additional points on 
the phase front are determined in he follow- 
ing manner. The pickup is moved in azi- 
muth through an angle ^; again the position 
of the minimum is noted; and the difference 
p from the reference minimum position is obtained 
through the required range in angle rp- 

If the position of minimum deflection is independent of ^, then the 
phase front in that plane is a circle whose center is exactly the point on 
the feed directly over the turntable axis of rotation. This determines 
the center of feed in that plane. If the minima positions are different, the 
estimated center of feed, whose location is known to be on the z-axis as 
shown in Fig. 15-10, may be corrected by means of the ecjuation 




Phase front 

Tig. 15-10. — Center of feed 
correction. Pickup moves on 
rirclo of ra(Iiii<! H. Trvie wave- 
front is circir of radixis r. 

Koft-reiu-c Jioiiit — 0. 



Tliis i.s carried c>u(, 



r - R =^ d - 



d_ 
2R 



— cos \j/ 



R 



(22) 



where r — iB is the correction to be added to (h(> assumed center of feed 
located in this plane and on the axis of the turntable, ^'alucs of d at 
corresponding angles ^ are obtained from d = ±p(X/X„) with due regard 
to the choice of sign, the plus sign corresponding to motion of probe away 
from bolometer. Since R is hirge. and ?■ — R is small, the correction term 
may be obtained with a hiijh degi-ep of accuracy. The relation above may 
be obtained by considerin.!? Fig. 1 fl-l 0. It will be noted that d or p(X Xj) 
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is measured along the radius r. IW the law of cosines, 

{r - dy = ft2 + (/• - RY + 2R{r - R) cos i^, 
or solving for r, 




1 — cos ^ — p 



when R is subtracted from both sides, the desired relation is olitained. 

Experimental Precautions. — Several practical precautions should be 
taken in order to ensure proper phase measurements. The power from 
the probe and from the pickup into the bolometer should be of approxi- 
mately the same level in order that well-defined minima should occur. 
It is undesirable to change the power level from the generator or the 
probe tuning during the phase measurements, since not only is it a 
nuisance but there is also the possibility of a change in phase. A recom- 
mended procedure is to adjust the tunable probe at first so that the 
power which it delivers to the bolometer is 6 db below the power delivered 
by the pickup in peak position. This may be accomplished b.v first dis- 
connecting the probe and then rotating the pickup in azimuth until the 
power delivered to the bolometer is G db below peak value. The proljc 
connection is then made ; the probe moved to a minimum position ; the 
probe tuning adju.stcd to deepen the minimum; and finally, the minimum 
may be sharpened by adjusting the probe depth. Slightly more tuning 
may be necessary after the probe depth is (!hanged. The probe depth 
should not he so great as to have a large reflection coefficient. After the 
above adjustments have been made the probe tuning is not varief! (hiring 
the phase measurements. The least change ix^tucen maxima and 
minima over a 12-db range of pickup power will then be that in which the 
powers from the pickup and the probe differ by a factor of 4 (0 db), and 
therefore the amplitudes will differ l)y a factor of 2. The r(>sulting latio 
of the maxima amplitude to the minima will be (2 + l)/(2 — 1 ) = 3. and 
the ratio of maximum to minimum voltage as observed on the Hallantine 
voltmeter will be 9, which is sufficiently large for accurately determining 
minima. 

With tlif system described nhovc it is necessary that a good mutch 
ensured looking from the bolometer to the pickup, .since the i)ow(>r 
radiated by the probe into the line di\ ides. part going to the bolometer, 
part going toward the pickup hoin. To obtain a good ma(<'li a tuner is 
placed V)etweeu (he probe section and the i--f line connected to the |>icku\) 
horn, as in Fig. 15-7. If this st;ction is mismatched, tlie power deli\ ('red 



Sec. 15-10] 



PRAtiE DKTERMJNA TIONS 



567 



by the probe to the bolometer is a funotion of its position along the line, 
with a maximum to minimv<m ratio proportional to the (VSWR)^ (looking 
from bolometer to pirkup), and a period of X„/2. As a result false minima 
may oocur wHh rough'ly X„/2 sparing instead of the expected X„ spacing. 
A good check on the phase-measuring equipment is to make sure that 
no maxima or miiiima occur other than those exactly X„ apart. 

The effect of a mismatched pickup may be illustrated by the following 
example. Suppose that the voltage amplitude at the bolometer from a 
matched piokup is unity and that the amplitude from the probe at the 
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bolometer is 2, its phase being dependent on its position; then the resultant 
fif^ld at the bolometer is 

A' = 1 + 2e''^'+*', (23) 

where z is the distance of the probe from the pickup and <^ i.s a phase angle 

that leprescnts the relative phase l)et\veen tlie voltage at the probe knd 
at the pickup. The power into the boUjmeter is proportional to EE* 
which is 

EE* = 5 + 4 cos (2/3z + <!;>). (24) 

Illustrated in Fig. 15-11 is a plot of EE* as a function of z for the case 
<t> = TT. Here has a minimum ^ alue of 1 at s = 0 and a maximum 
value of 9 at z = X„/2 and oi her minima at X,,, 2X, . . . and other maxima 
at 3X„/2, 5X„/2 .... Hiis exami)!e shows tlie proper periodicity that is 
obtained with a well-matched pickup. 

If, however, the pickup is mismatched (for example VSWR = 3), the 
resultant field at the bolometer depends on the probe position and is 
given by 

^ = 1 + 2f"''^+*' + ,.n-^i.+*+o.)^ (25"i 
where the voltage amplitudes are (ho same as in the above example; 
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a depends on the phase of the reflection coefficient of the pickup and 
will be chosen equal to zero in this example without affecting the qualita- 
tive nature of the illustration. The bolometer power, for <t> = ir, will be 

= 2 - (i cos /3z + 8 oos^ ffz. (26) 

The dashed curve in Fig. 15-11 shows the ^'ariation of vs. z. It will 
be noted that instead of a minimum at ? = 0, there is actually a maxi- 
mum, and likewise minima do not occur at X, spacing but at spacings of 
0.378X„ and 0.fi22\„ and are poorly defined. By variation of the ampli- 
tudes and phases other undesirable configurations may be obtained. 




(a) 



a 



% 

Fig. 15-12, — F^quivaleut circuit of r-f probe. 

That the variation of power as (l(>ternuned by the probe position is a 
function of the mismatch of the pickup may be verified by the following 
analysis. If a generator of voltage Va and internal impedance Zo is 
connected to a load Zl by means of a transmission linfe whose charac- 
teristic impedance is Zo and length is L, and if Z,. and Zn are assumed to 
be real (this a.ssumption will not affect the general result), the power 
delivered to the load is r((),l/*(())/2 as obtained from E(is. ((>) and (7); 
setting 7 = j^, wo h;iv(( 

Power to the load = 1 ~ (27) 

2(Z„ + / ^ _ . ,.,,^4.L _^ 

Note that the power delivered is a fvmction of the line length. The inter- 
action between the generator and the load is contained in the expression 
(1 - 2rtr« cos 4irL/X„ + T\Tl) which varies between (1 -1- ViXg)" and 
(1 — r/.rG)^ depending upon the line length. 

The properties of the probe in the phase-measuring circuit, as repre- 
sented in the equivalent circuit of Fig. 15-12tt, may be determined from 
Eq. (27). The impedance of the pickup arm is represented by Zi. 'Vho 
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probe is to be considered as a source with very high impedance; motion of 
the probe will cause U and U to vary, but their sum will be fixed. By 
means of Thevenin's theorem (Sec. 2-4), the above circuit can be replaced 
by the circuit in Fig. 15-125 in which Z'^ is the impedance transformed 
to the terminals aa. The replacement of T'o in Eq. {27) hy V nZy {Z'.^ + Za) 
and of Zo by ZiZc/iZ'^ + Za) gives as the power into the load 

^ ZoF? (1 - r ?,)(l + 2T, cos 20U + rj) 

(1 - 2r.2r,, cos 2/3L +11 r,^) ^ ' 

for Za J5> Zl or Zj. The only factor that contains the position of the 
probe is (1 + 2r2 cos 20h + ri) ^\■hich has a maximum value of 
(1 + r2)- and a minimum value of (1 — 1%)-. Thus the ra1io of maxi- 
mum to minimum power received by the bolometer by varying the probe 
position is (1 + rtY'/i) — or the (VSWR)^ of the pickup arm. 

To remove this variable effect of position a tuner may be used effec- 
tively to make r2 = 0. Another possibility is to use a well-matched 
attenuator pad. A 3-db matched pad or attenuator (looking both ways) 
reduces the reflection coefficient by one-half; a 6-db pad, by one-quartor. 
Suppose, for example, that the pickup (VSWR)- is 9 (r2 = i) and that a 
6-db pad is put between the pickup and the probe section; then the square 
of the resulting mismatch will be 



1 + i X 

1 - -^"x" 



= 1.65, (29) 



thus appreciai)ly reducing the effect of the pickup mismatch. The latter 
method can be used only if the loss in power level can be tolerated. 

Frequency Sensitivity. — In order to reduce frequency sensitivity in 
the primary pattern phase measurements, the path lengths from the 
r-f source to the mixer must be chosen so as to minimize the change in 
phase of the two paths as a function of the wavelength. Consider the 
path from tuner A (Fig. 15-7) to the mixer via the feed and pickup, and 
let there be a length La for which the wavelength is the free space wave- 
length Xo and a length L„ for which the wavelength is X„. If the path 
length La includes a section of dielectric-filled coaxial line of length l^, 
then La = la + Icke ', where la is the path length in free space or air-lilled 
coaxial line and kt is the specific inductive capacity of the dielectric 
section. The corresponding distances from point A to bolometer via the 
probe will be Sa and <S„. The difference in phase bct^\■een the two paths is 
this: 



\ Xo X„ / 



(30o) 
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For waveguide Xj = \o/\/l — (Xo/2a)- sothatdX„/rfXo = (XoAo)', whence, 
on differentiating </> with respect to Xo, we have 

--x; (x.?-wJ" ^ ^ 

For a minimum phase variation d<t>/d\a = 0, and we see that the difference 

in path in \s-aveguide for the two paths should he related to the difference 
in path lengths in coaxial line or free space by 

- = ^" (/.a - Sa). (32) 

It will be noted that this is not the same result which one would obtain 
by simply making the electrical path lengths equal, which gives the 
result Sg — Ln = {\s/\o)(La — Sa). Of course, if only transmission lines 
with wavelength Xo are used, ecjual path lengths in the two directions are 
necessary to minimize the frequency sensitivity. 

As an example of the decrease in frecjuency sensiti\'ity, suppose 
that Xj/Xo = 1.4 and that the frequency of the source clianKcs by 0.2 per 
cent. Calculating from Eq. (,30a) the change in phase that occurs for 
this change in frequency when the proper distance given by Kq. (32) is 
used, one finds it to be ttjW of the phase change obtained by using equal 
path lengths. If La — = 50Xo, the change in phase is 0.034° using 
proper path lengths, whereas with equal electrical path lengths a phase 
error of the 34.6° results. The former is negligi!)le in phase measure- 
ments. In actual practice the roquiremont.s of Eq. (32) need be met only 
approximately if the line lengths in terms of wavelength arc not large. 

15-11. Line-source Primary Pattern. — The measurement of the 
intensity and phase distribution along the length of a line source such 
as a linear array or pillbox is of interest. The measurement of the field 
close to the line source, which usually has a small effective vertical 
aperture and wide horizontal aperture, affords a valuable check on the 
design of the line source. The tcchni(iues involved in this measurement 
are exactly the same as those discussed abo\'e in connection with point 
sources, with the exception that motion of the pickup must be parallel 
to the line source as the intensity and phase measurements are taken. 
This does not represent any difhculty if intensity distribution alone is 
desired. For phase determinations, however, the apparatus becomes 
more complicated, since several rotating joints must be utilized in order 
to eliminate the flexing cables which may cause apparent cliaiiges in 
phase. Figure 15-13 is a sketch of a suitable apparatus, containing 
three rotating joints in order to make ])()ssible the re<iuircd linear n;otion. 
These three are necessary if the line source being .studied is horizontally 
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polarized. For vertical polarization the rotary joint attached to the 
optical bench can be eliminated l)y using a coaxial pickup mounted in a 
bearing. Care mu.^t be taken that the rotary joints are properly designed 
so as not to show a change in phase with rotation. They should be 
fastened in such a way that they \\\\\ not go out i)[ alignment. The 




I'Ki. 15-13, — A\>i)ar^(iis for prniKuy p;Lttfrtt nioiisllrt'lncnts on liiu^-soiirc-f foeds. 
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rotary joints are all mounted in a plane with the first joint fastened to 
the traveling arm of the optical bench, the second movable about a 
circle whose center is the third fixed rotary joint. The r-f output from 
the third rotary joint is shown here being fed into the phase detection 
system. The mixing system illustrated here utilizes the so-called Magic 
T that will be discussed below. The power coupled from the generator 
output for a phase reference is fed into a tunable sliding probe which 
excites the waveguide, one end of which is terminated in a matched load 
and the other end connected by cable to the Magic T. A dial indicator 
(calibrated in 0.001 in.) is shown mounted on the probe section so that 
the motion of the probe may be accurately measured. For intensity 
measurements the cable to the probe is disconnected. Usually the dis- 
tance between Une source and pickup is only of the order of 2 to 4X in 
order to stay within the cylindrical wave zone of the source. The 
pickup should be as small as feasible in order to prevent any interactions 
of the pickup in the field of the line source. The sketch also indicates 
that the movable parts of the apparatus are removed from the intense 
portion of the radiated field so as to reduce extraneous reflections. The 
operator should likewise be out of the strong field. 

15-12. Magic T. — The "Magic T"' may be advantageously used in 
phase measurements to reduce interaction effects discussed in connection 
with the apparatus shown in Fig. 15-7. The wa\'eguide form of this 
device is shown in Fig. 15-14. If power is fed into branch P (parallel 
arm) and A and B are terminated by matched loads, then the power 
divides equally between branches A and B, since a symmetric condition 

exists and there is no component of field 
available to excite arm S. If power is 
fed into arm S (series arm), the power 
again divides equally between A and B 
but the fields in each arm are 180° out 
of phase and no power is delivered to 
branch P. In order to prevent reflected 
power in arms P and S respectively, it 
is necessary that a match exist looking 
into arms P and S respectively when arms 
A and B are terminated by matched loads. In this way interaction 
between the two sources delivering power from P and S to arms A and B 
is made negligible. 

In the Magic T as used in the primary pattern apparatus, arm A is 
terminated by a matched load and arm B is terminated by a matched 
bolometer. Power from the pickup is fed to P as shown in Fig. 1513, 
and power from the source is fed to arm S (this order can, of course, be 




Fig. 15-14. — The "Magin T." 



' See Vol. 1 1 of this scries. 
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reversed). The relative phase of the fields from the two effective sources 
is varied by means of the sliding probe. Motion of the probe a distance 
p = d(X„/X) toward the bolometer is exactly equivalent to motion of 
the pickup horn a distance d perpendicular to its path toward the 
source. 

15-13. Beacon Azimuth Patterns. — A microwave beacon antenna 
may be examined for uniformity of azimuth pattern by utilizing the 
apparatus described for point sources, with the simplification mentioned 
where intensity only is measured,' The accuracy required for azimuth 
patterns is not very high because one is usually interested in uniformity 
to within 1 or 2 db. Because of the essentially uniform azimuth patterns, 
reflections from many sources may affect the results; therefore particu- 
lar care must be taken that reflections from surrounding walls and objects 
are negligible and the apparatus should be located in as open a space as 
possible, since a 360° pattern is desired. The pickup should be as small 
as possible if measurements close to the beacon are being made. How- 
ever, if sufficient r-f power is available so that a larger distance between 
pickup and beacon can be used, then the pickup may be larger and more 
directive. Since in the measurement of azimuth patterns only a few deci- 
bels variation are observed, greater sensitivity in the apparatus may be 
obtained by the use of crystal instead of a bolometer as a detecting 
element. Over a range of several decibels the la«- of the crystal will 
not appreciably affect the relative readings. For example, assuming a 
square-law crystal, the ratio of peak power to minimum power might 
be 100 to 50 or 2; if the exponent in the law of the crystal were 2.3; 
the corresponding readings would have a ratio of 2.2 which is within 
5 db. For a little more accuracy, the ratio may be corrected to a sufii- 
cient degree if the approximate law of the crystal is known. 

There may be some question about the distance required for measure- 
ment; obviously a distance between pickup and beacon of 2L2/X, where 
L is the vertical length of the beacon, would certainly be safe. However, 
because the directivity in the azimuth plane is almost nonexistent, this 
distance could easily be reduced by a factor of 2 or 4 before an appre- 
ciable change in azimuth pattern is observed. 

Two schemes have been used for beacon measurements. In one of 
these the transmitting beacon is kept fixed and the pickup is rotated in 
azimuth about the vertical axis passing through the beacon. The other 
procedure is to rotate the beacon about its vertical axis, feeding power 
into the beacon by means of a rotary joint, while the pickup is kept 
fixed. In lining u^p the apparatus, the pickup is adjusted vertically so 
that a cut through the peak of the beam is taken. Usually the axis of 
the pickup will be in a horizontal plane bisecting the beacon. 
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SECONDARY PATTERN MEASUREMENTS 

15-14. Siting Considerations. — In general, the term "secondary 
pattern" is associated with directive antennas that are large, measiire<l 
in wavelengths, and with a largo distance between the transmitter and 
receiver. A directive antenna will usually consist of a primary radiator 
together with a reflector or lens or combination of reflectors or lenses. 
The secondary pattern is the Fraunhofer pattern of the antenna in 
question. The techniques involved in measurement are fairly simple and 
closely related to those in the discussion of primary feed patterns. The 
simplifying consideration here lies in the fact that only the relative field 
intensity or power per unit solid angle, and not the phase, is of interest. 

The discussion will center about the method of taking receiving pat- 
terns. In brief, a distant transmitter sends an essentially plane-polar- 
ized wave toward the receiving antenna. The power received by the 
receiving antenna as a function of its orientation with respect to the line 
of sight between the transmitting and receiving antennas is recorded 
either manually or by a recording device ; the data thus obtained provide 
a pattern of relative field intensity or relati\ e power per unit solid angle 
for the antenna under study. 

The distance between the transmitting and receiving antennas is dic- 
tated by the size of the antenna being investigated. The site should 

be chosen with the largest antenna 
to be investigated in mind. It is 
■ R- required by theory that a plane 

~ • — ^ 1^ _± wave be incident on the receiving 

R jz^-^jpji antenna; actually, this requirement 

^ . . - - ^ ansmUter '^^^ within a certain tolerance. 

A paraboloidal antenna as a trans- 

15.15.-Ou the path length for second- ^^^^^^^ ^^.ju ^^ ^ 

ary Datterns. ^ 

source when viewed from a large 
distance. If the distance is s\ifliciently large, the wavefront over a small 
portion of the main beam will deviate from a plane wave by only a small 
amount. 

Referring to Fig. 15-15, let D be the aperture dimension over which 
a plane wave is desired for pattern measurements and R be the distance 
between the transmitter, of aperture d, and the antenna to be investi- 
gated; then the difference in path length between the outer edge of D 
and the center is given by 

AR = R' - R. 

Summing the squares of the sides of the right triangle OAB we have 



R' + o ] = (R + ^Ry-- 
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If we require that AR shall be a small fraction of a wavelength, (A/?)' 
is negligible, and there results 

For a path difference = X/I6 wc have 

ie = ^ (34) 

A 

which is a safe distance to use. The effect of svich small deviation from 
a plane wave only slightly affects any gain detei minations' and causes 
very slight changes in the pattern obtained as compared with that which 
would be obtained if the wave were truly plane. This distance will also 
minimize any interaction between transmitter and receiver.^ Actually 
if space or power limitations do not allow such a great distance, then a 
distance of D-/\ may be tolerated. This will lead, in general, to an 
apparent decrease in measured gain, an apparent increase in the minima 
of the side-lobe structure, practically no effect on the maxima of the side 
lobes, and greater possibility of transmitter and receiver interaction. 
Calculations may be carried out for certain ideal cases illustrating the 
semiquantitative nature of the above remarks. 

In the foregoing discussion the distance R is determined by a con- 
sideration of the phase deviation of the incident wave. Another factor 
to l>e considered is the uniformity of the power distribution over th(; 
aperture D. If we require that the power at the edge of the aperture 
shall be a certain fraction of the power at the center, another criterion 
for R residts. In the vicinity of the peak of the beam of the transmitter 
of aperture d, the power in direction 6 may he ajipro-ximated by 

P-Po[l-2(j_^], (35) 

where 9 = ].2X/rf is the ftiU width of the transmitting beam at half 
power. Then if P = O.OPn and 0 ^ 1) 2R radians at the edge of the 
aperture, there results by substitution 

R = (36) 

Accordingly, if the transmitter aperture is equal to the receiving aper- 
ture, the criteria of distance for i)i()per phase and for intensity over the 
receiving apcrrure are tlie same, ^rhe tiansmit ting antenna is usiuilly 
smaller than the receiving aperliue; and therefore under the previous 
criterion [V.q. (34)], the power at the edge of the receiving aperture is 
the same within a few per cent as that at the center of the aperture. 

' See See. 6 '.». 
2 See See. 15 22. 
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Other factors determining the separation of transmitter and receiver 
are the power available in the r-f source and the sensitivity of the receiv- 
ing system. Given two antennas separated by a distance K, the power 
received, P,, by the receiving antenna when power Pt is transmitted with 
gain Gt is given by 

p — 4^ _ PiGt GrX- . , 

with the absorption cross section (Ar) given by GflXV4ir. Here one is 
really concerned with the smallest antenna that can be investigated, 
since this will be the limiting factor on P^. 

To illustrate the application of the criteria consider the problem of 
choosing a site for measurement of antennas at wavelengths varying from 
3 to 10 cm. Assume (1) that r-f (magnetron) sources of 50 watts average 
power are available, (2) that antennas to be studied vary from 1 to 
10 ft, and (3) that 1 mw of average power received in the bolometer 
detecting system corresponds to 100 volts on the electronic voltmeter. 
The limiting conditions are most stringent at the shortest wavelength; 
and if satisfactory for this wavelength, they will be more than suitable 
for the larger wavelengths as far as distances and power are concerned. 
Also, higher power sources are visually available at the longer wavelengths. 
For the above assumptions the following conditions result: 

1. Specifying that the phase variation over the aperture D, which is 
taken equal to 10 ft, shall not exceed X/IG for a wavelength of 
3 cm, the distance R required is found to be 2130 ft by Eq. (34). 

2. The maximum diameter d of the transmitting antenna can be as 
large as 10 ft and still satisfy the 90 per cent power requirement 
at the edge of D. 

3. To read 100 volts on the voltmeter for the smallest antenna being 
studied, namely, D = 1 ft, a conservative estimate for the gains of 
the receiving and transmitting antennas is given by Gk = i{,TrD/\)' 
and Gt = Hird/'K)-. Setting R = 2000 ft in accordance with 
condition 1, we have by Eq. (37) that the minimum aperture of the 
transmitter is d = 2.5 ft. Thus all the conditions of the problem 
are satisfied. 

At a wavelength of 10 cm the transmitter aperture required 
would be approximately 7 ft in order to receive power of 1 mw at 
the detector of a 1-ft antenna at the receiver, assuming the trans- 
mitter power is 50 watts as before. 

The next most important condition for choosing a site, when the 
power and distance retiuireraents are satished, is the absence of reflecting 
objects, particularly buildings. If 300° patterns are desired, then clear 
siUToundings for 3G0° must be available. For distances as great as those 
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required for studying large microwave antennas, one usually must 
choose a site between tw o high points, such as buildings or hills. The 
interference between the direct beam from the transmitter and the 
reflected beam from the ground may result in a poor field distribution 

over the aperture that is fjeing 

studied. To eliminate this inter- I" * 3~ I 

ference, the transmitting antenna ^ Z -Z^^^^ 

should be as directive as possible "H'^^^^ ~ 

so that its first minimum will be ^ "--^^ Vrf 

in such a direction that even a Ground 

specular reflection will not affect is ir..- On the<H>n<liti<msf.>r tl>ei».iKi,i 

, . ol the transniitler. 

the field. This is illustrated m 

Fig. f 5-16. Since the first minimum in the transmitting beam will o(^('ur 
at approximately \/d radians from the peak, then Ih/R <= \/d or 

= (38a) 

the larger the transmitting dish the lower the height required, and the 
longer the wavelength tlie greater the height for a given distance R. 
If ZE = 2Z)V\, then 

h = -J- (38/<) 

Tn the problem discussed before with 7) = 10 ft and d = 2.5 ft, Eq. 
(386) would mean a recpiired height of 100/2.5 = 40 ft. However, since 
the criterion for the 10-cm wavelength is not fulfilled, had rclloctioiis 
may occur at the longer wavelengths. Tliis is one of the difficulties 
involved in having one site for a large spread in wavelengths. A pos- 
sible method to minimize the effect of the reflected beam is to place 
absorption screens or diffracting edges halfway betwceri the two sites. 
It might appear that a reflection of 1 per cent in power may be negligible; 
however, one must remember that if we have two waves of respective 
powers 100 and ], and if they interfere constructively or destructively, 
the resulting variation in power received is not 101 to !•!) but rathei- 
(10 + 1)^ to (10 - 1)- or 121 to 81 , since it is the amplitudes that add, not 
the powers. 

The various conditions have been stated, and a suitable compromise 
must be made between the various factors involved, such as heights 
and separation of sites, spread of wavelengths being considered, power 
available, sensitivity of the detoction system, ami the accuracy desired 
in the radiation pattern. In the example discuss(;d, it might be neces- 
sary to resolve the conflict betweciii the various conditions by the use t)f 
several sites. 

After the site has been chosen, il should be checked for imiformity 
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of field. The procedure to be followed is to direct the transmitter beam 
so that the center of its peak is on the center of the receiving site. A 
pickup antenna, either a paraboloid or a horn, is then moved over the 
aperture of interest, and the field intensity is examined for uniformity. 
The field should also be examined in depth to be sure that the intensity 
does not fluctuate seriously for motions toward or away from the trans- 
mitter corresponding to the depth of the antenna system. If the distance 
requirement is satisfied and the field intensity is uniform over the aper- 
ture, it will not be necessary to check the phase. 

16-16. Pattern Measurements. — The mount on which the receiving 
antenna is to be placed should have at least two rotation axes; an azimuth 
axis and an elevation axis, so that complete space patterns may bo 
obtained without too much difficulty. Although other axes may be more 
convenient for some purposes, the two stated are certainly sufficient. 
Whenever possible, patterns should be taken in azimuth, since reflections 
from the ground can usually be minimized. For mechanical reasons the 
azimuth patterns are likewise desirjiblo, as it is easier to make an accurate 
mount .for azimuth rotations than for elevation. 

The transmitting antenna should be on a mount which permits motion 
through an angle sufficient to direct the peak of the beam at the lecciving 
antenna, and there should be provision for locking the antenna in jilace. 
For convenience, the mount should also have the property that turning 
the antenna 90° for changing the polarization does not require shutting 
off the transmitter source and does not change the direction of the peak 
of the beam. If a paraboloid antenna is used as a transmitter, the unde- 
sirable cross-polarization component may be reduced by fastening to the 
aperture of the paraboloid a. grating structure with spacing approxi- 
mately 3\/8 and depth approximately X/4, with polarization of the 
antenna perpendicular to the grating slats. Such a waveguide-beyond- 
cutoff grating will decrease the cross polarization of the transmitting 
antenna about 10 db below its normal value. Magnetron sources have 
proved satisfactory as a fairly constant, high-level r-f source for the 
transmitting antenna. Modulated high-power klystrons may be used 
if the power requirements are satisfied, or an unmodulated c-w transmit- 
ter, if a superheterodyne detection system is used. 

The antenna under study is mounted, for example, with its dominant 
polarization vertical so that the //-plane pattern may be studied in azi- 
muth. The transmitter must have vertical polarization. The antenna 
is adjusted in azimuth and elevation to receive maximum power. The 
transmitter is then adjusted to be sure that its peak is directly pointed 
toward the receiving antenna. The antenna is then repeaked for maxi- 
mum power, and the mechanism controlling elevation is locked. These 
last two steps should be nec-essary only if the transmitter has been 
replaced or moved since the original siting measurements. .\ moni- 
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toring receiving antenna roughly peaked on the transmitter should bo 
available to check the transmitting pow er level at any time. The vertical 
axis of the antenna mount should be perpendicular to the line of sight 
between the transmitter and test antenna to ensure that the proper azi- 
muth cut is taken. This condition is particularly important when 
narrow-beam antennas are being investigated. The bolometer detection 
system need not be matched to the transmission line, since the mismatch 
of the bolometer does not affect relative response. The antenna is then 
rotated in azimuth, and the power received as a function of angle is 
recorded either manually or l)y means of a recorder. The value of a 
recorder lies mainly in its speed ^\ hen the effects on the pattern caused bj' 
changing variables are being studied and in the continuity of data as 
\vell as in the permanent value as a record. For single patterns its value 
is questionable as far as time saved is concerned, since most of ihe time 
required for antenna measurements is used in setting up the antenna and 
preparing the electrical equipment for measurements. 

To obtain the £-plane pattern, the antenna is returned to its peak 
direction and locked in azimuth. The antenna is then rotated in eleva- 
tion, and its fi-plane pattern taken. Data taken point ing int o t he ground 
may be questionable; to get the remaining 180° of the pattern it will be 
necessarj' to reverse the mounting of the antenna. A better procedure 
is to rotate the antenna !^0° so that its polarization is horizontal (the 
transmitter must also be rotated 90°) and its i'-plane pattern taken in 
azimuth. 

The simplest procedure for obtaining complete space coverage pat- 
terns with a two-a.\is mount is to take the normal E- or //-plane pattern 
in azimuth and then to rotate the antenna 6° in elevation and take an 
azimuth pattern, thus obtaining the 6° cut. This is repeated for all 
angles 9 of interest. Space patterns are usually taken orJy for fanned 
beams of the type used for navigation purposes. (Certain precautions 
must be observed, however, in the choice of axes in the event that pattern 
cuts are required for a shaped-beam antenna such as described in Chap. 
13. The antenna should be mounted so that the plane containing the 
flare of the beam is vertical. The angular widths measured in the trans- 
verse cut patterns w ill then be true. If the antenna is mounted with the 
fanned beam in the horizontal plane, the angidar widths, now measured 
in the vertical plane, are too large by a factor of sec 6, where 6 is the 
cut angle. These conditions are imposed by the mechanical aspects 
of the mount design. 

The cross-polarization pattern for any desired cut is obtained by 
simply rotating the transmitting antenna 90° and taking the pattern as 
usual. The grating in front of the transmitting paraboloid ensures that 
the cross polarization of the receiving antenna is measured and not that 
of the transmitter. Together with this precaution lies the additional 
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large factor of safety that if the transmitter is a symmetric paraboloidal 
antenna, the cross polarization along the peak of the beam is negligible. 
The maximum of the cross polarization occurs roughly at an angle of 
X/d radians from the peak and is usually at least 16 db down from peak 
power. 

15-16. Gain Measurements. — Thus far the procedures for determin- 
ing relative field intensity or relative power per unit solid angle in all 
directions have been discussed. However, for the calculation of the 
transmission or reception of radiated energy it is necessary to place the 
radiation pattern on an absolute basis. To do this a standard uniform 
radiator is assumed, and the directive gain of an antenna is then defined 
as the ratio of the peak radiated power per unit sohd angle to the radi- 
ated power per unit solid angle from an isotropic radiator, assuming the 
same total radiated power in each case. Knowledge of the gain and the 
radiation pattern therefore fixes the radiation in any direction. 

For practical applications, one would like to have a quantity that 
expresses the power per unit solid angle in the direction of maximum 
radiated power in terms of the power delivered to the antenna terminals. 
Or conversely, if the antenna is used as a receiving antenna, one would 
like to know the maximum power ilclivcnMl to a load matched to the 
antenna transmission line of assumed zero loss when the power per unit 
solid angle incident on the antenna is known. This effective gain, as 
defined above, will differ from the definition of directive gain that was 
used in previous chapters only in so far as it takes into account heating 
Icjsses in the antenna and the loss of power due to reflection as a result of 
having a mismatched antenna. It is assumed that the same los.ses will 
result whether the antenna is used as a transmitter or a receiver, and 
therefore the receiving and transmitting gains of an antenna are identical. 

Typical procedures for determining directive gain and effective gain 
will be discussed, and procedures for determining effective gain standards 
will be outlined. 

15-17. Directive Gain. — The directive gain of a transmitting antenna; 
referred to an ideal isotropic radiator is given by 



This definition does not take into account any heating losses or reflection 
losses. 

Experimentally the directive gain is obtained directly from the radia- 
tion pattern (either receiving or transmitting). If the relative power 



Directive gain = 



peak power radiated/unit solid angle 
total power radiated/4Tr 



or that of a receiving u.ntenna by 



Directive gain = 



peak power received 



average power received 
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per unit solid angle P{9,<t>} as a function of orientation 6 and <t> has been 
determined, then 

-r,. . 4,rP(0.0) 

Directive gam = -y ^ _ — ^— . ^30) 



j^" P{9,<i>) sin 0ded4> 



where 9 = 0 and <^ = 0 is the direction of peak radiation. For accuracy 
a complete space pattern is required. 

For an antenna with essentially a pencil-beam pattern, the assump- 
tion is frequently made that P(6,<f>) may be replaced by the average of 
the radiation pattern in the principal E- and i/-planes with no depend- 
ence on 4>. If Pk{B) and Ph{9) are the patterns in the principal E- and 
iZ-planes respectively, then 

. 4P(0,0) 

Directive gain = — ■ — — ■ rtrf. 

r Pi<{e) sin d de + r P„{6) sin B dB ^ ' 

For integration purposes {planimeter or Simpson's rule), it is convenient 
to write x = I cos 8 and plot Pa and Pn as a function of x, leading to 
the e(iuation 

4P(0,0) 

]Jirective gain = -p^— — —- — — — • (4I') 



f^' [P.ix) + P«ix)] dx 



This approximate procedure has been found to be fairly accurate (within 
10 per cent) for pencil-beam antennas in which not too large a portion 
of the radiated energy is contained within the side-lobe structure). 

The experimental determination of directive gain is very tedious 
and is subject to many possible errors such as incompleteness of radiation 
pattern measurements, spurious lobes due to improper setting, inaccuracy 
of angle determinations, improper evaluation of noise, and errors in 
graphical integration. It also suffers from the fact that the time reciuired 
for such a measurement is long and thus rapid gain determinations can- 
not be made. 

15-18. Gain Comparison. — The best method for determining effective 

gain, which is the quantity of most interest, is by comparison of the 
antenna under investigation with that of a gain standard, either on 
reception or on transmission. The procedure for determining such a 
gain standard is discussed later. 

The experimental setup for gain comparisons of a receiving antenna 
is the same as that utilized for receiving pattern measurements. ITni- 
formity of field across the pattern mount is essential for accurate gain 
comparisons. The antenna is first peaked in azimuth, and elevation for 
maximum received po\\er anfl the received power P„ is noted. The 
antenna is then replaced by the standard antenna «'hich is also peaked 
in azimuth and elevation for maximum received power Ps using the same 
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detection apparatus. The effective gain of the antenna is then 

G = X gain of standard. 

If the field is uniform, the gain standard may be damped to the mount 
near the antenna under study. The reciprocal procedure is utilized for 
measuring gain on transmission. 

Several precautions must be taken to ensure accurate gain com- 
parisons. (1) It is o.ssontial that the field distribution be uniform; other- 
wise the gain comparison will depend on the relative positions of the two 
antennas. (2) A monitoring antenna at the receiving station peaked 
on the transmitter should always be available to check the constancy of 
the transmitter output. If the output has varied during the measure- 
ments, the ratio P-u/Pa must be corrected for the change in power level. 
(3) The same detection system should be used for both the antenna and 
antenna gain standard. (4) The detection system should be matched 
to the transmission line. This may be accomplished either by means of 
a tuner or by a suitable matching transformer. In any case, the match- 
ing device should be considered as part of the detection system and not 
changed during the determination of Pu and Ps. (5) The readings P„ 
and P, must be corrected if the response of the detection system is not 
square law. (6) The matciied gain standard should be directive and pref- 
erably have a gain comparable (within 10 db) to that of the antenna 
under study. 

Assuming that the gain standard is matched to the transmission line 
and that the detector is likewise matched to the line, the gain determined 
in the above procedure measures the efficiency of the test antenna com- 
pared with the gain standard. If the mismatch of the test antenna is 
known, the measured gain under matched conditions may be corrected 
by multiplying by 1/(1 — |r|^), where Vl is the reflection coefficient of 
the antenna.' In principle the effective gain of the matched antenna can 
be obtained by inserting a tuner in the transmission line and adjusting 
the tuner for maximum received power. This serves to emphasize the 
fact that there is actually no difference between (1) matching both the 
detector and the antenna to the line and (2) matching the detector to 
the antenna, but owing to unavoidable losses in most tuning devices it is 
more satisfactory to match the detector to the transmission line by other 
methods and then make corrections for the mismatch of the antenna. 

16- 19. Primary Gain Standard Determination. — Given two identical 
matched antennas separated by a large distance R with power Pt being 
delivered to the transmitting antenna, how much power will be received 
in the terminating load at the receiving antenna? It will be assumed that 
free-space proj)agation exists, that the transmission line between the 
receiving antenna terminals and the load is los.sless, and that the load 

'Sco 2.1.';. 
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is matched to the transmission line. The two antennas are peaked so 
that maximum power is received in the receiving antenna. 

The maximum power transmitted per unit solid angle is given by 
PtG/^, where G is the effective gain of the antenna. The solid angle 
subtended at the transmitter by the effective absorption area Ar of the 
receiving antenna is given by Ar/R'^. The power Pr received by the latter 
is therefore 

* 47r (47r)'«S ^ ' 

where A, has been replaced by GX''/iw. 

It will be noted that losses in the antenna have been combined into 
the factor G and that the receiving gain and transmission gain have been 
assumed equal. The factor G determined by means of this equation 
is what is meant by effective gain. If such an experiment is performed 
and a number G obtained, all other antennas at the same wavelength may 
be compared with this antenna and their effective gains may then be 
obtained. The effective gain defined in this manner may be expre.ssed 
on transmission by 

^ _ peak powiM" i';i(lia(('(l, unit solid angle 
power delivered to antenna/4jr 

The experimental determination of 

(43) 

reciuires the determination of R, X, Pr and Pr- Wavelength can be very 
accurately measured by means of a wavemeter. R, the separation 
between the two antennas, can be determined by measurement with good 

accuracy. The exact points between which R should be measvu-ed is a 
little doubtful; however, with R large {R g 2rf-/X, corresponding to a 
phase \-ariation of less than X/lf) over the aperture of width d) the use 
of the aperture to aperture distance is sufficiently exact. By utilizing a 
method that involves measuring the ratio Pr/Pt instead of Pr and Pr 
separately, (7 can he determined ciuite accurately. With JHiitable pre- 
cautions in experimental techni(iuc (/ can easily be measured to better 
than 5 per cent. 

The x^rocedure for determining (I is to first natch two practically 
identical antennas and match the calibrated detection system to the 
transmission line. The antennas should be separated by a distance R 
greater than 2(i^/X and in a clear space so that reflections from the ground 
or near-by objects are negligible in compariscm with the direct beam 
between the two antennas. The setup is shown schematically in Fig. 
15-17. The electrical apparatus used is the same as that used in pattern 
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measurements. The transmitting and receiving antennas are peaked for 
maximum received power. The procedure for this is first to line up the 
antennas roughly and, with the transmitting antenna fixed, to adjust 
the receiving antenna for maximum received power. The receiver is 
then fixed and the transmitter adjusted so as to make the received power 
a maximum. The transmitting antenna is again fixed, and the receiving 
antenna repeaked. This should be sufficient for accurately lining up 
the antennas. The r-f transmitter should be loosely coupled to the trans- 
mission line by means of a matched attenuator pad so that removing the 
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Monitoring probe to 
amplifier and voltmeter 

Fig. 15-17. — On the method for the dcterniiiiation of the gain of identical antennas. 

antenna does not affect the power output of the r-f transmitter (this can 
be verified by using a monitoring probe in the line between transmitter 
and attenuator). Assuming the use of a bolometer-linear-amplifier- 
detection system the electronic voltmeter rcaflinf; is lororded at the 
receiving end and is proportional to Pr. The bolometer system is then 
disconnected from the receiving antenna, and the transmitting antenna 
is disconnected. The bolometer detecting system is then brought over 
and attached to the transmitter, and a reading on the electronic voltmeter 
proportional to Pr is obtained. The ratio of these readings is then 
Pr/Pt. The usual experimental procedure of repeating the experiment 
several times and with several distances R should be followed in order to 
obtain a good degree of accuracy. There is no technical reason for 
net being able to perform this experiment to an accuracy within 5 per 
cent. 

Actually in this experiment G = \/GiGi is obtained where Gi and 
Gj, although supposedly identical, may differ by a few per cent due to 
inabiUty to make two exactly duplicate antennas. In order to differ- 
entiate between the two, a comparison experiment, which has been 
described for determining the gain of an unknown antenna, is made. 
Antenna Gi is placed on the receiving mount for secondary pattern 
antenna measurements and set up in the usual fashion, and the power 
received is noted on the voltmeter as P,. It is then replaced by antenna 
Gi, and the voltmeter reading P^ is noted. The gain of antenna (7, «-ill 
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be Gi = PiGi/Pt so that 



G, 



G 



and G; 



This experiment then produces two absolute gain standards at the oper- 
ating wavelength. 

Even if these two gain standards were lossy, the result of the experi- 
ment would be the determination of the desired value of G for practical 
application. With no heating losses the value G obtained in this fashion 
would be exactly that obtained on the basis of the definition of the 
directive gain. 

15-20. Reflection Method for Gain Determination. — A modification' 
of the preceding method for determining absolute gain utilizes a single 
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Fig. 15-18. — On Ihp rpflectioii mpthod for ftain determination. 

matched antenna and a piano metallic rcllecting surface as shown in 
Fig. 15 18. The second antenna used in the method discussed in the 
preceding section is replaced here by the image in the reflector. Energy 
incident on the latter is reflected and absorbed by antenna A g v'ing 
rise to a reflected wave in the transmission line. The ratio Pr/Pi is 
then found by measuring the standing-wave voltage ratio in the line: 



(44) 



where S is the distance from the antenna to its image in the reflector. 
Solving for G, we obtain 



X V + 1/ ^''^ 

The practicality of the method depends on the distance 5/2 that is 
required from the antenna to the minor and the required dimensions of 
the latter. The use of the image antenna is based on the ideal situation 
of an infinite reflector. The crite-ion for the distance 5 is the same as 
previously discussed, S ^ 2d^/\, although experimentally distances less 
than 2d^/\ have been tried without appreciable eiTor. The mirror must 

' E. M. PureeH, "A Method for Measuring the Absolute Gain of Microwave 
.Antennas," RL Report No. 41-9. 
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be large enough to intercept most of the main beam whose width is cf 
the order 2X/d radians. For a square mirror of edge length h, we have 
then 



2X 

d 



2h 

S 



h S 



d ' 



For S = 2d^/'K, the dimension h required is equal to or greater than 2d. 

The mirror must be flat to a small 
fraction of a wavelength, at least 
X/16. 

The experimental procedure con- 
sists of setting up the matched an- 
tenna on a mount, peaking the 
antenna in azimuth and elevation so 
that the reflected power, as denoted 
by the maximum standing-wave 
ratio, is a maximum. The generator 
should be well padded so that it ap- 
pears as a matched load to the rel um- 
ing energy. The next step is to 
measure the VSWR at a distance 
S/2 from the mirror at the jjosition 
chosen, and again at a position just 
X/4 nearer or farther from the mir- 
ror. The X/4 displacement reverses 
the phase of the returning signal, 
with negligible effect on its intensity; 
and by taking the arithmetic mean 
of the gains computed for the two 
positions, most of the error caused by 
any small residual mismatch in the 
antenna and line is eliminated. This 
proced\ire also compensates for mul- 
tiple reflections from the metallic 
surface. The experiment should be 
repeated at several distances. The 
difficulty in the method lies in deter- 
mining VSWR accurately, since the 
order of magnitude of VSWR will 
be small. The mc^tliod is not so accurate as the two-antenna method. 

15-21. Secondary Gain Standards. — The theoretical gain has been 
calculated' for a pyramidal horn with an aperture a in the //-plane, an 

' S. A. SclifUkunofT, Eleclrniiiat/netic It'nw.f, Van Nostrand, New- Yi)rk. 1<.)43, 
Chap. !). 




l*'lG. 15-19. — Electromagnetic; 
(a) £-plaiie .seetoral horn; (h) H-iA: 
toral horn; (cj pyramidal lH;rii. 
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aperture 6 in the £J-plane, and corresponding slant heights Z„ and h as 
shown in Fig. 15-19. A few pyramidal horns have been compared with 
gain standards at 1, 3, and 10 cm, and the calculated values have agreed 
with the comparison values to within 5 per cent. Accordingly, horns 
may be used as secondary gain standards having a high degree of accu- 
racy. This is particularly valuable when exploring a new wavelength 
region because the horns are easy to make and are fairly well matched, 
The pyramidal horn may be thought of as a superposition of an 
E-plane sectoral horn and an H-plane sectoral horn. The gain is 
expressed in terms of the gains of the component horns. Defining the 
Fresnel integrals, 




we have the following expressions for gain; 
£-plane sectoral horn ; 

-S-'[c<^.)-(vfc)]- 

ff-plane sectoral horn: 

= ^ l[C(u) C(«)]= + lS{u) - Siv)n, (48) 

where 

„=_Lrv^+ «i; „ = _i-_rv^- «i (49) 

V2L a VmJ V2L a ^ > 

Pyramidal horn: 

(Curves of {\/a.)GE as a function of h/\ are plotted in Fig. 15-20. Cor- 
responding curves for (X/5)Gh as a function of o/> are plotted in Fig. 
15-21. These curves obviate the necessity of evaluating the Fresnel 
integrals of Eq. (46) for most horn sizes, since the ranges of o/X, i„A, 
h/\, h/X are within the limits that have been found convenient for horn 
design. 

15-22. Interaction between Antennas. — The interaction between 

antennas has been mentioned in the discussion of pattern and gain meas- 
urements without reference to the orders of magnitude involved. We 
shall now discuss the interaction between antennas such as may occur 
in the determination of gain. Consider, as shown in Fig. 15-22, two 
matched systems; one a transmitter, the antenna and generator of which 
are both mat'-hed to the transmission line; the other the receiver, in 
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which the antenna and load are also both matched to their line. The 

voltage across the load may be considered as the superposition of com- 
ponent voltages generated by a series of waves arising by multiple scat- 
tering between the antennas. Also, as a result of the interaction between 

29 1 1 -I 1 , , , 
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Fig. 15-20. — Gain of -E-plane sectoral horns as a function of 6/X. 

the antennas, a reflected wave will be observed in the transmission line 
of the transmitter system that may likewise be analyzed in terms of 
multiple scattering. 

The scattering process of an antenna may be described, as in the 
case of absorption, in term.s of an interception area, or scattering cross 
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section, presented to a plane wave.^ The scattered field set up by an 
antenna is directive and can be specified by a gain function analogous to 
the gain function of its transmission field. Let S be the magnitude of the 
Poynting vector in an incident plane wave, A, the scattering cross section 




3.2 3.6 4.0 4.4 4.8 5.2 

Fco. 1.5-21.— Cain of //-])Uine sectoral hf>rTi.s as a fuiu'tioti of a/X. 

of the antenna; then the amplitude of the scattered field at a distance R 
in a given direction may be written 

= const (^^^\ (51) 

' Cf. Sees. 1-2 and 2-11. 
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where G, is the scattering gain function in the given direction. The 
scattering cross section is a function of the aspect presented by the 
antenna to the incident wave ; for a given direction in space is likewise 
a function of the aspect of the antenna. It should be noted that the 




Fig. 15'22. — On the interaction of antennas. 

scattered field pattern differs in general from the transmission field pattern. 

Consider now the problem of the two antennas. Let i4 o be the absorp- 
tion cross section and Go the transmission gain of the transmitting system 
in the direction of the line of si^ht between the two antennas; let As 
and Gs be respectively its scattering cross section and scattering gain 
for the same direction. The corresponding quantities for the receiver 
are an, go, a„ g,, respectively. We shall compute the voltage in the 
transmission line of the receiving system in detail. Let P, be the total 
power radiated by the transmitter in the absence of interacting systems. 
The transmitter radiates a primary wave to the receiver with power per 
unit solid angle in the direction of the latter given by GoP,/Air. The 
receiver would extract from this wave alone the power 



giving rise to a voltage 



p - P' r 



1 



^ 1 /P^ofloV' 



(52) 



(52a) 



at a fixed reference point in the line; a and S are constants of the receiv- 
ing system, the precise values of which are not needed here. The scat- 
tering cross section of the receivei intercepts the power ('j'(P,a.,/4Tr/?- of 
the incident wave and sets up a scattered wave carrying power per imit 
solid angle 

p _ GoPtOs gj^ 
' ~ AttR' 4ir 

in the direction of the transmitter. The latter is rescattered by the 
transmitter; the scattering cross section of the transmitter intercepts the 
power PsAs/Ii^ and reradiates in the direction of the receiver the power 
per unit solid angle 

p/ Ps-ta Gg 

From this secondary wave alone the receiving antenna would abstract 
power 



= p: 
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corresponding to a voltage 



where 



P = 



(53) 

(54) 



The factor e-iC'"/*) is introduced to express the phase delay introduced 
by the path 2R traversed by the scattered wave from the receiver to 
the transmitter and back. The secondary wave is rescattered by the 
receiver; and following the process through as before, it is seen that the 
voltage excited in the receiver line as a result of the second scattering 
stage is 

V, = F2/3f?-'i'-'"'''"+»i. (55) 

The total voltage, as a result of successive multiple-scattering processes, 
is then 

V = \\ + V2 + 73 • • • 

or 



The net power absorbed by the receiver is = a'^IFI-, or 



Pr 
Pi 



1 + - 2/3 cos 



(56) 



(57) 



the absorption cross section of the receiviiiR ;inl(-urui has l)een replaced by 

The reflected line wave voltage of the transmitter can be computed 
in the same way. The magnitude of the reflection coefficient in the line 
is then found to be 



Ml' 



1 + - 2(3 cos 



(58) 



It is seen that the power absorbed by the receiver and (he standing-wave 
ratio observed in the transmitter are periodic functions of R with a period 
of X/4. 

Very little information is available on the subject of the scattering 
cross section and gaiii functions. To obtain an order of magnitude of 

the interaction effect we shall make the ad lioc assumption that the 
scattering cross section and gain are related in the -same way as the absorp- 
tion cross section and transmission gain; 

G. - (59) 
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If the two antennas are identical, the introduction of Eq. (59) into Eqs. 
(57) and (58) expresses the latter in terms of only two parameters Ao 
and A,. The values of Ao and As both can then be found from studies 
of Pr/Pt or |r| as a function of R. In an experiment with a paraboloidal 
antenna by the mirror method it was found that A, = ^.lo. Taking this 
as a general estimate, the power received in the two-antenna experiment 
with identical antennas is seen to vary between limits 



Pr fG,\y I 1 




(60) 



for a displacement of X/4 in distance. If we wish to reduce this variation 
in power to less than -j db, we arrive at a distance of i2 = 2d^/\ [assuming 
oo = 0.6(7rd'/4) which is approximateh'' correct for paraboloidal anten- 
nas]. For a distance rf'/'X there is almost a 1-db variation. This is, 
therefore, another reason for the choice of = 2d^/X rather than d'/X 
in pattern and gain comparison measurements, and perhaps R = 3rf^/X 
is required for accurate gain standard measurements. The magnitude 
of the power reflected back into the transmitting antenna will be appre- 
ciable and results in a mismatch with respect to the generator of 
magnitude 

r - 1 ^ GoX /_ 1 _ 1 /GoXV 

r - 1 Mi yJ^TT R'yjl ± 2 ^ ' ' 

In the case of two paraboloidal antennas, assuming again that Oo = 0.6 
Ave find r = 1.25 for R = dy\ and r = 1.04 for R = 2d-, \. 

A similar argument for the mirror method leads to the relation that 
the power received is given by 

\Pt 47rS J 1 /(7^^ I. (62) 

It will be noted that in this case \^ Pr/Pt is more sensitive to distance 
variations, since the correction term is proportional to the reciprocal 
of the distance rather than the square of the distance as in the two-antenna 
system. At a given distance <S/2, taking the maximum and minimum 
VSWR separated by X/4 enables one to determine C,-4s as well as Go) 
experimentally of course, several distances S/2 are chosen for accuracy. 
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ANTENNA MEASUREMENTS— EQUIPMENT 

By O. a. Tyson 

16'1. Survey of Equipment Requirements. — Measurements on micro- 
wave antennas differ in character from those carried out on most other 
radar components. A high order of amplitude stability is required of 
measuring equipment for the study of antennas and associated compo- 
nents, whereas high accuracy in timing and frequency control are the 
main requisites in measurements on other radar components. These 
requirements make the design of special e(iuipment for antenna measure- 
ments most desirable. 

The preceding chapter has mentioned briefly the chief items of equip- 
ment used in making antenna measurements. It has been pointed out 
that either a klystron or a magnetron is the most satisfactory source of 
power in the microwave region (2000 Mc/sec and higher). The reflex 
klystron has a definite advantage when the po^er recjuirement is 250 
mw or less. The multicavity klystron, if available at the desired fre- 
quency, is useful when the power recjuirement is 10 watts or less; if the 
power requirement is greater than 10 watts, magnetrons must be used. 

Mention has also been made of the demodulators or detectors com- 
monly used, that is, bolometers and crystals. Some work has been 
done with diodes, but as yet they are not generally accepted for use above 
1000 Mc/sec. Bolometers are especially useful because of their uniform 
square-law behavior. Crystals are approximately 15 db more sensitive 
than a bolometer but are not uniform in their behavior; they must be 
individually calibrated over the entire power range for which they are 
to be used. When a bolometer is used together with an amplitude- 
modulated power source, it is best to employ a tuned audio amplifier 
and stable vacuum-tube voltmeter for a sensitive indif'ating system. 
If a crystal or a diode is used, the amplifier-voltmeter combination may 
be used with an amplitude-modulated source; or with a c-w source, the 
detector may be connected to a microammeter or galvanometer as an 
indicating device. Another c-w method is to use the crystal or diode 
as a mixer, to amplify its output at some suitable i-f freciuency, and to 
use as an indicator the low-current meter in the second detect(n- circuit. 

A very important instrument in antenna work is the automatic 
recorder, which can be used to record any r-f amplitude as a function of 
angle, position, or time. 
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16-2. Sources of R-f Power. — The discussion is here confined to a 

relative evaluation of various types of sources for antenna measurements. 
For details on the operation of these tubes, the reader is referred to 
Microwave Magnetrons, Vol. 6, and Klystrons and Microwave Triodes, 
Vol. 7, of this series. 

Reflex Klystrons. — In measuring impedances, primary patterns of 
antennas, attenuations, etc., where the po\ver required is between 25 
and 250 mw, reflex-klystron sources may be conveniently used. This 
type of oscillator has several advantages, among which are 

1. Wide tuning range with a single adjustment. 

2. Electronic tuning for fine adjustments when precise frequency is 
sought. 

3. Relatively small power-supply-and-modulator combination. 

4. Ease of air cooling, accomplished with low-velocity quiet-operat- 
ing blowers. 

The circuit of a typical signal generator is shou'n schematically in 
Fig. 16-1. It consists generally of an electronically regulated anode 




Fio. 16-1. — Diagram of a typical signal generator. 



power supply, readily adjustable over a 2-to-l voltage range, and a 
regulated reflector supply consisting of a string of VR tubes capable of 
producing the required maximum reflector voltage and a means (usually 
a potentiometer) for varying this reflector voltage continuously from the 
maximum to a very small minimum. The potentiometer in this circuit 
allows satisfactory adjustment because the reflector is always negative 
with respect to the cathode and draws no current; hence, no appreciable 
change of resistance as a function of applied voltage is encountered in 
the load element. Modulation is most suitably introduced in the 
reflector circuit by a square-wave voltage superimposed on the steady- 
state reflector voltage, which keys (i.e., switches) the oscillator off and 
on at the modulation rate. A limiting tube, which consists of a shunting 
diode, is used in this arrangement to cut ofif the positive half cycle of the 
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modulation wave, thus preventing the reflector from being driven posi- 
tive. Any high-vacuum diode with a low voltage drop, capable of 
supporting a peak voltage of several hundred volts, can serve as a limit- 
ing tube. The 6X5 is frequently used for this purpose. 

This modulation and biasing procedure avoids the frequency modula- 
tion that would exist if a sinusoidal modulation wave were being used. 
The relation between the frequency 
modulation that results and the type 
of modulation wave used is best dis- 
cussed with reference to Fig. 16-2. 
Figure 16-2a shows the r-f power out- 
put of a klystron as a function of re- 
flector voltage (the numerical values 
indicated are merely illustrative of 
the order of magnitude). It is seen 
that power is obtained only over dis- 
crete voltage ranges corresponding to 
the "power modes" of the tube. 
The frequency of oscillation of the 
tulx' as a function of reflector volt- 
age, \\ ithin any power mode, is of the 
general form illustrated in Fig. 16-2/). 
Since the frequency is a function of 
reflector voltage, a sinusoidal modu- 
lation voltage would result in a wide frequency variation in the output. 
Further, since the r-f power is not a linear function of reflector voltage, 
a sinusoidal modulation will not produce a sinusoidal power envelope 
but one that is considerably distorted. This is avoided with on-off 
square-wave modulation. 

It should be noted that the power output can be switched off and on 
with a square wave of amplitude considerably less than the maximum 
reflector voltage. This means that only a relatively small modulation 
amplitiide need l)e superimposed on the steadj'-state reflector voltage to 
obtain complete modulation. For instance, as illustrated in Fig. 16-3, the 
steady-state voltage T'o may be somewhat less than that required to 
activate any one of the possible modes, and the keyed voltage V added in 
series to this may be jusfctiual to the interval between the nonoscillating 
condition and the point of maximum power. The steady-state voltage Vo 
is generally so chosen that the amplitude of the keying voltage does not 
exceed 100 volts, axis to peak, for complete modulation. The keying is 
generally sustained at a regular rate of some 100 to 2000 cps. 

To illustrate the operating behavior of the signal generator let us 
take the Sperry 419B klystron. The anode voltage would then be 
adjusted for 1000 volts; the stjuare-wave generator would be set for full 
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Fig. 16-2. — Operating characte^i.sti(^s 
of a reflex klystron : (a) variation in out- 
put r-f power with \'oltafre; (/>) cliaiiije 
in output fro<-iafiH\N rt^;^pi-'r't to the 

fretiuenry Vm of tlie niaxiniuni power of 
the mode. 
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output of 100 volts, axis to peak, if modulation is desired. The reflector 
voltage can now be increased from the minimum of 25 volts until a mode 
of oscillation is found. At the instant the tube goes into oscillation the 
anode current suddenly begins to increase from its normal steady-state 
value of about 40 to 45 ma to a value of perhaps 43 to 48 ma at maximum 
power output. It will be noted that for any tuning adjustment of the 
tube cavity and for a fixed anode voltage, there will he from two to 
three modes of oscillation with the various possible reflector voltages in 
the range of 25 to 450 volts. 




0 80 100 120 

Reflector voltage 

Fig. 16'3. — ^Oii the klystron operatinR point. 



If, in coupling the klystron to the load, a rather large mismatch is 
unavoidable, then it is desirable to use a tuner beti\een the klystron 
and load in order to obtain both maximum power and stability. 

Double-cavily Klystrons. — The measurement of antenna spoondarv 
patterns, large attenuations, etc., usually requires someuhJ,t higher 
power (approximately 10 watts) than is obtainable from the reflex kly- 
stron. Therefore, a different source is necessary: for example, a double- 
cavity klystron, such as the Sperry 410-R klystron, for the range of 
approximately 7 cm upward. A magnetron also may be used in this 
range. 

A power-supply-and-modulator combination similar to that shown 
for the reflex tube (Fig. 10-1) may he used for the double-cavity klystron, 
with the elimination of 'the reflector supply and a modification of the 
method of modulation. A typical circuit for use with the 410-R klystron 
is shown schematically in Fig. lG-4. 

The output power is a function of anode potential; if the output power 
is plotted as a function of applied voltage, it is found that there is a set 
of power modes similar to those shown in Fig. 16-2 for the reflex klystron. 
The double-cavity klystron differs from the reflex klystron in that there 
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is very little change in the fretiuoncy of oscillation with the variation 
of the anode voltage. 

Since power does exist in these discrete modes, it is again necessary 
only to add a sciiiare wAxe to a constant d-c voltage when modulation is 
desired. This is accompli.shod by sotting tlie constant d-c voltage to a 
value corresponding to a position just out of the desired mode on the 
low side. The sciuare-wave amplitude is then chosen such that the sum 
of the constant d-c and the s(\uare-wave voltages causes the anode poten- 
tial to rise to the o])timum value for the power mode during the peak 
position of the ^\■ave. In a practical case the constant d-c potential 



Square wave 
modulator 

0 0 



Amp. Freq. 



Anode supply 

0 




l-"lc;. l(>-4.— - Sclieniutic diii^nini of ii mMicriit nr nin]>loyinB a. donl)lr-oiivit.v kl.\-.st ron. 

might be apprr)ximately 17(K) volts, and the s([uare wave about 200 to 
300 ^•()lts, axis to peak. The moduUitoi' is reciuired to deliver some 4 or 
0 watts. The klystron anode current will be approximately 100 ma; 
the cathode bias voltage from 0 to 30 volts yiosilivc. 

The use of the 410-R klystron as an oscillator requires that an 
external feedback jiath be pro^ idinl, because this tube lias been designed 
for use as an amplifier as well as an oscillator. This feedback path may 
consist of (i in. or more of flexible coaxial cable of low l<iss and a. coaxial- 
line stretcher adjustable over possibly 3 in. of length. This line stretcher 
is used fo adjust the ])hase of the feedl)ack to tlu; optimum point. This 
can be di)ne readily by setting the anode and S(iuare-wa\"e voltages to 
the values prcx iously menlioned and then mo\ing the line sdcti hei- o\(^i' 
its length wliile ()l)serving the relative power received from the klystron. 
If oscillations do not occur anywhere in the I'ange of the feedback path, 
a new anode voltage should be tried, ai)))n)ximately 200 volts higher or 
lower than the \ ahie originally suggested. The S])errv 410-H kly stron 
is shown in Fig. Ki.o fi'oni two as])(H'ls, .\ny two of coaxial-line out- 
put leads, one from the upper pair and one fiom the lower i)air, may he 
connected to provide the feedback patii. The lemaining member of the 
ii|)|)ei- pair is then used as a ])owei' outiJtit lead. 

Doul)le-cavity tubes will function only if the two cavities are very 
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nearly resonant at the same frequency. Since it is often required that 
the tube be used at a frequency not obtainable with a narrow-range 
micrometer tuner, a few words pertaining to the adjustment of these 
cavities are in order. This adjustment can best be made by using each 
individual cavity as an absorption device; a reduction in power to a 
detector will then be noticed when the cavity is adjusted to exact reso- 




410R-klystron 



Fig. 16-G. — Schematic diagram of a circuit for adjusting a cavity to resonance. 

nance. Figure 16-6 shows a suggested r-f circuit. The method is to set 
the generator to the exact desired wavelength as read on the wavemeter 
and indicated by the microammeter. The klystron cavity is connected 
to the circuit as shown, and the three adjustment screws are manipulated 
until resonance at the generated frequency is obtained (if this frequency 
is in the range of the klystron). It is w^ell to note that tightening the 
tuning screws (clockwise motion) will cause the frequency to increase; 
the screws should not be tightened to the point of causing excessive bulg- 
ing of the diaphragm. Also, in the tuning process care should be taken 
to keep the tuner frames substantially parallel. When this adjustment 
has been made on both cavities, they will be resonant at the same fre- 
quency and in a condition to be installed in the signal generator. It is 
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possible that final adjustments will be needed after installation; one of 
the top tuner screws can then be moved back and forth slightly until 
satisfactory oscillation is obtained. 

Magnetrons. — The investigation of the secondary pattern of large 
antennas requires that a long transmission path be used in order to ensure 
a uniform plane wave across the antenna aperture. In view of the rela- 
tive insensitivity of accurate measuring devices, this generally m.eans 
that an average power in excess of 10 watts is necessary. The magnetron 
is the source of power usually employed for these power levels; at wave- 
lengths less than 7 em the magnetron is the only oscillator capable of 
generating power high enough for the majority of secondary~pattem 
measurements. This type of oscillator is available for most of the ranges 
throughout the explored microwave regions. They are constructed in 
three principal types: 

1 . Spot frequency, pulsed operation. 

2. Tunable, pulsed operation. 

3. C-w, spot frequency, or tunable. 

For antenna work it is generally desirable to use pulsed magnetrons 
because of the fairly high efficiency and small dimensions of both the 
tube and the driving modulators required. There are several ways in 
which a magnetron can be pulse modulated, but for antenna work the 
so-called "soft-tube" line-type modulator is preferred, except for powers 
in excess of 200-kw pulse peaks. This method of modulation is shown 
schematically in Fig. 16-7. 

The modulator provides very short pulses of very large current to 
the magnetron, which is to have a duty ratio (v U) of about 0.001 or less. 
(Here Bt is the duration of the pulse, and v is the repetition frequency, the 
number of pulses per unit of time.) The magnetrons used in this fashion 
are, of course, designed for radar use, where the short pulses of high 
power are needed for measurement of echo time. However, they serve 
very well for antenna work when a power-integrating demodulator, such 
as a bolometer, is used for the detecting element. 

The circuit functions in the following manner. A variable d-c voltage 
source charges a pulse-forming network (synthetic transmission line) 
through a 60-henry choke during the time that the thyratron is not con- 
ducting. At regular intervals a trigger circuit drives the thyratron grid 
sufficiently positive to render the thyratron conducting whereupon the 
pulse-forming network discharges through the primary of the pulse 
transformer. This causes a voltage four to five times greater to appear 
across the magnetron, connected to the secondary of this transformer. 
If the original d-c voltage is adjusted properly, the amplitude of the pulse 
to the magnetron will be correct for operation. In this system the pulse 
width and shape are controlled by the pulse-forming network. The 
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number of pulses per unit of time is determined by the repetition rs.te 
of trid trigger. 

In a typical case the d-c voltage may be adjusted to provide a 12-kv 
pulse across the magnetron for a period of 1 MSec, a thousand times each 
second. (The applied voltage is approximately the product of the d-c 
supply voltage and the pulse-transformer stepup ratio.) The magnetron 

60/i r- 




Magnetron 



0-50 ma 

Fig. lC-7. — Snlioniatip dia(?ram of a maenotron signal generator. 

will then pass an average current of about 10 to 12 ma. The approxi- 
mate input power to the magnetron, exclusive of filament power, is 
1.2 X lO'' peak volts X 10"'^ amp or 120 watts. The peak input power 
is given by 

Average power input P 120 watts 



Duty ratio v U 

and the peak current is 

L2 X 10^ watts 
1.2"xlO"' volts 



lO-'' 



10 amp. 



= 120 kw, 



The filament voltage is measured by the ammeter in the filament 
circuit, which has previously been calibrated for a measured potential 
difference at the magnetron filament of aI)out G volts. This method is 
chosen because of the voltage drop across the pulse ti'ansformer, which is 
dependent on the current through it; a voltage measured at the filament 
transformer will not be the true voltage at the filament. The magnetron 
filament voltage should be reduced to about 3 volts - for a fl-vo)t tube 
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after oscillation starts in order to maintain the cathode at a safe operating 
temperature. This is necessary because of the large electron bombard- 
ment of the cathode under operating conditions. 

The load to which power is beinij; sui)plied by the transmission line 
from the magnetron must be very well matched to the line if it is not to 
pull the magnetron frequency excessively.' If the mismatch is sufficient 
to cause a power standing-wave ratio of sevei'al to 1 with a practical 
length of feed line, the tube will probably not oscillate at all; at least it 
will have poor stability. Poor stability must pai-ticularly be avoided in 
antenna work, where a high order of amplitude stal)ilily, of I or 2 per 
cent, is absolutely necessary. Any of the iuirlesira))lo effects just men- 
tioned can usually be avoided by coupling the magnetron to the trans- 
mitting antenna by as short a transmission line as is mechanically feasible 
— 2 ft or less — and maintaining 
the mismatch below 2 to 1 in 
power. 

16-3. Detectors. — Bolometers 

and crystals are most frei|iicntly 
used as detectors in microwave an- 
tenna measurements. The bo- 
lometer has the decided advantage 
that its resistance-power curve is 
linear over a wide range of power, 
whereas crystals, although much 
more sensitive than bolometers, 
have a nonlineai- l esponse. 

The crystal detector is a very 
small barrier layer rectifier com- 
posed of a chip of silicon in con- 
tact with a fine tungsten wire. 
When this element is properly in- 
troduced into an r-f circuit, a very 
sensitive and efficient rectification 
even at very high frefpieneies results. In spite of their sensitivity, how- 
ever, crystals find comparatively limited application in antenna measure- 
ments Ijecause of their nonlinear character. 

The graph (a) in Fig. I0-8 shows the static relation between resistance 
and applictl power in a boloinclcr, and it may be noted that this relation 
is linear in the power raTige to I'l.. A relation exists between the power 
P api)lie(l to the measuiing device and the output voltage 1' developed 
across th(^ load: 

P = K V ' ■% 

' M iciniriiiic M(i<iiirtio)i«, Vol. (i, l!L Tccliiiic'il Srrios. 




Bias power 
(a) 




Img. lO'S, C'liiiractnristif.'i of a l>f>l(>nio(ar 
iind 11 .silifon rry«t:il: («) rcsistiinro vs. lunvor 
iilj])licd to bolometer; (t>) " liiw of l)eli;ivior" 
n vs. i>()wor iilM>vo biaw point; (c) "law of 
bcliuvi(ji " n vs. jiowcr for t> pi<';i] crx stJil. 
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Bolometer 



where X is a proportionality factor and n the law of behavior. In the 
range Pi to Pj, n = 2 for the bolometer. In crystals for iViis same range 
of applied signal power, however, n varies considerably. This compari- 
son for a typical case is shown 
graphically in (b) and (c) of Fig. 
16-8. As a result of this nonlinear 
behavior, the crystal, while about 
15 db more sensitive than a bolom- 
eter, cannot be used for measure- 
ments without being previously 
calibrated and the measured data 
corrected accordingly. 

The bolometer element con- 
sists of a short platinum wire from 
30 to 70 microinches in diameter. 
This element has an extremely low 
thermal capacity and because of 
its very small diameter possesses a 
very favorable surfaee-to-volume 
ratio. 

It has been shown that the re- 
sistance of a platinum wire bolom- 




FiG. lG-9. — Common bolometer circuits. 



eter is linear with jiowor a,hove a certain minimum. Therefore, when a 
bolometer element is used in a circuit, it is necessary to provide a bias in 
order to work on the linear portion of the curve. Figure 16-9 shows the 
two most common circuit arrangements used w-ith bolometers. 

In circuit o the proper bias is obtained by choosing the current in the 
bolometer branch of the bridge which yields an initial power dissipation 
in the bolometer equal at least to Pi of the curve a of Fig. l()-8. Then 
if the power dissipation of the bolometer is increased by coupling it to 
an r-f field, the consequent linear rise in resistance will cause the deflec- 
tion of the linear null meter to be directly proportional to the al)sorbed 
r-f power. 

Similarly in circuit 6 the bolometer current is controlled by adju.sting 
the rheostat to a point where the uncoupled power dissipation is equal 
to or greater than Pi. When modulated r-f is coupled 1o the bolometer, 
a periodic resistance change will occur, causing a varying c\irrent that 
is proportional to power to flow in the transformer primary. There is 
then induced in the secondary a voltage that is likewise proportional to 
power. 

The liest workable range of modulation fre(iuen<'i(>s lies between 100 
and 2000 cps. In Fig. Ki lO is gia])hc(l bolometer sensitivity vs. fre- 
quency for a wire 70 niicroinchcs in diameter. It is clear from this curve 
that greatest sensitivity appears below 100 cps but on the other hand 
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difficulties in construction of a suitable amplifier eliminate the use of 
lower frequencies for this purpose. 

The particular bolometer used depends on the radio frequency 
involved. For frequencies of less than about 4000 Mc the standard 
8 AG meter fuse of irho or amp made by Littelfuse Company of. 
Chicago is an excellent performer. For frequencies above 4000 Mc it 
becomes necessary to design the element for the particular application.' 



50 n 




OH , , , 

10 100 1000 10.000 
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Fig, 16-10. — Bolometer sensitivity vs. modulation frequency for platinum wire (70 micro- 
inches in diameter). 




Fig. 16-11. — Methods of coupling bolometer to r-f field: (//.) noaxiiil teriniruition; (6) 
bolometer wire stretched directly across small dimension of waveguide ; (c) bolometer in 
housing across small dimension of waveguide. 

Figure 16-11 shows several methods of coupling the bolometer element to 
the r-f field. These methods of coupling along with the geometry and 
loss characteristics of the protective enclosure greatly influence the 
bolometer element design for use with microwaves. 

With frequencies below 4000 Mc coaxial bolometer terminations are 
most frequently used. It is generally quite satisfactory at such fre- 
quencies to use either a ^^o^- or i^o^-amp Littelfuse as the r-f integrating 
element. The choice is dictated by the operating resistance of these 
units, since their reactive components are quite similar. The xro-amp 
fuse has an operating resistance of about 200 ohms at 10 ma, while the 
s-J-Q-amp fuse operates at about 400 ohms at 5 ma. 

Matching a coaxial termination to the line may be achieved by varying 
the length of the stub, which is nominally X/4, and/or the distance 

' A detailed description of the eonstniction of Wallaston wire bolometers may be 
found in Vol. 11, Chap. 3, of this series. 
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between the center conductor and the point at which contact is made with 
the fuse. By adjusting these two parameters properly a reasonable 
match (VSWR ~ 2) may be achieved on i-in. (4()-ohm) line for about 
a 10 per cent bandwidth. If a iietter match is desired (VSWR of 1.2), 
it may be effected by introducing a coaxial transformer' of correct dimen- 
Bion, but the bandwidth for which this improved match will hold is 
reduced to about 1 per cent. 

For fretiuencies above 4000 j\Ic wa\'eguide bolometer terminations 
are most frequently employed. These are shown in Fig. lC-116 and c. 

When used directly in waveguide the bolometer element must have 
axial electrodes that are parallel to the £,'-vector so as to achieve a rea- 
sonably large coupling. The material of the protective envelope, if used, 
must have a very low loss and in genera! sliould be no larger in diametei' 
than absolutely necessary for mechanical support. It has been found 
that this envelope need not exceed in. in diameter and can be suc- 
cessfully made of polystyrene with ^V-in. wall. 

The match in guide is influenced by the choice of the effective resistance 
of the wire and the distance d between the wire and the short cii'cuit in 
Fig. 16-11/) anfl c. With proper (.'lioicc ol varialiles very close matching 
(VSWR =1.1) can be achieved for a bandwidth of 1 per cent or less. How- 
ever by using a window (Fig. IG-llc) that is resonant at one frequency, 
the impedance match may be held for a bandwidth of, say, 8 per cent; 
the reactance of the window varies with fre(iuency in the opposite sense 
to the variation of the reactance of the bolometer element with the short- 
circuited waveguide termination. 

16-4. Amplifiers. — The power available at the detecting element 
is very small (5 mw or less) in the majority of the methods used in 
antenna measurements. For this reason the availalile \'oltage at the 
detector output terminals will likewise be small. For instance, the volt- 
age at the terminals of a sensitive bolometer ranges from 10~" to 10~^ 
volt rms over the linear part of the detection curve. Crystals also have 
an upper useful terminal voltage of al>out the same order of magnitude, 
but the lower limit extends down to around lO^*" volt for (he audio 
region. It is evident, therefore, that some amplification is needed with 
these microwave detectors in order that a practical indicating meter be 
used for measurements. 

The required performance characteristics of such an amplifier are: 

1. Linearity over a range of at least 100 db. 

2. An inherent noise level at least C db below the minimum input 
signal. 

3. Good stability. 

4. Freedom from response to outside fields. 
' Kfc ,Sfc. 7-9. 
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Figure 16-12 shows the schematic diagram of a tuned audio amplifier 
meeting the above requirements which was designed to operate a Bal- 
lantine Model 300 voltmeter as the indicating device. This unit is 
Hnear from 0.001 to 100 volts rms output, or in other words over a range 
of 100 db, which corresponds to the range of the Ballantine meter. 



Voltage gain 10,000. 

Output noise level with zero 
input approx. 0.0005v 



R Iw 

I — wv- 



R Iw 

•W^ 1 



Value of R approx. 100k 




^^^^^^^^^ 



Load 
impedance 500l< 



0.01 



; Thor 1C62 
I 1C63 or 
I UTC-4-30 

I 



Faraday cage 



UTC /I -30 
200 h 




80f</ii 
450v 



- Tuiicfl tuidiit atiijjlifier. 



Thi! vdltii^c gain is lO.O(K), uliich peiiuits operation of tlie input from 
10 " to 10^ volt. 

'I'lic nuifd :mdio ami)lifiei- is based upon tho use of a twin-'i" /iT'-bridge 
as a feedback olemcnl to reduce the biuuhvidth. This reduced band- 
width has an appreciable effect on the signal-to-noisc ratio; in fact, the 
averajic peak noise voltage at th(,' outt)ut terminal is about 5 X 10~*. 
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This is equivalent to an input voltage of 5 X 10"', or 6 db below the 

minimum signal voltage. Typical performance curves are presented in 
Fig. 16-13. In (o) is plotted voltage gain against logarithm of the voltage 
output of the amplifier. This curve is clearly linear for practical pur- 
poses, over the range from 0.001 to 100 volts. The graph in (b) is a 
plot of relative voltage amplitude vs. frequency for the amplifier, showing 
the discrimination of the filter at 1000 cps. 

Considerable care must be taken in selecting the components for the 
amplifier, also in the layout of the parts and wiring. For instance, it 

c 12,000 
" 11,000 • 
S 10,000 
•° 9,000 



0.001 0.01 



0.1 1.0 10 
Voltage output 
(a) 



100 




Fni. 16-13. — Performanre curves for tuiu'd 
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iiurlio <iini)Iifior; (a) output-gain curve; (6) 



c;urve Hliowiiig discriiniiuitiou of filter lit 1000 cps. 

is imperative to assure e.xcellent magnetic sliielding for (he ini)ut trans- 
former and the output choke; otherwise undesirahle currents can be 
induced in the windings by siirrountling fields. For a similar reason it is 
necessary that ground wires be short and connected to a common point. 
Tubes must have very low microphonic response, hence the use of the 
1620 tube in the first stage. Also, the first tulje should be shock-mounted. 
The power transformer is best packaged separateh'; it is not included in 
the amplifier cabinet but housed in a separate container and connected to 
the amplifier by a flexible cable about 3 ft long. This permits the trans- 
former to be placed 2 or 3 ft away when in actual operation, a jirocedurc 
that is not inconvenient, since the reciuircd transformer is (juite small 
and light in weight. 

The filters are constructed as small fixed-tuned plug-in units which 
are arranged in the amplifier for easy replacement. The frecjuency range 
is normally about 100 to 5000 cps. 

There are many variations possible ^\ith this type of amplifier, most 
of which are just adaptations to special requirements. However, one 
modification is very desirable for imi)e<lan('o work. It consists essentially 
of the system already shown with the exception that the vacuum- 
tube voltmeter is built as part of tlio amplifier with an iiidicaling meter 
placed in the front panel. This meter is generally calibrated in voltage 
standing-ivave ratio witii full-scale deflection as unity. The cali- 
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bration is based on a square-law detector regardless of the type of detector 
used. 

Another type receiver, based on a heterodyne principle, is used to 
some extent in antenna work, especially in the measurement of secondary 
patterns either where space attenuation is large or wlicre for some reason 
the transmitted power is low. This method is capable of considerably 
greater sensitivity than is realizable with the audio method and also 
does not require the signal source to be modulated. The order of maxi- 
mum practical power sensitivity with the heterodyne system, when using 

R-f 




Synchronizing pulse 
to trigger transmitter 

Linear sweep to 
frequency modulate 
klystron 



Fig. lG-14. — Block diiigram of heterodyne rereiver. 

a crystal mixer, is about 10~'- watt, whereas the audio amplifier and 
crystal combination has a maximum power sensitivity of about 10~' 
watt.' Figure 1G14 is a block diagram of a typical heterodyne receiver 
arranged for measurement work. 

This setup makes use of either an r-f or an i-f attenuator or both 
and depends largely upon the attemiator as the measuring element. 
The attenuator, which is previously calibi-ated, is adjusted to have a 
minimum insertion in the circuit when the received ST}>;n;il is a minimum, 
and the indication on either of the meters or the oscilloscope is noted. 
Then for any signal of greater amplitude the attenuator is adjusted to 
an insertion greater than the original setting until the output indicator 

' See Yacitiim Tube Amplifierfi, \'ol. tS of tliis scrips. 
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returns to the value observed for minimum signal. The change in signal 
amplitude then, of course, is the difference indicated by the calibrated 
attenuator. Actually either the c-w meter or the video meter may be 
calibrated for a ranf>;e of, say, 5 or 10 db. Thus, sif;nal differences can 
be measured by the indicating meter and the attenuator in combination. 
This provides a simple means ni measuring the smaller variations that 
may be within the limits of the 'udicating meter without readjusting 
the attenuator. 

The use of an i-f attenuator as the measuring element is to be pre- 
ferred if the mixer can be shown to be linear over the desired range to 
be covered. Usually, for crystal mixers, this is true to about 30 dl) 
above the minimum detectable signal and to about 20 db further with 
carefully selected crystals. Iliis method does not recjuire a different 
attenuator for widely different freijuencies of received signal but, on the 
contrary, functions equally well at any region for which a suitable mixer 
can be introduced. For very large power clianges in the received signal 
(00 dli or more), it may be necessary to use an r-f attenuator solely or 
in combination with an i-f attenuator to maintain the desired accuracy. 

The heterodyne circuit contains three output indicating devic<!s. 
('hoice will depend upon siu^h conditions as chai'acter of signal and fioxi- 
bility of indication: (1) If the signal is appreciably modulated, citlier 
the oscilloscope or meter may be used following liie video am))liticr. 
The scope has the advantage of interval-timing, and therefore the desired 
fsignal and any .spurious signal can usually be distinguished when using 
synchronized short-time pulse modulation on the transmitter. The 
undesired comjionents are usually reflections from sin-rounding obj(H.'ts 
which prod\ice an echo of ditferent time delay from the desired signal. 
However, the oscilloscoi)e is difficult to calibi-ate acc-urately over e\'cn a 
few decibels of power range. Thus, the attenuator must be (iontimially 
readjuste<l to maintain a constant deflection on the .scoiic w hen measuring 
the power changes. The meter cannot distinguish between the <lcsired 
signal and an interfering signal but is capable, as has been previously 
pointed out, of being calibratfid ([uite accurately over a range of possibly 
10 db. A .synchronized source is not used with tlie meter. (2) If the 
transmitted signal is a continuous wave, no alternating comi^onent. will be 
available at the second detector. Therefoj-e, a d-e amplifier and metei' 
com])ination or a meter alone, if the detector signal level is high enough, 
is used. The o.scilloscope is of lit t le ach antago in this arrangement , since, 
with a c-w source, interval-timing cannot be u.sed and tlieiefore the 
desired signal cannot bo distinguished from those caused by reflections. 

The i-f amplifier for any of the mentioned methods should be wide 
enough to allow for the instability of the source generator. I'sually 
an am]>lilier w ith a 5- to 10- .Mc l)aiid\\ idt li is used foi- mici-ou ave work. 

A .slight m()(li(i(!ation of llie lielerodyne rir<iiit results in a .sysleni 
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that is sometimes useful in c-w measurements. Here the i-f amplifier 
is designed to have a very narrow bandwidth, and the oscilloscope saw- 
tooth sweep is used to frecjuency modulate the local oscillator. Thus, 
there will be an output pulse from the second detector at the instant the 
local oscillator passes through a freciueney that is equal to the inter- 
mediate frequency above or below the frequency of the received signal. 
This pulse is then amplified by the video circuit and applied as a deflec- 
tion voltage to the oscilloscope on which the signal appears as a sharp 
pip or vertical line. This pip can be controlled and measured by the 
attenuator as previously described. The advantage of this system for 
intensity measurements lies chiefly in the fact that the i-f amplifier has 
a quite narrow bandwidtli and consequently a liigher signal-to-noise 
ratio. In addition the video amplifier is used which is less complicated 
than a stable d-c amplifier. It is apparent that any number of separate 
pips can appear on the oscilloscope screen if a like number of slightly 
different signal frequencies are being produced by the signal source. 
Thus, a very accurate means is provided for measuring the frequency 
distribution and relative amplitude of the energy given off from the source. 
Units are built using this circuit and are known as spectrum analyzers 
and, ;is such, are frerjuently used for amplitude measurements with 
single-frequency sources. 

16'5. Recorders. — The use of an automatic antenna pattern recorder 
has been pointed out previously in the general discussion of secondary 
patterns. The following is a discussion of the various methods for auto- 
matically plotting receiving power pal lcrns. 

The simplest recorder consists merely of a recording current meter. 
This meter is attached to the output of a linear peaked audio amplifier, 
the input of which is fed from the antenna under test through a square- 
law detector. If the angular coordinate is synchronized with the angular 
displacement of the anteima, it is possible to obtain a very satisfactory 
linear plot of power. However, for any antenna of appreciable gain, 
much of the desired information involving the side lobes will be lost, 
bc('au.se such a linear recorder will not visibly resolve powers that are 
from 20 to 10 db below the main peak power. Also, most recording 
meters of this type ha\-e the stylus attached to a central pivot about 
whicth it rotates as a function o( varying current. This does not yield 
a plot in rectangular coordinvtes, frecjuently giving rise to confusion 
regarding the picture po''tiayed. It is evident, then, that in oi'der 
to recoi'd side lobes and for reasons of clarity other methods must be 
contrived. 

Experience has -ihown that the most desirable scale to use with an 
automatic system is a decibel scale extending over .a range of about 
40 db. This may be accoiu})lishe(l in two distinct ways. (1) The linear 
recording ciuTcnl. metci' may be driven by a logarithmic amplifier which 
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is fed by the square-law detector, thus obtaining the desired result by 
the use of the nonlinear amplifier. (2) A system can be built around a 
nonlinear potentiometer or attenuator with servo follow-up for stylus 

-Selsyn generator 

Antenna 




r"uJ. lO-Uia. — Plintojrraph of tlio control :ind rccordiitff console. 

displacement. The latter method is generally preferred, since it does 
not reciuiic a nonlinear amplifier; accuracy of svich an amplifier is usually 
difficult to maintain. Systems based on this second method will be 
described. 
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Figure 16-15 shows a blook diagram of a typinal recorder designed to 
operate on the audio voltage developed by a bolometer or crystal used 
as the antenna feed termination. It should 
be understood, of course, that the trans- 
mitter is modulated at the pass frequency 
of the audio system of the recorder. 

The system operates as follows: The 
angular displacement of the mount to 
which the antenna is affixed is trans- 
mitted to the recording drum by a Selsyn 
generator-and-motor combination which 
synchronizes the angular rotation of the 
drum with that of the antenna.' The input 
to the signal amplifier varies with, the 
orientation of the antenna; since this ampli- 
fier is linear, the voltage appearing across 
the calibrated potentiometer is directly 
proportional to the power picked up by the 
antenna. The tap-off voltage from the 
potentiometer is fed into the ])()tcnl i()inc(("r 
amplifier, the output of which is compared 
with a constant voltage. The difference 
between the latter two voltages is applied 
to the servo amplifier; the servomechanism 
then drives the potentiometer tap-off to 
a point such as to reduce the difference 
voltage to zero. Since the stylus is attached 
to the same mechanism that drives the 
potentiometer, it is displaced in a like 
manner; consequently, the stylus displace- 
ment is proportional to the amplitude of 
the signal. 

An instrument based essentially on the system just described has Vieen 
built and used.' Photographs of the control and recording console and 
the electronic cabinet of this instrument are shown in Fig. 10-10. With 
this instrument it is pos«jible to obtain side-lobe information in fine 




I'IG. 16- !(>'». — Photograph of 
thcehictronic cabinet of an audio 
recorder. 



' Good accuracy may bo acliicA-cd in this iiiiinnor, since the Sclsyn Renerator on the 
mount i.s poured to tlic motion tlu-ouuli •■> precision gear train with a st(!p>ip ratio of 
about 1 to 30 and the Sclsyn motor drivijiK tln^ drum is geared down a like amoimt; 
This mo.ms th;it the electrical inaccuracies of tlie Selsyn system are divided by 3fi, 
and by the choice of good Kcaring. mechaniciil errors may be held iiuite small. 

' (). .\. Tv.soii, "Antenna .Measuring K<i\iii)iuent,'' lili Ueport .\o. 001-4, .January 
1945. 
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detail; a typical plot of power variation vs. displacement angle is shown 
in Fig. Ifi l7. 

Alternative methods of siipplyinp; tlic information to the servoinecysa- 
nism make use of the r-f cju rier wave rather than the audio-modulated 
output of a square-law detector. One method uses a calibrated i-i' 
attenuator in a heterodyne circuit' in place of the a-f attenuator. This 
setup is shown in block diagram in Fig. 16-18. Angular coordinates 

0 
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Fio. 16'17. — Antenna pattern shnwiiig dttjiil (>l)taiiial)le \vith iimlio n^corfler. 

are transmitted in a manner .simihir to that shown in Fig. 1()']5. This 
consists of a Sels^yn generator geared to the aiitonn;i mount and a Sclsyn 
motor geared to the recording drum. If the anteniui under test is ilhi- 
minated by either a moduhited or a c-w ^^•^lve, an i-f voltage is deA'cloiied 
at the output of a small mixer and local osc'illator which is used to ter- 
minate the antenna feed. The i-f voltage is passed through a calibrated 
logarithmic attenuator and amplified; it is then rectilied and Aiscd to 
control a servomotor just-as is done in the audit) t^ystem. The stylus, 
of course, is again geared to the seiA'omotoi', uhidi drives the calil)rated 
attenuator and traces a signal amplitude plot on the syiu'hronized graph 
drum. 

The chief advantage of the hctercxlyiie system is that it is \ cry miicli 
more sensitive to weak signal input than bolometers or crystals used as 



' U. J. S>'moiuLs, " .Mii'r"o\\ ;n't' 
170-.55, Xov. 1.5, 1944. 
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rectifiers, as was indicated in Sec. 16-4. As a result it is possible to 
reduce transmitter power by possibly 10 db or to extend the range of 
power coverage from 40 to approximately 60 db under ideal conditions. 
The limitations to this method arise in the mixer, which is often not 
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I'm. IG-lft.— Antonna pattern recorder utilizing an r-f attenuator in a heterodyne (lircuit 

oomplctoly linear over the higher portions of the desired power range. 
Also, difficulty sometimes arises from the large bulk of the mixer-oscil- 
lator termination which must be attached to a relatively small antenna. 
Bolometers, on the other hand, are more adaptable because of their size. 
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I'lrror, cubic phase, 189 

linear, 188 

quadratic, 188 
I^verhart, ]■:., 523 
Evi'ritt, W. L., 17, 19-21 
Eygcs, li, ,1., 316, 328, 496 

F 

Far-zone fields, of current distributions, 
87-!)] 

of linc-eurnait distributions, 96-98 
Far-zone region of ai)ertures, 172 
Feed, center of (see Center of feed) 

dipole-disk, 251-253 

doub!(vdip<)le, 253-256, 434 

do>ibIe-slot, 348-349 

extended, 473, 474, 477, 487-494 
dipol(!-array, 491-493 
horn-array, 493-494 

foiir-dipole, 256 

point-source (me Point-source feed) 
})riniary, 12 
Feed requirements, primary, 23^240 
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Feed systems, front, 448 

rear, 347, 434, 448 
Feed tilt, impedance changes with, 488 
Feed-tilt effects, in cut paraboloids, 488, 
489 

in paraboloidal reflectors, 487, 488 
Feeding coefficients, 259 
Fermat's principle, 122-125 
Field equations for cylindrical waveguide, 
201-203 

Fields, dominant-mode, of sectoral horns, 
352, 355 
superposition of, 99-101 
time-periodic, Maxwell's equations for, 
68 

Fiske, M. D., 387 

Fourier integral representation of I'raun- 

hofer region, 174-175 
Frank, N. H., 173, 174 
Frank, P., 110 

Fraunhofer region, 160-162, 172 
criteria for, 198, 199, 561, 574 
Fourier integral representation of, 
174-175 

Frequency control, automatic {see AFC) 
Frequency pulling, 538 
Fresnel region, of circular apert\irc, 106- 
199 

genera! characteristics of, 171-172 

FrcHiinl zcjnes, I'Jfi 
Front-feed systems, 448 

G 

Gain, 3, 90, 177 
absolute, 90 

of broadside arrays, 271-274 

maximum, condition for, 271 
of circular waveguides, 340-341 
dependence of, on aperture illumina- 
tion, 177-178 
directive, 580-581 
effective, 583 

of end-fire arrays, 277-278 

of half-wave dipole, 99 

of parahoiie cylindrical antennas, 458 

of pencil-beam antennas, 423-432 

of pyramidal horns, 587 

of rectangular waveguides, 346 

of scattering patttu n, 468 

of sectoral horns, 587 



Gain comparison, 581 

Gain determination, reflection method 

for, 585-586 
Gain factor, 178, 425 

vs. aperture illumination, 187, 195 
Gain function, 2, 90, 94 

for aperture, 162 

scattering, 590 
Gain measurements, 580-586 
Gain standard determination, 582-585 
Gain standards, secondary, 586 
Gardner, J. H,, 481, 484, 485, 508 
Goldstein, H., 320 
Grating, quarter-wave, 447 
Grating reflectors, 449-450 
Green's theorem, scalar, 108 

vector, 80 
Ground antennas, 510 
Ground target area, effective, 469 
Guillemin, V.. A , 17, 18 
Guptill, E. W., 295, 299 

H 

//-plane, principal, 103 
//-plane patterns, principal, of pencil- 
beam antennas, 422-423, 433-437 
//-plane sectoral horns, admittance char- 
acteristics of, 374-376 

modes In, 355-357 

mouth admittances of, 375 

radiation from, 3p8-3(j5 

tenth-power widths of, 365 

throat transition, 375 
Half-power width, 94, 104 
Hansen, W. W., 278 
Hayes, W. D., 449 
Hegarty, M., 523 
Height finding, 467 
Heins, A. E., 410 
Hiatt, R., 251, 437, 442 
Hill, J. F., 503 
Horn arrays, 319 

as extended feeds, 481, 493-494 
Horns, biconical, 9 

box, 377-380 

compound, 350, 376 

pyramidal, 587 

sectoral (see ^^-plane sectoral liorns; 
//-plane sectoral horns) 
Hull, G. F., Jr., 415 
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Huntf-r, L. P., 556 
Huygens-Fresnel principle, 108 

I 

Illumination, aperture, beamwidths vs., 
179, 183-187, 135 
dependence of gain on, 177-178 
gain factor vs., 187, 195 
side lobes vs., 179, 187, 195 
binomial, of broadside array.s, 269 
gabled, of broadside arrays, 269 
Images, of dipole radiators, 135-137 
principle of, 132-137 

for dipole-sources, 135-137 
Impedance, characteristic, 23, 216 
normalized, 25, 213 
of spheroidal dipoles, 249 
transverse wave, 209 
Impedance changes, with feed tilt, 488 
Impedance correction, for pencil-beam 
antennas, 443-448 
for pillbo.K antennas, 463 
Impedance effects, in normal-incidence 

radome, 537 
Impedance-measurement ajjjiaratns, 517 
Impedance measurements, probe errors 

in, 548, 556 
Indicator, response of, 549 
Intensity measurements, primary pat- 
terns, 561-564 
Interference effects in aircraft installa- 
tions, 515-519 
Iris, trial, 552 

Isotropic splierical waves, 78 
J 

Jahnke, K., 194, 220, 233 

Junction effects, in waveguides, 214, 215 

K 

Keary, T. J., 455, 461, 464, 602, 508, 
564 

Kelvin, Lord, 121 
King, A. P., 349 
King, D. D., 248 
King, R. W. P., 21, 248 
Kingsbury, S. M., 399 
Klystron, double-cavity, 596-599 



Klystron, reflex, 594-596 

Sperry 410-R, 596 

Sperry 419B, 595 
Kock, W. E., 402, 405, 406, 410, 442 
Krutter, H., 442, 455 

L 

Lamont, R. L., 200 

Lattice factor, 105 

Lens, dielectric, 389-402 

attenuation in, 399-400 
bandwidth of, 398 
frequency sensitivity of, 398 
one surface, with elliptical contour, 
392-393 

with hyperbolie contour, 390-392 
reflections from surfaces of, 401 
tolerances on, 400 
two surface, 390, 394 
zoned, 395-398 
doublet, 410 
metal-plate, 402-412 

achromatic doublets, 410 

bandwidth of, 408-410 

one surface, with elliptical contour, 

403-406 
of parallel plates, 402-405 
of parallel wires, 406 
polystyrene-foam bonded, 406 
reflection from surfaces of, 410-412 
tolerances on, 407-408" 
spherical, 390 
Lewis, F. D., 349 
Line, corrugated, 319 

lossless, 26-29 
Line-current distributions, far-zone fields 
of, 96-98 

Line-source primary pattern, 570-572 
Line-source feed, and reflectors, 151-154 
Line sources for shaped-beam antennas, 

495-497 
Littelfuse, 549, 559 
Littelfuse Company, 603 
Loaded-line constants, 313-316 
Loaded-line formulas, Campbell's, 313- 

316 

Ixissless line, 26-29 

Low-altitude esc' B antennas, 484-486 

Luneberg, II. K., 126 
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U 

Macfarlane, G. G., 503 
McMillan, E. B., 623 
Magio T, 572 
Magnetrons, 59<)-601 
Mains, theorem of, 126 
Marcuvitz, N., 200 
Marshall, F. B., 556 
Mason, S. J., 377, 380, 453, 564 
Matching of waveguide and horn feeds, 
383-387 

Maximum-power theorem, 20, 21 
Maxwell's equations, differential fonn, 64 

integral form, 64 

for time-periodic fields, 68 
Mimno, H. R., 21 
Mises, v., 110 

Mismatch, introduced by reflector, 155- 

158, 439-443, 454 
Momenta, of aperture-field distributions, 

184 

Montgomery, C. G., 200 
Mueller, C. E., 316 

N 

Nabarro, F. R. N., 415 
Nacelle, S12, 513 

Near-zone region of apertures, 170 
Network, four-terminal, 17-19 

two-terminal-pair, 17 
Network equivalent, four-terminal, of 

section of tiansmission line, 36 
Network parameters, four-terminal, 17 
Nowak, W. B., 253 

O 

Obscuration, of target signal, 520 
Offset feeding technique, 453-457 
Optiral-Frcsnel field, 171 
Optical path length, 122 
Orthogonality of waveguide modes, 207- 
209 

Oster, G., 399 

P 

Il-sertion, 19 

Pao, C. S., 381, 383, 453, 477, 487 



Parameters, constitutive, 65 

current, 210 

voltage, 210 
Pattern, aiijiarent, 526 

primary (,scr Primary pattern) 

secondary (see Secondary pattern ) 
Pattern distortions by radomes, 524-526 
Pattern synthesis by linear array, 27'J- 
284 

Pencil beam, rcquircriients for, 413, 414 
Pencil-beam antennas, using circular pa- 
raboloidal reflector, aperture lieli.1 
of, 419 
d(\sign proceduffss for, 432 
cross polarization of, 419, 423 
gain of, 423-432 

impcdiincc correction for, 443-448 
paraboloidal, 415-4.50 
using paraboloidal reliectors, ante.iuia 
gain of, 423-433 
Perry, If. A., 523 
Phase constant, 23, 205 
Phase deterniinalions on point-source 

feeds, 564-570 
Phase-error effects, on pencil beam gain, 
430 

on secondary patterns, 186-192 
Phase errors, defoeusing, 432 
Phase measurement, line-length reflect in, 
569 

Phase-reversal techniques, in arrays, 321 
Phillips, H. B., 62 
Pillbox design problems, 460-464 
Pippard, A. B,, 442 
Point-source, cone, 240 
Point-source feeds, prinuiry i)atterii for, 
557-570 

and reflectors, 149-151 
Polar diagram, 3, 90 
Polarization, cin'ular, 92 

cross («ee. Cross polarization) 

elliptical, 91 
I'olynornial, associated with array, 261- 
264 

Poole, -A. U., 461, 508 
Porterfield, ('. l',, 478 
Power modes, 595 
Poynting's (h(H)rem, (iVl-71 
Poynting vector, 69 
time-average, 70 
PPl, 514 
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I'rossurizinp, 383-387 
I'rossuriziiig device, 376 
Primary fi^cil, 12 
I'riniiiry pattern, 12 

line-soiiree, 570-572 

for point-sourco feeds, 557-570 
I'riinary-pattiTn apparatus, sitiiii^ of, 560 
Probe, response of, 549 
Probe errors, in impedance measure- 
ments, 55B 
Propanation constant, 205 
Turcell, 10. M., 200, 301, 330, -4(14, 585 

R 

lladar cross sci'tion, 468 
Radar sliadow, 515 

Radiation, from A-plane Koetoral lioriis, 
357 

from //-plane sectoral lioi jis, 358 
from waveguide, aperture treatrneiif of, 
334 

Radiation conditions, 85 
Radiation pattern, '.tO 
Racliatioii resistance, 30, !I5 
liadiators, axially synunetrical, 303-30<) 
dip<]le, !I2-(I6 

images of, 135-137 
streandined, 310-313 
waveguide, 301-303, 32!> 
Radio Itesearch T.alioratory. 223 
Radome, normal incidence. 537 530 
design consi<ierations for, 538 
impedance effects on, 537 
pattern effects of, 537 
pattern distortions by, 524 -520 
streamlined, 524, 535, 540-542 
desif^n c<)nsiderat ions for, 542 
pattern effects of, 540 
Raiiome walls, reflection coeflicients of, 
520-537 

transmission coefHcients of, 520- 537 
Range reduction, 524 
Hay curvature, 111, 112 
Hay velocity, 110 
Hayleigh, T-ord, 19 
Rayleigh reciprocity theorem, 19 
Rear-feed systems, 448 
Receiving pattern, 4 

Reciprocity, between transmitting and 
receiving patterns, 48-50 



li('ci[)rocit\' relation bt'ttteen transfer eo- 

elliciciits of network, 18 
Kedlielfcr. li. M., 523, 556 
Heflection, fnnn curved surfaces, 138-143 

from curved iindersurface of fuselage, 
517 

edge, 518 

laws of. 12-1, 134 
Heflection cocflicii^nt, current, 32 

electric-field, 212 

of paraholoidal n^flectors, 439-443 
of radome walls, 520-537 
voltage, 25 
Heflection coi'fficicnt cliart, 29-33 

{Sec (iho Smith charts) 
Heflecfio]! method for gain deternnna- 
tion, 585 

licflector antenna.s, donlile-cnrvatnre, 

502-508 
Reflector ruisnnitch, 155-158 
Heflei't(irs, aperture-lield nietliod f(n-, 
158-HlO 
barrel, 480, 503 
contcnir cutting of, 453-457 
current distriliut i(ni over, 144-149 
cut |)nr:iholoi(lal, 451- 457, 477 

.syiuiuctrical type, 451-453 
cylinilrical, for shaped beams, 494-497 
grating, 4411-4,50 
line-source feed and, 151-155 
misuuitch introduced by, 155-158, 

439-443, 4.54 
modilicil, 474, 477, 479-495, 503 
paraboloidal, feed-tilt efTiM'ts in, 487, 
4«S 

strui'tural design prolilcnis. 448-450 
point-source feed and, 141I-151 

.screen. 449 

shovel-, 481, 483 
Refract ion, laws of, 125 
Hesponder, 327 

Riblet, 11., 139, 247, 282, 30.5, 310, 325 
Rice, S. ()., 247 
Hidi'uour, L., 414 
Ring source, 348 

Risser, ,1. R., 332, 306, 309, 401, 496, .508 
S 

Scal.ar, (ireen's theorem, 108 
Scatuung antennas, 5I3-.521 
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Scattering, multiple, 588 
Scattering cross section, 5, 42, 468 

equivalent sphere. 5 
Scattering gain function, 590 
Scattering pattern, gain of, 468 
Schelkunoff, S. A., 248, 261, 279, 282, 
586 

Schwartz inequality, 177 

Screen, absorbing, 560 

Screen reflectors, 449 

Secondary pattern, 12, 169 
general features of, 175-180 
phase-error effects on, 186-192 

Sector blanking, 517 

Series reactances, on coaxial lines, 223- 
226 

Shaped beam, applications for, 465-468 
cut paraboloid for, 477-483, 487-491 
cylindrical reflectors for, 494-497 
requirements for, 465-468 
. Ship antennas, 511 
Shipborne antenna for surface search, 
467 

Sichak, W., 230, 231, 255, 301, 330, 436, 
464 

Side lobes, 176 

vs. illumination, 179, 187, 195 
Signal generator, 594 
Silver, S., 153, 157, 441, 442, 463, 487, 
497, 503 

Siting, of impedance-measurement appa- 
ratus, 548 
of primary-pattern apparat\is, 560 
of secondary-pattern apparatus, 574- 
578 

Skellett, A. M., 396 
Skin thickness, effective, 534 
Skirt-dipole antenna, 240-2-12 
Slater, J. C, 51, 173, J 74, 200, 211 
Slope, 549 

Slot array, axially symmetrical, 30.5 
Slot radiators, impedance in waveguide, 

287-299 
Slots, dumbbell-shaped, 296 

longitudinal, 291-297 

nonradiating, 287 

probe-fed, 299-301 

resonant, 291-299 

transverse, 291 , 292 
Smith, P. H., 29 
Smith, Vf. O., 497 



Smith charts, 29 
SneU's laws, 123-125 
Sommerfeld, A., 59, 114 
Southworth, G. C, 349 
Space arrays, regular, 104-106 
Space factors, 89 

Spatial pattern measurements, 563 
Spencer, R. C, 139, 184, 186, 191, 194, 

473, 497, 503 
Sperry 410-11 klystron, 596 
Sperry 419B klystron, 595 
Spherical waves, isotropic, 78 
Squint, 245, 438 
Stabilization, 508 

Standing-wave measurements, 548-550 
Standing-wave ratio, 28, 545 
power, 28 
voltage, 28 
Standing-wave voltage ratio, measure- 
ment of, 547-549 
Stationary phase, principle of, 119-122, 
157 

Steele, E. R., 523 

Stecnland, A. M., 496 

Steinberger, J., 331, 332, 496 

Stergiopoulos, C. G., 479, 490 

Stevenson, A. F., 292 

Stratton, J. A., 57, 61, 67, 78, 80, 93 

132, 146, 159, 248 
Stubs, parallel, 223-226 
Snen, T. J., 523 
Superposition principle, 66 
Surface-to-air search, 465 
Surface antenna for air search, 465 
Synioiids, R. .1., 612 
Synge, J. L., 110, 122 

T 

T-scction, 18 
Taggart, M. A., 497 
Target response, directional. 468-471 
Target signal, oVjscuration of, 520 
Tehebyscheff arrays, 282-284 
y^-mode, of circular waveguide, 233 
of coaxial line, 220 
of cylindrical wavpgiiidc, 204-206 
of £-plane sectoral guide, 352-353 
of H-plane sectoral guide, 355-356 
of parallel-pIatc waveguide, 237 
of rectangular waveguide, 226-229 
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7'ft',o- to 73/„,-m<)(lp (■cinvorlor, 308 
TEM-modc, of coaxial lines, 217-21!) 
current of, 2Hi 

of cylindriciil \v;u'c>fiii<lc, 203, 204 
of pariiUcl-i>l;Lt(' wavc^viitics, 235-236 
voltage of, 210 

Tenth-power m iJtli, 04, 104 

Terman, F. K., 340, 415 

Thcveniii's theorem. 20 

Tisza, L., 300 

7'M-mode, of circular \\ aveRuidr', 233 
of coaxial line, 220 
of cylindrical \va\'egni(le, 206 
of parallel-plate wa\'et;uiile, 236 
of rectangular wavegiude, 226-220 

Transfer admittance coefTicients, 18 

Transfer coelficients of network, reci- 
procity relation between, 18 

Transfer impedance coefficients, 18 

Transformation charts, 20-36 

Transformers, cascade, in coaxial lines, 
221-223 

Transmission coufTicicnts, of radomc 

walls, 52!)-537 
Transmission line, homoKcncous, 23-26, 

544-546 
three-wire, 247 
two-wire, 21-37 
Transmission-line equations, for A?-plane 

sectoral horns, 366-369 
Transmitter pulling, 517, 537 
Transmitter-receiver system, eq\iivalent 

network of, 53-00 
Transmitting pattern, 3, 557 
TransponcU'r, 327 
Tridipole transver.se element, 304 
Truell, R., 221 
Tyson, O. A., 612 

V 

Vallec Poiissin, C. de la, 280 
Values, characteristic, 204 
Van Atta, L. C, 434 
Variable beam shape, 508-509 
Vector, Green's theorem, 80 
Vertex plate, 443, 463 
Vogel, B. H., 509 
Voltage attenuation constant, 23 
Voltage parameters, 210 



\'(jltage reflection eoeifteiont, 25 
Von Hippel, A., 399 

W 

Walkinshaw, W., 503 
Wall, sandwich, 532 
single, 531 

Watson, G. X., 76, 104, 195, 236, 341, 

3.53, 354, 367 
Watson, W. H., 205, 299 
^^'ave equations, 71-73 
Wave velocity, 110 

Waveg\ii(le, circular, Wi-mode of, 233 
7',U-mode of, 233 
cylindrical. Held equations for, 201-203 

7'AM/-rnod(^ of, 203, 204 
.ivmction effect in, 214, 215 
radiation from, aperture treatment of, 
334 

rectangular, 7'A'-niode of, 226-229 

7',V/-nu)de of, 226-220 
terminal admittance of, 366 
Waveguide modes, orthogonality of, 207- 

209 

two-wire line representation of, 209- 
216 

Waveguide radiation patterns, circular, 
336-341 

rectangular, 341-347 
Waveguide radiators, as array elements, 

301-303, 329 
Waves, cylindrical, 75 

plane?, 73 

principal, 203 
Wesson, L. G., 399 
West, W. J., 478 
Westi)hal, W. B., 399 
Whelpton, .)., 285 
White, J. S., 523 
Wind resistance, 450, 453 
Window, capacitive, 230 

inductive, 230 

resonant, 231 
Wing, A. H., 21 
Winkler, E. D., 523 
Wintner, A., 122 
Wolfe, H., 461, 50c, 
Wolff, I., 282 
Wollaston wire, 559, 603 
Woodyard, J. R., 278 



